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The National Center for Research in Vocational Education's mission is to increase 
the ability of diverse agencies, institutions, and organizations to solve educational 
problems rela^g to individual career planning, preparation, and progression. The 
National Center fulfills itS mission by: ^ ^ 

• 'Generating knowledge through research'^ 

• Developing educational programs and products 
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• ^ Operating information systems, and services 
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benefits of, or be subjected to discrimination under any pro- 
gram or activity re(^iving federal financial assistance." Title IX 
of the Education Amendments of 1972 states: 'Wo person in 
the United .States €hall, on the basis of sex, be excluded from 
participation in, be 'denied the benefits of, or be subjected to 
discrimination under any educatfon program or activity receiv- 

^ing federal financial assistance." Therefore, the National Center 
for Research in Vocational Education Project, like every 
program or activity receiving fihancial assistance from the U,S. 

^Department of Education, must be operated in compliance with 
these laws. 
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Foreword 



Resourcesfin Vocational Education is produced by the National Center Clearinghouse of the 
National Cfenter for Research in Vocational Education under a contract with the Office of 
Vocational and Adult Education, U.S. Department of Education.l^r the -1981-82 subscription 
year, the individual issues of the journal include a report of state program improvement projects, 
selerctions of ERIC dqcuments related to vocational and technical education*, a directory of key 
contact persons at the state and federal levels responsible for vocational education, and a 
compilation of vocational and technical education curriculum material^. 

The Natipnal Center is pleased to disseminate this issu^f Resources in Vocsttional ^ 
Education that provides abstracts selected from th^e ERIC Clearinghouse on Adult,. Carfeer, and 
Vocational Education related to vocational and technical education curriculum' products. Since 
t^is issue represents only a portion of ERIC abstracts, users are encouraged to refer to ^ 
Resources in Education for a more comprehensive search. The full text of most documents 
announced in this issue is available from the ERIC document Reproduction Service (EDRS). 
Microfiche copies also are available in local ERIC microfiche collections. ' * 

Other components of this issue include listings of the six curriculjum coordination centers ' 
and publications produced by the centers, descriptions of curriculum centers and lalps 
throughout the country„and a listing of curriculum-related or'ganiz^tions at the national level. 
Also included are a listing of sources of audiovisual information-and materials and a brief ^ * 
bibliography of cur^|oulum publications available from federal ageocies 

_ Recognition is^iven to Clearinghouse staff for their efforts in compiling this publication. 
Wesley E. Budke, Clearinghouse Director; Shirley A. Chase and Carl F, dTdsen,i^esearch 
Specialists; Patricia Arthur, Program Associate; and Rhonda L. Steakley, Typist. 

Production services for the pubJicatlon were provided by Bibliographic Retrieval Services, 
Inc., 1200 Route 7, Latham, New YoV 12110. ' " - 
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Robert E. Taylor. ' 
Executive Director 
TheTsJational Center for Research 



in Vocational Education 
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About This Issue 

This issue of Resources m Vocational Education consists of restimes selected from the ERIC 
•Clearinghouse on Adult. "Career, and Vocational Education (ERIC/ACVE),. Selections F^lat^ng to , 
vocafional and technical education curriculum products were made frorh the June 1980 through 
June 1981 Resources in Education. Since'only a portion of ERIC abstracts are represented, jusers 
are ♦encouraged to refer to Resources in Education for a more comprehensive search. 

Other components of this issue include listings of the six curriculum coordination centers 

and publications prpdi^ced b^ the centers, descriptions of cCirriculum" centers and labs 

.throughout the country, and 4 listing of curriculum-related organizations at the national level. 

Also included are a listing of [sources of Audiovisual information and materials aod a brief 

bibliography of curriculum publications available from federal agencies.*' 
» ^ 

The full text of most documents announced in this issue is available from the ERIC i 
Document Reproduction Service (EDRS). An EDf^S order form and ERIC price codes are • | 
rkcluded. Also, microfiche copies are available in local ERIC microfiche collections, \ 

/ Two publications related to using ERIC ar^ listed bQlowrThey are available on request from 
the ERIC Processing and Reference Facility. 4833 Rugby Avenue, Suite 303, Bethesda. Maryland 
20014or from ERIC/ACVE, The National Center for Research in Vocational Education., The Ohio 
State University. 1960 Kenny Road, Colufpbus, Ohio 43210. ^ 

^rectory o1 Er\c Searcti Services, Prepared by Pugh, Elizabeth and Brandhorst, Wesley 
T., Bethesda. MO: ERIC Processing and Reference Facility. 1981. 



Directory of ERIC Microfictie Collections, Sdited by^J^aw^kyrOxJfofF^^ MD: 
ERIC Processing and Reference 'Facilityp980. ^ ^ 
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ED 181 219 . ^ CE 023 729 

Matejic. Denise M. *' ^ 

Heip<KX Ftmllks Adjust lo l-xonomk Chsnge. A Projtcl Report. 

Rulgcrs, The Siaic Univ., New Brunswick,. N.J. Cooperative ' 

Extension Service. 
Spons Agenly— Extension Service (DOA), Washington, D.C 

Sciencc^and Education Administration 
Report NO.-XY2I23 
Pub Date— 79 

Comract— 82-2-61 104(20 

Nol^-15lp.. The appendixes contain small type and may ndttreprc^" 

duce wc|t For related documents see CE 023 725-729 | 
Available ^from— New Jersey Extension Service, ,Publip- 
tiol^s Distribunon Centtr. Dudley Road. New Brunswick, 't^J 
08903 ($4.00) 

Pub Type— Reports . Descriptive (141) * 
F.DRS PHee « MF0l/i>C07 Plu« Posuxf. 

DcM.Tiptors— 'Adult Programs. Budgeting, Community Service 
Programs. Consumer Economics. 'Consumer Education, Coun- 
seling Services. Credit (Finance), 'Curriculum Development, 
Economically Disadvantaged. Family Management, Financial 
Ne^s» Financial Probfems. Insurance Pro|irams. Investment, 
Low IncomeY^roups,' 'Money Management, 'Outreai;Jj, Pro- 
grams, Prograjn Deselopment, Program Evaluation. 

Identifiers- Inccnne Gr4>ups, New Jersey ^ 

A project was developed to gam more insight inra-family financial 
problems, to identify these problems, and to formu^te>educational 
strategies to deal with and help solve these problerS This' project 
^ was conducted in three phases, which included community Outreach, 
development of educalional materials, and evaluation. Three com- 
munities with nffereni ethnic blends, similar income levels (middle 
lo lower«middle). and moderately high unemployment rates were se< 
lectedas project sites. The outreach program, wWch reached approx- 
imately 2,000 participants with consumer education information, in- 
eluded th^use of a mobile unit, a home-study course, work-site educa- 
tional pv^rams, paraprofessiona^ counselors, and a closed circuit 
television network The following are some of the project objectives 
which were'achtfvcd lo the extent ihat*the majority of those partici- 
pants who responded to the follow-up studies had changed (heir 
practices; I) participants will spend their money more wisely and 
(use their new knowledge and skills lo extent^ and increase their 
• \ resources to raise their standards of living: (2) participants will learn 
10 develop a personal money management plan: (3) partici- 
^p9nts wijl^nderstand the concept of consumer credit and its advan* 
tagcs. di^dvaniages. and wise use: and (4) partici/>ants will under^ 
stand the various types of insurance policies available and know how 
an insurance protection program can be adapted to their personal 
needs. (BM) , . 1 
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EI>181216 CE 023 670 

TindalliLJoyd W. Morehouse, Nancy 

The Cm* Apprbach to Modifying- Vocational Prograins for Handicap- 
ped Students. Vol 1: Agrk^tnrewlthanExaiiipre'inHorticnltnre. 
Wisconsin Univ. Madison. Wisconsin Vocational Studies Center 
Spons Agency— Of fice of EducaUon (DHEW), Washington, D.C. 
Pub Date— 79 
Coiitract-GO077O2006 

Note— 109p. ; Italic print and photographs in this documwit wili not 
reproduce well. For related documents see CE 023 67 1 -674 

P^b Type— Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (051). Guides/ Methods/ Tcchni- 
* qucs—Classroom Use— Teaching Guides (052) 

EDRaFrice-MF01/PC05 Plus Po^e 

Descriptors— ♦Handicapped Students, *Necds Assessment, ♦Or- 
namental Horticultxire, ♦Teaching Methods, Asriculturkl Educa> . 
tioil, Ecfiisational Strategies, Instructional Materials, Instruc 
tional Programs, Job Training, Learning Activities, Leammg 
Disabilities, Mainst/reatoing, Pro^m Developmepty Skills, Task - 
Performance, Vocational Education, Workbooks ^ 
Ideiftifiers— Cognitive Affective Psychomotor Apijroach, Wisconsm 
Thi^ combination teaching^'guide and student workbook, the first m 
a five>volume series (see pote), presents an approach |o teachmg hor* 
< ticulture fpr handicapped students. The guide discusses a functional 
approach to modifying agriculture programs to accomodate cogmtive, 
affective, and psychomotor (CAP) domain handicapvf^The discussion 
centers yn categories to considarr when modifying a course, the CAP 
i^odei of instruction which includes assessment, possible teaching 
techniques, and suggested change actions, to alleviate {handicapping - 
conditions once the limits of a dysfunction are known. General com- 
ments on how to^odify a program are also included. The workbook 
includes teacher instructions and photographs accompanying the 
*evcn basic tasks presented for step-by-step learning by doing. Tasks 
include a three-piece tendle arrangement, cutting and dipping foam, 
corsage making, and \&}Xi% & floral stemming machine. Appendixes 
contaii\data oa part-time and seasonal employment, employment and 
education needs in Wiscdnsin, references, and a ^t of U.S. univer- 
sities that of fej horticulture therapy programs. (CP)^ . 

' ED 181 217 , CB 023 671 

Kumar, Vasant 

The GAP Approach to Modtfyb^ Vocational Programs for Handicap- 
ped Stidcats. Vol 2: Bodneas/Olfk^ with an Example InTdcoLnt 
Usage. ^ . ^ 



Wisconsin Univ. Madison. Wisconsin Vocational Studies Center 
Spons Agency— Office of Education (DHEW), Washingt^on, D.C* 
Pub Date— 79 ^ 
Contract— GOO7702O06 ^ 

Note— 101 p. ; Informati6n iri some of the tables will not reproduce * 
. well due td small type, I'or relatgd documents sec CE 023 670-674 
Pub Type— Guides/ Met hods /Techniques— Classroom 

Use— Teaching Guides (652) 
EDRS Price-MF01/PC05 Pins PosUge 

Descriptors— ♦Handicapped Students, ♦Needs Assessment, ♦Teaching 
Methods, ♦Telephone Instruction, Business Skills, Educatidnal 
Strategies, Instructional Materials, Instructional Programs, Job 
Training, Learning Activities, Learning^ Disabilities, Mainstream- < 
ing. Office O<^pations Education, Program Developmentt 
Skills, Task Performance, Vocational Education 
Identifiers— CogipHve Affcctiye Psychomotor Approach 

This teaching.guide, the second in ^ Qve> volume snies (see note), 
concentrates on the CAP (Cognitive, Affective, and Psychomotor do- 
mains) approach f ot Teachers to accomodate handicapped studenti m 
vocational classes, particularly business and office education. The 
first three chapters are designed to (i) acquaint mstructors with stu- 
dent Hisabilities as viewed in terms of area of dysfunction, wbether 
cognitive, affective, or psychomotor,. (2) offer teaching strategies that 
accomodate or alleviate the effects of various dysfunctions, and (3) 
suggest formal and ihformai assessment procedures %nd offer a 
worksheet approach to coping with student assessment. Chapter 4 
furnishes a brief discussion of prescriptive planning and program 
mcxj^^fication. Chaj)ter 5 provides exemplary curriculum modification 
and teaching methods in the 'telephone usa^e'ar^ of business and of 
fice occupations education. It includes suggested activities ana learn 
ing outcomes, and techniques for teaching telephope usage to students 
with dysfunctions. ^The thirty page appendix discusses t^ching 
strate^es fo( the emotionally disturbed. (CP). * 

ED 181 218? ^ CE023J572 

Ougcny, John L Morehouse, ffancy 

The CAP Appn^h to Modifying Vocational Programs for Handicap* 

ped Students* Vol. 3; Health OccdpfttioQ&. 
Wisconsin Univ. Madison. Wisconsin Vocational Studies Center 
Spons Agency— Of fice of Education (DHEW), Washington, D.C. 
Pub Dater-79 

Contract— 0007702006 ^ 

Note— i94p. ; For xelated documents sdc CE 023 670JS74 

Pujb Type— Guides/MethodsVTechniques— Classroom 
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Use— Teaching Guides (052) 
^DRS Price-MF01/PC08 Plas Postage 

Rescrip^lors— •^llicd Health Occupati6ns Education, •Handicapped 
Students. •Needs Assessment, •Teaching Methods. Educational 
' StAtegies. Instructional Materials. Instructional Programs, Job 
Placement, Job Training. Learning Activities, Learning 
Disabilities, Mainjtreaming. Physical Therapy Aides. Program 
Development, Skills, Task Performance, Vocational Education 
Identifiers— Cognitive Affective Psyc^homotor Api^roach 
This teaching ^uidc, the third in a five *olurae serici (see note), cOn 
%centratts on the CAP (Cognitive, Affective, and Psychomotor do- 
mains) approach for teachers to accomodate handicapped students m 
vocational classes with focus on health occupations education. Main 
' emphasis is on (1) discussion^of CAP functioning*as these may affect 
an educational setting; (2) ways to assess and determine function^ 
and dysfunctional capacities; and (3) prescribing for students with 
various dysfunUic^. The latter section provides lesson plans akd 
task descriptions, e.g. making an occupied bed (for nursing 
assistants), teaching an auditory learner in the Occupational Therapy 
Assistant Program to improve study skills. 'Assertive Behaj/ior 
Techniques' for those with affective dysfunctions, or developing 
answers to 'projblem questions' during job placement. Subsections 
also deal with some of the problems instructors of the handicapped 
encounter and such topics as instructing blind students, job redesign, 
and setting realistic employment goals. A separate section looks at 
audiovisuals andllrstructional materials, while the appendix offers a 
structured 'exercise m muscle recognition for physical therapy assistaiit 
students. (CP). 

ED1812J9 A CE 023 673 

CrowJcy, Caro/ Berry Mendmi. Danie/ 

The CAP Approach to Modifying Vocational Programs for Handicap- 
ped Students, Vol, 4: Home Economics with an Example in Food 
Preparadon. Student Workbook. 

Wisconsin Univ, *Madison. Wisconsm \ ocational Studies Center * 

Spons Agency— Office of Educauon (DHEW>. Washington, D.c' 

Pub Date-^79 

Contract— G007702006 



Note— 47p. , The photographs in thw^^fcument will not reproduce 

well, For related documents sce,CE 023 67(M)74 
Pub Typ'e— Gut des/ Methods/ Tech niques— Classroom 

Use— Instructional Materials (051) / 
EDRS Pricc-MFOI/Paz Plus Postage 

Descriptors— 'Cookftig Instruttion, •Handicappcd'siudenis, 'Home 
Economics Skills. V^carning Activities, 'Task Performance, 
' Vocational Educat^, Vorkbooks j 

This workbook, rfe fourth in a five-volume series on vocational, 
programs for the 4iandicapped (see note), is an illustrated stud ^ 
guide 'for a k)od preparation tasl^ in a home economics cours^The 
workbook provides step-by-stcp procedures,- each accofcHtSfiicd by 
- photographs, for making blunder cheesecake. {CP). 
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CE 023 674 



Fessenden. P^rkia^K, Mcndini. Daniel 

Tbe CAP Approach to Modifying Vocational Programs for Handicap- 
« ped Sti^ents. Vol. 5: Trades ai»3 Iildostry with an Example In 
Wjslding. 

Wisconsip Univ. Madison. Wisconsin Vocational Studies Center 
Sponi 'Agency— Office of Education (DHEW). Washington, D.C. 

* Pub Date— 79 

' Contract— G0077P2006 
Note— 64p. .^Photographs and italic type m this document will not 

reproduce well. For related documents sec CE 023 670-673 
Pub. Typ^e — Guides/ Methods/ Techniques— Classroom' 

• ^ Use— Instructional Materials (051). Guides/Methods/Tcch^i- 

' ques— Classroom Use— Teaching Guides (052) 
EDRS Prlcc-MFOl/POtt Flos Egstage 

Descriptors— "Educational Straregies. •Handicapped Students. 
Weeds Assessment. "Teaching Methods. "Wxlding. Glossaries, 
Instructional Materials. ' Instructional Programs. Job Training, 
Learning Activities,^ Mainstreaming. Program Development. 
Skilb. Task Performance. Trade and Industrial Education, 
Workbooks * ^ ^ 

Identifiers— Cognitive Affective Psychomotor Approach 

ERLC 



and Adult Education 
District of Columbia^ 



This combinatipn teachirfe guide and student workbook, fifth in a 
five-volume series (see notel presents an approach to teaching basic 
welding and welding terras for handicapped students. The.teachmg 
guide discuss^ /S"*^unctiondl approach to teachings that can ac- 
comodate or allfcviate tfib^f^ts of disabilities. Discussion centers on 
«»tegories to consider wfic^^ modifying a course and the CAP 
(Cognitive, Afftctive. and PsyjHijDmotor donuiins) model of instruc- 
tion which incliiies possible tea'^hihg techniques, suggested change ac- 
tions, and teachlhg strategies. Qeneri^ comment^ on howjo modify a 
welding prograiA are also included. Tftc student workbook focuses on 
eleitrodes anq electrode ^idcntifiii^tion numbers, jupvides 
photographs o^ Welding processes and ji^ocedares.' discussesOieory, 
and furnishes a glossary of welding terms. tJCP). 

ED 181 225 \ ^. . CE 023 705 

Vcrheyden-HiUiarli, Mary ElJcn 
Prolert Open Dooil Final R^rt • 
Verheyden& Associates. Washington. D.C. 
Spons Agency— B^ureau of Occupational 
(DHEW/OE). Washington. Q. C. 
Commission onlhe Status of Women, Washington, D.C. 
Pub Date— 78 ' / - 

Contract— G007702 135 ^ 
Note-^82p • ' ~ ^ 

Pub ^ Type — Guides/ Met hods/Techniques — Classroom 

Use— teaching ' juides (052)'. Reports— Descriptive (141) 
EDRS Price-MFtd/PC04 Pins PosUge ^ 
Descriptors— 'Carl cr Awareness. 'Career Opponunities.yfJonUadi- 
tional Occupatons. •P^evocational Education. .•Riile Models, 
•Sex Fairness, \dolescents. Audiovisual Aids. Color, Junior 
High Schools, Learning Modules, Social\Attitudes, Social 
Cl^an?e. SociocWtural Patterns 

The major purpose Qf Project Open Door was to design, develop, 
test, and disseminate a portable module for vocational educators and 
others to uic with tunior high school students in pre vocational ex- 
ploration free of sex sterebtyping. The module produ<^ contained a 
slide presentation with accompanying cassette tape and -a leader's 
guide. An attempt was made, in creating the presentation, to show 
how wide are the vocational choices open to students and to deal with 
some of the myths surrounding social roles in a time of changing 
men*sand women roles. The (appended) leader's guide can help the 
presenter to lead group discussion on roles and role expectations. 
/d party evaluation (append^) and screening comments indicate4i 
at the presentation may have wider applicability. Such applications 
light include helping adults t6 understand the kind of assistance 
adolescents need to^move beyond stereotypes, or showings to students 
. in senior high as wdl as in upper Aementary School who could benefit 
^^from exposure to visual and aural presentation o'f men and^women in 
nontraditional occupations. (CP). ' 

ED 181 251 ^ CE 023 758 

Agncnlton^ocatioiu Soybeans and Rice. 
Stuttgarf Public Schdols. Ark 

Spons Agency— Arkansas gtate Dept. of Education, Uttle Rt)ck, 

Div. bf Vocation^ Education 
Pub Date— 80 \ 

Pub Type — Ouijdes/ Methods/Techniques — Classroom 
Use— Teaching C(uid« (052). Tests, Qucstionaires. Evaluation in- 
stniments(160) I 
EDI^Frlce-MF01/PC13Plw^PosUge ' ^ 

'D^riptors— •Agiicultural Education. •Agricyltural Production, 
•Agrqnomy. ♦PlKnt Growth. 'Vocational Education, Curriculum 
*Gujdcs. tpstrucfional Materials^ Job Sparch Methods, Learning 
Activities, Seio^dary Education. Teaching Guides, Tests 
Identifiers— Soyb 

This curriculum kuide is designed for group instruction of secon- 
dary students enrolled in one or two semester-long courses in 
agricultural eduction. The guide presents units of study in the 
following areas. (1) soybeans, (2) rice, and (3) orientation. Each of 
the 17 units of instfuction follows a typical format. ^ermmal objective, 
specific objectives! suggested instructor and student activities, instruc- 
tional materials^ information sheet, transparency masters, assignment 
sheets, and a stud^t test^ (LRA). ^ ^ * 

! * ' S . 
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^ED 181 255 * * ^ CE 023 767^ 

Agrictiltiire£dQ€ttiozL HoAtdtare, 
Stuttgart Public Schools, Ark ^ 
Spons'^Agcncy— Arkansas State Dipt, of Educat'ion, Little ,Rqc^. 

Div. of Vocational Education 
Pub Date— 80 • / 

Pub Type— Guides/ Me thocls/Techniquesjt"<il^ssroom 
Use— Teaching Guides (052). Tests, Questltinair«i. Evaluation in- 
struments (160) * / ' 
EDRSPrlce-MF01/PC16PIitf Postage / - 
Descriptors— ♦Agricultural Education, •Grcenllouses, ' ♦Ornamental 
Horticulture, ♦Plant Propagation, TP tot Science, ♦Vocational 
.Education, Curricxilum Guides, Employment Opportunities, In- 
structidnal Kfatcrials, Learning Activities, Plant Growth/ Plant 
\ Identification/ Secondary Education, Teaching Guides, Tests 
this curriculum guide is designed for group jnstrucuon of secon- 
da|y» agricultural education students enrolled in one or two semester- 
long courses in ornamental horticulture. The guide presents units of 
study in the following areas: (1 J horuculture and job opportumties, (2) 
preparing soil mixtures, (3) control, (4) plant propagation, (5) plant 
identification, (6) care of omamcntatl plants, and (7) propagatic^ 
structures. Each of the eleven units of instrucuon follows^ a tyj^ical 
color-c<>ded format: terminal objective, ^specific obj^ves, sugg^ted 
instructor alid student activities, mstructional matenah, mfbrmauon. 
sheet, transparency masters, assignment sheets, and a siudq;ii test. 
(LRA). 

jED181256 * dE 023 768 

'^^gricohufe EdocatibD. Farm Macfahiery. 
Stuttgart Public Schools.* Ark 

Spons Agency— Arkansas State Dept. of Education, Little Rock. 
I >. Div. of Vocational Education - '^^^ 

Pub Date— 80 . ^ • / 

Pub Type— Guides/ Mlthods/Xechniques^Classroom 

Usor-Teaching Guides (052). Tests, Questionaires, Evaluation m- 

strumcnts(160)' , » ^ 
EDRS Pricc-MF01rt>C15 Plus Postage 

Descriplofs— •Agricultural Education, •Agricultural Engmecrmg, 
♦Agricultural Machinery, ♦Engines,* ♦Tractors, ♦Vocational 
Education, ♦ Curriculum Guides, ^ Employment Opportunities, 
• Hydraulics, Instructional Materials, Learning Activities, 
Machinery Industry, Secondary Education, Teaching Guides, 
Tests 

This curriculum guide is desijgned fpr group instruction of secon- 
dary Agricultural education students enrolled in one or two semester- 
long courses in farm machinery. The guide presents units of study m 
the following afeas. (1) small gas engines, (2) job opportumues, (3) 
tractors, (4) engines, (5) hydraulics. (6) elccuical system, (7) combme 
operation, (8) hay and fprage equipment, and (9) machinery manage- *» 
ment. Each of the thirteen units of instrucuon follows a typical for- ' 
mat. terminal objective, specific objep:tive3, suggested imstruaor and 
student activities, instructional materiab, information sheet, 
transparency masters, assipment sheets, and a student test. (LRA). 

ED 181 257 . CE 023 769 

AgrkaltareEdocatioiu Agriazhiire Stroctnres. 
Stuttgart Public Schools. Ark 

Spdns Agency— Arkansas State Dept. of Education, Little Rock. 

Div. of Vocational Education 
Pub Date— 80 • - ^ 

Pub Type— Guides/ Methods/Techniques— Classroom 

UsA— Teaching Guides (052). Tcsb, Questionaires, Evaluation in- 
^ stru menu (160) , 
EDRS Prfce-MFOl/PCn Plus Postage 

Descriptors— ♦Agricultural Education, ♦Agricultural Engineering, 
♦BuMlti^radcs, ♦Constructioii Process, ♦VocatiSnal Education. 
Carpaiters, Curriculum Ouidds, Electrical Occupations. Instruc- 
tional Materi^, Learning Activities, Masonry, Pliynbing. Safe- 
ty, ^Secondary Education, Teaching Guides, Tests 
This curriculum guide is designed for group instruction of secon- 
danjagricultural education students enrbUed in one or two semester 
long courses hi agriculture structurci. The guid^ presents uniu of 
study in the following areas; (1) shop safety, (2) identification and 



genq^al use of hand tools, (3) pbw^r tools, (4) carpentry. (5) blueprint 
reading forsuucturcs, (6) plumbing, (7) ejccuicity, (8) concrete and 
masonry for structure, and (9) surveying for structures. Each of the 
nine units of instruction follows a typical format: terminal objective.* 
specific objectives, suggested instructor and student activities, instruc- 
tional materials, information sheet, transparency masters, assignment 
sheets, anda stadenttest. (LRA). 



Cp023 770 



ED 181 258 . . 

Agricolture t:dacatio!u Agricoltura] Metal Workiag. 
Stmtgart Public Schools. Ark , ^ 
Spops Ago^cy— Arkansas State Dept. of Education. Little Rock. 

Div. of Vocational Education 
Pubdate-80 * - ^ 

Pub T){pe — Guides /Met hods/Techniques — Clay joom 

Use-rTeaching Guides (052). Tests, Questionaires, Evaluation in- 

stru mcnts (160) 
EDRS Price— MF01/PC12 Plus PosUge 

Desarjptors— ♦Agricultural ' Education, ♦Agriculturalj Engineering, 
♦Metal Working, ♦-Vocational Education, ♦WeWiq^ Course 
Descriptions, Curriculum Guides, Employmen^t Opportunities, 
Instructional Material^, Learning Actwijies, Secondary Educa- 
tion, Teaching Guides, Tests, Welders j 
This curriculum guide is designed for group instruction of secon- 
dary agricultural education students enrolled in one or two semester 
, long courses in agricultural metal workjpg. The guide presents units 
^ of sraUyNhi the following areas: (1) oxya^etylene welding. (2) arc 
welding, (3Xsheet metal, (4) blueprint reading for welders and (5) job 
opportunities in agricultural metals. Each of the twelve units of in- 
struction follows a typical format: termiiml objective, specific objec- 
tives, suggested instructor . and student activities, instructional 
m^aterials. information sheet, transparency masters, assignment 
sheets, and a student test. (LRA). ^ 

. ED 181 259 ' CE 023 771 

Agricolture EdocatioD. Elements of Farm and BnUdliig Layoot. 
Stuttgart Public Schools, Ark , 
Spons Agency-Arkansas Sute Dept. of Education, Little Rock. 
^ Div. of Vocational Education 
Pub Dale— 80 

Pub Type — Gu ides/Me I hods /Tec hniques — CI ass'room 
Use— Teaching Guides (052). Tests, Questionaires, Evaluation in- 
stru mcnts (f 60) ' , . 

EDRS Price-^MF01/PC15 Plos PosUgfc 

Descriptors— ♦Agricultural Education, ' ♦Agricultural Engineering, 
^ *Buildmg Design, •Construpfion process, •Vocational Education, 
Blueprints, Construction Materials, Curqoulum Guides, Draf> 
ting. Graphic Arts,. Instructiotud Materials, Learning Activities. 
Secondary Education, Teaching Guides. Tests ^ 
•IJiis curriculum guide is designed, for Igjpup instrucuon of s^on- 
dary agricultural education students enrolled in one or two semesta 
long courses in elements of farm and building^layout. The guide 
presents units of study in the following tireas. <1) sketchuig and draw 
mg^equipment, (}) gothic lettering, (3) layout of a stand^d sheet, (4) 
job orientation, (5) orthographic projectiori, (6) oblique drawings, (7) 
isometric pictorial drawing, (8) top map, (9) auxiliary view. (10) 
materials, (11) foundations, (12) designing farm buildings. EaclTof 
the twelve units of instruction follows a typical format: terminal ob- 
iective, specific objectives, suggested instructor and student activities, 
' instructional matoials, information sheet, Uansparency masters, 
assignments sheets,.and a student test. (LRA). ^ 

Eh\m2S!i * CE 023 776 

Fldricaltare. Selected Leandog Actirity Packages. 

Qemsoji Univ. S.C. Vocational Education Media Center 

Spons Agency— South Caroling State Dept. of Education, Columbia. 

Vocational Agriculture Section 
IPub Date— 79 

Pub Type— Guides /Met bods/Techniques— Classroom 
Use— Instructional Materials (05 1) ^ 

EDRS Price-MF01/P€06 Pits PosUge ^ 

Descriptors— ♦Agricultural Education, ♦Floriculture, ♦Horticulture, 
♦Plant Propagation, ♦Soil Science. ♦Vocational Education, In- 

* dividualiied Instruction. Learning Activities, li^eaming Modules, 
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Plant Science, Secondary Education 
Identifiers— South Carolina, Vocational Education Copsortiuik of 
States ^ . • ^ 

TOs scries of learning activity paqjcagcs is based ob a catalog of per- 
formance objectives, criterion-referenced measures, and performance » 
guides for gardcning/groundskeeping developed by v^c Vocatioifid 
Education Consortium , of States (V-TECS). Lc^ng activity 
packages are presented in four areas: (1) preparation.of soils htd plan- 
ting media, (2) propagation and planting, (3) cultural and en- 
vironmental control practices, and (4) irrigation"4>i:actices. Each of the 
nfteen learning activity packages follows a t)4)ical foymat. ihtroduc- 
tion; direcUons to the studfent; objectivc(s); learning dictivities; ^fety; 
.equipment, tools, supplies need^; instructions;* student seU-check; 
final check-out activity; and instructor's final checklist. (LRA). 

ED 181 265 ^ *^ * CE 023 777.?^ 

Tractor Mechanicsi ' Maintainhir^nd Servicing the Eoglne, Leahihig 

Acti\^ Padwges 78-»: Lobricating fte Tractor, Lea^^ 
, ty Padtag$s 90-94; Paintiflg the Tractor, Learning J^ty 
* Packages 95-96. 

Cl^rmson Uiii^. S.C. Vocational Education Media Center, Kentucky 
/ 'State Dept. of Educaiiqn, Frankfort. Bureau of Vocltional 
Education. Kentucky Univ. Lexington. Div, of Voca- 

tional Educati^. . ' 

Spons Agency— Soyth Carolina State Dept. of EducaUon, Columbia. 

•kVocatjonal Agriculture Section • 
Pub Date;^79 / 
Pub Type— Ouides/Methods/Xe^nifluets^Classroom 

Use— Teaching Guides (052) 
^ EDRS Price— MF01/PC05 Plos PosUge 

Descriptors— •Afi^cultural Edu««jon, •Agricultural Engineering, 
♦Agricultural Machinery Occupations, ♦Maintjcnance, •Painting 
ViSuaT Arts, •Tractors, •Vocational Education, Agricultural 
Machinery, Engines, Individualized instruction. Learning Ac- 
tivities, Learning Modules, Machinery Industry . * 
This series of learning activity packages focuses on th/ec areas of 
'tractor mechanics: (I) maintaining and scrvicirig the engine, (2) 
lubricating the tractor, and (3) painting the tractor. . Each 6f the nine- 
,jtfen illustrated learning activity packages follows a typical format: m- 
t^duction, directions, objectives, learning activities, tools and equip-' 
ment needed, materials and supplies neededf safety, instructions, stu- 
- dent self-check, check-out activities, and final instructor checklist. 

ED181266 ^ CE023778 

Thictor MediSuiks* Maintainhig and Serridng the Cooling System, 
letraiag Activity Packages 34-40; Main^hihig and' Sending 
Hyirailk Systems, Leaning Activity Paduiges 41-48. 

acmsonUniv. S.C. VocaUonal Education Media Center. Kentucky 
State Dept. of Ed^iq^tion, Frankfort. Bureau of* Vocational 
Education. Kentucky Univ. Lexington. Div. of Voca- 

tional Education ^ 

Spons Agency— South Carolina State Dept. of Education, Columbia. 
Vocational Agriculture Section ' ' 

Pub Date-:79 ( 

Pub Type— Ouides/Methods/Techniques— Classroom 

Use— Teachbig Guides (052) 
1£DRS Frice-MF01/PC04PhB PosUge . 
Descriptors— ♦Agricultural Education, •Agricultural Engineering, 
♦Agricultural Machinery Occupatiojps, •Hydraulics, 
'J ♦Maintenance, •Tractors, •Vocational Educational Agricultural * 
Machinery, Enghies, Individualiied Instruction, Learning Ac- 
tivities; Learning Modules, Machinery Industry 
This series of learning activity packages^ focuses on two areas of 
tractor mechanicsf (1) maintaining and slicing the cooling system 
and (2) maintainkig and servicing hydramic systems. Each of 4he fif- i 
teen illustrated learning activity packages follows a typical form«: in- 
troduction, directions, obiectives^leaming activities, tools and equip- 
^ment needed, materials and supplies needed, safety, instructions, stu- ^ 
^ dent sdf^check, check-out activities, $nd^ final instructor checklist.' , 
^(LKA). 

'ED181267 . - ^ CE 023 779 
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' Tractor Mechanics. Mahitahibig and Senricteg jtbe Power Trahi, Lear 
ning Activity Packages 49 5^ MaktahOng we4 Serrlcing the Qatcb, 
* Leandng ActWty Pgdcages 54*59; Malnta!ntng,and Scnrictog the ' 
TraosmlsdoB and Differential, Learnhig Activity Packajges 60^ 
Maiitainhig and Serridng the Fteal Drive, Lcamlng, Activity 
Packagcs69.77; \\ 
OemsonUniv. 1S,C. Vo^tional Education Media Center. Kentucky . 
State Dept. of Educafion, Frankfort, Bureau of Vocational 
Education, , Kentucky Univ, Lexington. Div. of Voca- 
tional Education 

5p0ns Agency— Soutii Carolina State Dept. of Education, C^^lumbia. 

Vocational Agriculture Section 
^nb Date— 79 . 
Pub Type-^Ouide5/Meth:ods/Techniques— CUssroora 

Use-Teachini Guides (052) 
EDRS Pric<^MF01/PC06 Plus Postage 

Descriptors^^Agricultural Education, •Agricultural Engineering, 
•Agricultural Machinery Occupatibns, •M^tepanc^, •Traftors, 
•Vocational Education, Agricultural Machinery, Engines, In- 
. dividualizcd Instruction, Learning Activities, Learning Modules, 
Machujery Industry • 

This series of learning activity packages focuses on four areas of 
tractor mechanics: (1) maintaining and servicing tiie power train, (2) 
maintaining and servicing tiie clutch, (3) maintaining and servicing the 
transmission and differential, a£d (4) maintaining and servicing the 
final drive. Each of the^ twenty-nine illustrated learning acj^vity 
' packages follows a typical format: infroduction, directions, objec- 
tives, learning §ctivities, tools and equipment needed, materials and , 
supplies needed, safety, instructions, student sfclf-check, check-out 
activities, and final histructor checklist. (LR^). 

ED181268 • ' . . . CE023 780 

Gardadag and Grotmdske^big. A Series of Leandng Acd||y 
Padcages, Vohmie It Lcandag Activity Packages 43-84. 

acmson Uni^ S.C. Vocational Education Media Center 

Spons Agency— Soutii Carolina State Dept. of Educati6n. Gplumbia. 
Vocational Agriculture Section 

Pub Date— 79 >r 

Pub Type— Guides/Methods/Techniqules— C^yssr'oom 
Use— Instructional Materials (05 1) * 

EDRS Price-MF01/PC07 Pins PostAge • 
' Descriptors— •Agricultural Education, •Equipment Utilization, 
•Horticxilture, •Soil Science, •Vocational Education, Individualiz- 
ed' Instruction, Learning Activities, Learning Modules, Plant 
Science, Secondary Education 

Identifiers— Groundskceping, Vocational Education Consortium of 
States 

This series of learning activity packages is based on a catalog of per- 
formance objectives, criterion-referenced measures, and performance 
guidexg^r^lgntojing/groundskeepm^ Vocational 
Education Consortium of States^ (V-TECS), Laming Activity 
packages arc presented fa three areas; (1) preparing or improvfag soil, 
(2) operating equipment, and (3) maintaining equipment. Each of tiie 
forty-one learning activity packages follows a typical format: in'" 
troduction; directions to the students; objcctivc(s); learning activities; 
sa^; equipment, tools, supplies needed; instructions; student self- 
check; final check-out activity; and instructor's final checklist. 
(LRA). 

ED 181 187 . • 6e 023 823 

Career Edttcation Prodnct FQe* 

Michigan State Dept. of Education, Lansmg. Oififie of Career Educa- 
tion 
Pub Date— 79 

Available from— Office of Career Education, Michigan Department 
of Education, P.O. Box 30008,, Lansing, MI 48909 (nacharge for 
single copies) 

Pub Type— Guides/Methods/Techniques— Non-aassroom Use 

(055). I^rts— Descriptive (141)' ' 
EDRSPrice-MflO/Pq25 Plis Postage 

De$criptors-T*Career Awareness, •X^areer Education, •Instructional 
Materialsf^ ♦Program Descriptions, •R^ource Materials, 
•Technical Assistance, Demonstration Programs, Elementary 
Secondary Education, Financial Needs, Program Develd^ment, 
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Program Effectiveness 

Designed for school staffs and others looking fof effective career 
education programs, this resource file contains descriptions of 150 
career education programs and products. It provides an overview of 
the types of research and dcvdopment-based career education pro* 
grams cmcntly available to school districts adross the United Stdtes. 
The file describes thc^*programs and products in a standard four* 
page format whidL includes descriptors; area of emphasis (i. e. in^ 
structidn* guid^ifll, ); target audience for the program; cffect^on 
^students! summary description; materials necessary for implementa- 
tion; fiiiancial requirements; evaluation results; bias rating; servjM^cs^ 
availably; contact informatioii^for materials or consultation;^d loca-* 
tion of a school where the program is in use. (BM). ' 

ED 181 299 ' ' . CE023?73 

Mag5^, Susan L. Walsky, Anne M. 
Woridng In the Worid of Children. 

Rutgers, The Stale Univ. New Brunswick. N.J. Dept. of Vocauonal- 
- Technical Education 

Spons Agency-New Jersey Sta'le Dept. of Education, Trenton. Piv. 

of Vocational Education 
Pub Date— 79 

Pub Type— Quid cs/Melhods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MF01/PC06 Plos Postage 

Descriptors- 'Career Awareness, 'Child Care, 'Child CarcOccupa 
tions, •Learning Activities, 'Prevocational Education. 
•Vocabulary Development, Child Development. Curriculum 
Guides, Day Care Centers, Experiential' Learning. Grade 9, 
Junior High Schoob. Parenthood Education 
This curriculum guide is designed to create a pre-vocational 
awareness in the ai^of child care for students m nmth grade. The 
program covers bompreparation for parenthood and occupational, 
possibilities ih this field. The iwenlyrnine, easy-to-rcad lessons have 
been divided into the following sa units. (1) child care careers, (2) j 
understanding youi personal development. (3) workmg with childrc^^^ 
(4) setting up a ahfld-carc facility, (5) family and society, and {6) enter- 
ing the world of worX. Each lesson includes objectives, vocabulary 
lists, informational content, illustrations, related forms, and leammg 
activities. Some of the units include pre- and posttcsts. Several 
evaluation forms and a questionnaire are appended, li is suggested 
that the curriculum be taught m conjunction with the operation of a 
child <iu^e facility within the school m order to give the students 
firsthand experience. (BM). 

ED 181 300 ^ CE 023 874 

LWtsey, Dennis W. Fong. Stephen 
Small Animal Care. 

Rutgers. The Stite Univ. New Brunswick, NJ. Dept. of Vocational- 
Technical Education 
Spons Agency— New Jersey State Dept. of Education. Trenton. Div. 
, of Vocational Education , 
Pub Date— 79 

Pub Jype— Guides/Method s/Techniq>es— Classroom 

^ Use— Teaching Guides (052) 
ED^ Price~MF01/PC17 Plas PosUge ' 
Des<nriptors— 'Agricultural Education, 'Animal Caretakers, 'AnimaH 
Husbandry, ^'Lesson Plans. 'Veterinary Assistants, 'Vocational 
Education, Curriculum Guides, Educational Facilities. Facility 
Guidelines. Learning Activities, Secondary Education. Teaching 
Guides' • . • , 

Identifiers— New Jersey, Small Animal Care 

This small animal care course gui\le is designed for studenu.who 
will be seeking employment in veterinary hospitals, kennels, griming 
shops, pet shops, and small-animal ftiboratorics. The guide\kfgins 
with an introductory section that gives the educational philosophy of 
the course^, job categories and opportunities, units of instruction re- 
quired for various iob titles, and fl^ plans for a classroom in small 
animal care The remainder of the guide presents lesson^ in the 
following eighteen areas: (1) basic skills, (2) office skills, (3) Jcennel 
operation, (4) anim^ handling and restraining, (S) basic grooming. (6) 
technical skills, (7) dog cUpping, (8) laboratory animals,^ (9) pet shpps, 
(10) nutrition. (11) breeding. (12) Introduction to professional handl 
ing. (13) i]|troduction to obedience training. (14) kennel development. ^ 



(15) advanced professional handling (16) show-grooming techniques, 
(17) advanced obedience training, and (18) prcpanng fop employment. . 
Each lesson plan is divided into teacher activititt and student ac- 
tivities, ^timated time, related theory and concepts, and visual aids. 
Student handouts are appended. (LRA). 

EDl{lL313 ' ^ ^. ' "cE 023 928 

Lowpnstein, Michad Z. OrS^ Charles 

A Project to Design, Develop, Implement, Test, Evaluate and 
Disseminate as Associate Degree Cnrricolam to Train §oIar 
Enginiedng Technicians* K"*' 

NavanoColl, Corsicana^Tcx > 

Spons Agency— National Science Foundation, Washington, D.C. 

Pub Date— 79 

Pub Type— Reports— Descriptive (141) 

EDRS Price-MF01/PC02 PJns Postage 
- Descriptors— 'Associate Degrees, 'Course Content, •Curriculum 
Design. 'Curriculum Development, 'Curriculum Guides. 'Solar t 
Radiation,- X:ommunity Colleges, Core Curriculum, Course 
Descriptions, Course Organization, Experiential Leammg, In- 
tegrated Curriculum, Postsccondary Education, Program 
Development, Retraining, Technical Education, Technical Oc- 
cupations 

Phase 1 of a project in curriculum design and cowHt development 
identified and is now developing a two-ycaf solar engineering cur- 
riculum in response to the immediate need for irained solar manpower 
as indicated bW research. The studcnt^centercd cumculum involves 
courses flowing froni device to theory, intermixinR of^ support and 
technical courses in sequencing, and hands-on laboratory experience. 
Navarro College and three other cooperating two-yck^ colleges have 
developed the curriculum for solar enginwring technicians as well as 
course descriptions and are developing tke proposed solar courses. 
Support courses were select^ to provide prerequisite skills or 
knowledge, to satisfy rcquircmjfnts for associate degree programs, and 
to assure balance between tecnnical, laboratory courses and academic 
^ preparation The course outline provides for an integrated Uboraiory 
'lecture format with general goal statements, utlcd modules^ specific 
performance objectives, and laboratory activities. The program is 
designed for high school graduates who will aticnd vollcge full4ime . 
and those cunently employed desiring skill upgrading. Instructors 
will be regular college faculty and technical and vocational instructors 
hired specifically to teach the technical solar courses. A national ad- 
visory comnri/tec prqyides guidance and evaluation. The remainder 
of ^hasc 1 WT« indud^ completion, editing, printing, use, and revision 
of course guitlcs and the complete curftculum package. (VLB). ' 

ED 181 314 CE 023 9^31. 

Green. C. Paul Orsak, Charles G: ^ . . ^ 

A Manpower Development Model for an Emerging Technology: A 

Systems Approach to Cnrricnlai^ Development for Solar Te^thnkian 

Tndnlng« 
Navarro Coll. Corsicana, Tex 

Spons Agency— Department of Energy, Washington. D.C. 
Pub Date— 79 

Pub Type— Rcporu— Descriptive (141) 

EDRS Price-MFOl/PCOl Plos Postage i 

Descriptors— 'Community Colleges, 'Curriculum Development. 
'Feasibility Studies, 'Labor Force Development, 'Solar. Radia- 
tion, 'Technical Occupations, College Role, Conservation Educa- 
tion, Demonstration Programs. Energy €onservation. Fuels, 
Labor Needs. Postsccondary Education, Program Development. 
Syst^s Approach, Task Aijalysis". Technical Education 

Identifiers— Alcohol Fuds. Emerging Occupations, ^Geothcrmal 
^ Energy, Wind Energy j 

Undertaking of a systems approach to curriculum development for 
solar training led to ^1) a feasibility study to determine the role of the 
community college in solar energy technology, (2) a market analysis to 
determine the manpower need, arid (3) a task analysis for development 
of a curriculum for training solar energy technicians at Navarro Col* 
lege. The feasibility study showed a need in industry for solar energy 
technicians and recommended a market survey and task analysis. 
Conclusions of the market study analysis were that there are two 
classes of solar workers (technician and installer/ mechanic) and that 
the manpower forecast is a direct function of the demand for solar 
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tqy^pmtQX. Diversification at the college has taken the form of a splar 
energy demonstration, implementation of a one- year certificate pra * 
gram to train solar energy installer/mechanics, 'three energy conserva 
tion projects— development of educational modules for energy con 
servation in buildings design and development of a curriculum m 
epergy conservation for secondary and postsecondary vocational 
students, and pilot testing of the curriculum, a geothermal well 
demonstration, e^ioration of wind energy, and production and use 
of alcohol fuels. (VLB). 

ED 181315 t CE 023 932 

" Orsalc, Charles Green, C.PauJ 

Tlie Design and Devdopmeflt of^a Ciin1ciiliui>ih Eaergy ConserratioQ 

to TralQ Secondary and Post-SecoDdary Vocational Students. 
Navarro Co^. Corsicans^, Tcx-^""^ 
Spons Agency— Texas Education Xgency, Austin 
Pub Date— 79 

Contract— TEA002^-0043; TEA8923-0063 

Note— 30p. , Parts of this document may not reproduce well due to 

light type; For related documents see CE 023 927 and CE 023 93 1 
<*u^) Type — Guides/ Methods? Techniques — Classroom 
. Use— Teaching Guides (052) 
^RS Price-MF01/PC02 Plos PosUge 

Descriptors— •Conservation Education, "Energy Conscrvatio^j^ •Fuel 
* Consumption, Adult Education, Air Conditioning, Behavioral 
Objectives, Building Design, Costs, Course Content, Curnculum 
Guides, Economics, Heating, Instructional Materials, Learning 
Modules, Lighting, Postsecondary Education, Secondary Educa- 
tion, Solar Radiation, Ventilation, Vocational Education 
Designed for practical hands-on secondary and postsecondary voca- 
tional programs and adulty'continumg education programs, this 
eleven-module curriculum was developed to equip both male and 
femMe students with the capabilities to identify, momtor, manage, 
and curb energy usage in their dally lives and vocational pursuits. It is 
^^4^5^^^ for use as support material for existmg related cumcula. 
module may be used independently, collecuvely with the other 
modules in a course or program on energy conservation,* or integrated 
into conventional courses: Topics' include (1) awareness of the ener» 
dilemma, (2) surveying energy usage, (3) understanding utility bil3, 
(4) how to search for energy conservation opportunities, (5) hghtmg 
conservation opportunities, (6) hot water heating cwervation op- 
portunities, XT) appliance en^gy conservation oppoKunities, (8> 
building construction versus energy consumption, (9) huis^ comfort 
and niergy conservation, (10) heating, ventilating, and air condition- 
ing conservation opportunities, and (1 1) economics of energy conser- 
vation, ^h module is divided into units to give the instructor flex- 
ibiliiy in selecting support materials. The basic format for the 
* modules, is module description, goal statement, and unit outlines with 
specific objectives. (YLB). 
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Materials, Learning Activities, Postsecondary Education, Recor- 
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Designed to provide a basic core om instruction in- teadhing farm 
management in Oklahoma, this manual is intended for us/tn the first 
year of a three-year adult postsecondary program of instruction. The 
materiab may also be used to teach producers currently engaged in 
production agriculture. Instructors are encouraged to supplement the 
instnittional units with resource matter and people and to use concur 



rently the 'Oklahoma Y-oung Farmer A5sociation Record Bo6V\ The 
thirteen Year I units |octis onjrecords anO^ record keeping, the al^eas 
covered mclude orientauon and mtroduction, record keeping, mwen 
^tory, depreciation, enterprise accounting, enterprise budge^, cash 
flowi farm credit, partial budgetmg, fmancial statements, income tax, 
mbome tax management, and yearAsnd closing of records. Per 
formance dbjecttves, which form the basis of each unlt.^e given 
\>o\h a unit objective, statmg the subject matter to be cov^reCTin the 
unit, and as specific objectives, stating the studen^^^crforjnance^ 
hecess^ to reach the unit objective. Each unit then im)vides some or 
aU/of these components: suggested activities for teacher and students, 
references, information sheets, assignment sheets with ans^ sheetsr, 
^ and visual aids. Units are planned for more than one lesson or class 
period of instruction. (YLB). 
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Pub Date— 79 
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% Postsecondary Education, Secondary Education, Teaching 
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Designed for secondary and postsecondary auto mechanics pro- 
grams, this curriculum guide contains leammg exercises m seven 
areas. (1) brake fundamentals, (2) brake Imes, fluid, and hoses, (3) 
drum brakes, (4) disc brake system and service, (5) master cylinder, 
power boost, and control valves, (6) p^mg brakes, and (7) trouble 
shootmg. Each exercise follows a typicaif format that oiKludes the 
following sections, objective, explanation, materials needed, toob 
needed, introduction, information sheets, worksheets, and test. (A 
description of the project which produced the guide is provided at the 
beginnings of the document. ) (LRA). 
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California State Dept. of Education, Sacramento.* Bureau of In-« 

dustrial Education / 
Pub Date— 79.- 

Pub Type — Guides/ Methods/ Tech niqi\es— Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
qties— Classroom Use^Teaching Guides (052) 

EDRS Price-MFOl/PClS PlirPoBtafc 

Descriptors— •Electricity, •Electronics, •Industrial Arts, •Industrial 
Education, • Course Content, Curriculum Guides, Energy, Lcar- 
^ ning Activities, Learning Modules, Natural Resources, Safety, 
Secondary Education, Teaching Guides, Tests, Units of Study 
"Identifiers— California ' 

Designed for students in grades 7 aiid 8, this electricity/electronics 
currictilum guide contains instructional modules for ten usiits of in- 
struction (nine-week class); (1) orientation, (2) undentanding electrici- 
ty, (3) safety; (4) methods to generate electricity; (5) wiring toob and 
wire; (6) soldering; (!) magnetism and electromagnetism; (8) circuits, 
symbob, and component identification, (9) resiston and identifica- 
tion systenu; and (10) available sources of the Earth's energy. Each 
instructional module is divded into two sections. The first section of 
each module is an instructor's guide providing a lesson plan- overview 
of the unit. Thb overview includes the title of the unit, time alloca- 
tion, imit goal, unit objectives, evaluation, instructor references, unit 
overview, suggested presenution hints/methodology, supplemental 
activities and dononstrations, and instructional module contents 
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listing Section 2 of the m^ulc contains the packet of materials to be 
utilSwd in the classroom. Each packet includes the following parts: 
unit outline/ transparency roaster, prfrpost test, vocabulary ,,cnrichr_ 
n^g^ activities, student informational^ hahdputs, related quest ac- 
itivjties. and answer keys. (LRA). 
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EDRS Price— MF01/PC09 Plus Postage 
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Identifiers— C^fomia - ' 

Designed for students in ^?ades 7 and 8, this electricity.'electronigs 
curriculum guide cohtafns i^fuctional modules for twelve units of 
struction' (1) orientation, (^»idcrstandin'g electricity. (3) safety, (4) 
methods to generate el'ectricm(5) wiring tools and wire. (6) soltJer; 
idg; (7) magnetism and elcctromagnetism, (8) circuits, symbols, and 
component identification. (9) resistors and identification systems, (10) 
small appliance repair, 01) available sourc^ of the Earth's energy, 
and (l2)^ploring occupations. Each instructional module is dividwl 
' into two sections The first section is an instructor's ^de which 
enables the instpictor to have a lesson plan overview to the unit. This 
ovcrvi^ inclucfes the title of the unit, time allocatipn, unit goal, unit, 
objectives* evaluation, instructor referei^ccs, unit overview*, suggested 
presentation hints/methodology, supplemental activiti^ and 
demonstrations, and instructional module contents listing. Section 2 
of the module contains the packet of matermb to be utilized In tKe 
classr9om Each packet includes ' the following paru. iinit 
outline/transparency master, f>j;e-post test, vocabulary enrichment ac- 
tiviies, stwdent informational handouts, related quest activities, and ^ 
answer keys. (LRA). ^ 
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Designed for students in the nmth grade, this eUctncity/ electfonjcs 
curricuJum guide contains instructional modules for twenty-four umis 
of instruction. Among the modules mcluded are (1) introduction to 
the worid ot electricity, (2) electricai safety, 1(3) the electrical team, (4) 
resistance and resistors, (5) electric lamps and heating devices* (6) 
motors and generators, (7) low voltage circuit wiring^of signal dcvie^, 
(8) house wiring. (9) communication systems, and (10) exploring oc 
cupations in "electricity and electronics. Each instructional module Is 
divided into two sections/ The first section is an instructor's guide 
l^hich enables the instructor to have a lesson plan overview to the\in1t. 
This overview includes the title of the unit, time allocation, unit goal, 
unit objectives, evaluation, instructor references, unit overview, sug 
gested presentation hints/methodology /saiptlcmental activity and 
demomirations. and instrilctional module contents listing. Section 2 
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of the n^odule contains the packet of materials lo be uulized m the 
classroom. Each packet includes, the follovpng paru,* una 
oujline/transparenc> master, pre-posi lesx, vocabulary cnnchmcni ac- 
tivities, student^informational handouts, related quest acii\uies, and 
answer key^. (LRA). 
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D^rsl|ned for students in the tenth grade, this electnciiy/ electronic- 
curriculum gwde contains instructional modules for sixteen umis of 
instruction. (I) onentauon». (2) introduction lo eiectntiiy/ electronics, 
(3), electricity .'electromcs safety, (4) fundamental skiljs, 0> direct cur- 
rent cifeuits. (6) graphical aiustrations, XT) cu^cuii evaluation, (8) elec- 
trical energy and power, (9) project fabrication icchmqucs, {iO) alter- 
nating cuncnt fundamentals, (11) instrumenution. (12) capaciunce. 
(13) inductance. (14) circuits, (15) vacuum tubes and solid-sute elec- 
tronics, and (16) explonng occupations in electricity and electronics. 
Each instructional module is divided mto two sections. The, first sec- 
tion is ah instructor's guide which enables the instructor to have a 
Ic^n plan overview to the umt. Thisoverviev^ includes th^utle of the 
unit, time allocation, unit goal, unit objecuves, evaluation, instructor 
^fcrenccs, umt overview, suggested prcscntauon hnis/ methodology, 
supplemental activities and demonstrations, and instructional module 
contents listing. Section 2 «p the module contains the packet of 
materia to be. utilized in the classroom. Ea6h packet includes the 
following parts, unit outline/ transparency master, pre-posi test, 
vocabulary enrichment activities, student informational handouts, 
related quest activities, and answer keys. (LRA). 
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Identifiers— Curriculum Management ^ 

A project to propose a system for managing curriculum improve- 
ment at the state level (1) identified the basic functions necessary for a 
statewide cunrf^iilum management effort, (2) explained the supponmg 
activities rcq^jired to initiate and maintain operation, and (3> 
developed a giodel system for curriculum managemcnii The five, 
functions identified as forming the basis of a curriculum management 
system (CMS) model were management, development, reproduction, 
diffusion^'dissemination. and evaluation/ revision. Management of 
curriculum wis to be based oh the managemcni functions of planning, 
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organi2ing» implementing, controUip^ and evaluating. A CMS mode} 
was designed which flowed from the overall master plan for voca 
tidnal education. Input from various components of vocational 
education was then organized, analyzed, and pnoriiized. Phase 1 m 
volvcu activities concerned Aviih ideniifymg programs r^iuirtng im 
provement based on needs assessments. Requiring the needed 
materials m phase 2 could follow three. subrotitme^. re\ising the ex' 
isting materials, procuring materials from oihei sources^ or develop- 
ing new materials. Phase 3 continued the process of material develop- 
ment, developer selection, pilot and field lestmg, and diffusion. For 
mative aid summative evalua^on of CMS were recommended for 
phase 4, revision should follow. (Fourteen mformation sheets arc 
provided throughout the document. Sample matenals are appended ) 
(YLB). ^ ^ 
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Descriptors— • Administrator Responsibility, •Administrators, 'Cur* 
riculum, *Curriculum Evaluation, 'Management Systems, •Voca- 
tional Education, Administrator duides, Advisory Obmmittecs, 
ArticuAition EducaflSi, Curriculum Development, Detr^^ery 
Systems, Individualized Instruction,^ Material Development,* 
Media Selection, Needs Assessment, Program Administration,^ 
Prograh|j^T)csign, Program Development, School Distncts, 
Systems Dfc^dopmeni, Task Analysis^ Vocational Directors 
Identifiers — Cu mculmw N i^^agemem ^ 

Developed to assist the ^i^ding level administrator m implemcn 
ting a curriculum management system, this handbook considers two 
of five duties the vocational admmistratormust perform to mce^t the 
obligatiops of cumculum management. (1) performing curriculum 
management funcuons for the vocauonaJ program and (2> implemen 
ting and conducting an evaluation system for the vocational program 
Following a task lisung for each of the five duues, the handbook is 
divided into t^^o sections that descnbe m detail the tasks and subtasks 
of duties 4 and 5. The section on the cumculum management duty 
discusses three major functions, tasks, program design and develop- 
' ment; selection and organization of voc^onal education content, 
• training, and materials; and coordination of. human resources for cur 
riculum and instructional purposes. Specific topics include basic 
belie'fs upon which voqaiional curriculum b based, sam^e delivery 
systems, a planning format, strategies for implementation, a voca 
tional education materials development model, articulation, In 
dividualized instruction, and classroom management The section on 
evaluation i$ limited to curriculum planning and improvement Four 
areas are discussed collecting and analyzing workforce information, 
advisory committees and the curriculum, evaluating curriculuifi 
materials, and student and employer foUowup FoUowup materials 
are included Complete outlines of duties 4 'and 5 and ^n 
'Administrator's Bookslidf listing standard references are appended 
(YLB). 
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PriBt ti^ Noo-Prhit U^nictioaal Materials. 
Maryland Vocational Currioilum Research and Development Center, 
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Available from— The Maryland Voca^onal Cjrritulum Production 
Project, Western Maryland Vocational Resource Center, P.O. 
Box 5448, McMuUen Highway, Cresaplown, MD21502 ' 

PubType—Refjcrence Materials— Bibliographies (131) i 
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Dcscnptors — •Bilingual StudeiHs, •Educaiional Rcsoarccs. •Insiruc 
uonal Matenals. *Vocationai Edacauon, Auto Mechanics, Basic 
Skills, Busmess Education, Career Educauon, Check Lisu, Cita 
uons References, Consumer Education,' Curriculum, Custodian 
Trammg, Distributive EducaUon, , Drafting, Electrical Occupa 
lions, Engmeermg, Food Service jndustry, Health Occupations, 
Home Evonomics, Lovr Ability Students, Publications, Reading 
Level, Reading Skills, Resource Materials, Woodworking 
This guide to vocational curriculum resources for bilingual students 
consists of instructional checklists for resources identified in the 
; following areas: auto mechanics, basic math skills, basic reading^.^ 
skills, business education, career education, carpentry, custodialanQ 
maintenance, distributive education, dcctncity. electronics, ctlgmeer 
mg, food mdustnes, health occu(>ations, home economics/ needle 
trades, life skills, consumer education, machine shop, safety, welding, 
and professional resources. Each checklist, follows a typical format 
that includes the following sections. (1) title block, (2) mtended use. 
<3) bilingual features, (4j instructional fi:irmai, (5) non pnnt material 
format, (6) special leatujres,, (7) material readability, (8) illustrations. 
(9) pnrit material format, (10) descripuon, (M) comments, and ^12) 
recommendation. A list of publishers/producers contacted durir>g the * 
search for cumculum matenals is appended. (LRA). 
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Volume 1 of a three-volume guide to vocatioaal cumculum 
resources fjOif disadvantaged students consists ^ instructional 
checklists for rpources idenufied m the following areas, agncultur^. 
auto body repair, automobile mechanics, basic math skills, basic 
reading skills, business education, carpentry, cosmetology, custodial 
and mamtenance, data processing, distnbutive education, drafting, 
electncity, electromcs, food industnes, graphics, health occupations, 
bome ' econonTics/ needle trades, life, skills/ consumer education, 
machme shop, masonry/ concrete, plumbing/ pipe fitting, safety, sheet 
metal, welding, miscellaneous subject areas, and professional 
resources. Each checklist follows a typical format that includes the 
following sections. (1) utle block, (2) mtended use, (3) instructional 
format, (4) nonprint material format, (5) features for disadvantaged 
students, (6) material readability, (7) illustrations, (8) print material 
format, (9) description, (10) comments, and (11) recommendation. A 
list of publishers/producers contacted during the search for cur- 
riculum materials is appended. (LRA). 
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Electrical Occupations, Engineering, Food Service Industry, 
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Publications, Reading Level, Reading Skills, Resource Matenals, 
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Volume 2 of a three-voIum«>^Ulde to vocational curriculum 
resources for disadvantaged students consists of instructional 
checklists for resources identified in the following areas: agriculture, 
auto body repair, automobile mechanics, basic math skills, basic 
rea4ing skills, business education, career education, carpentry, 
cosmetology, custodial and maintenance, data processing, distributive 
education, drafting, electricity, electronics, food industnes, graphics, 
health occupations, home economics/needle trado, life skills/con- . 
sumer education, machine "shop, masonry/concrete, plumbing/pipe 
fitting, safety, sheet metal, welding, miscellaneous subjectitfeas, aiiti 
profcMJbnal resources fiacb checklist follows a typical format that 
includes the foUowin'g scctfons: (1) title block. (2) intended use. (3) in- 
structional format, (4) nonprinl material format, (5) features for 
disadvantaged students, (6) material readability, (7) illustrations. (8) 
print inaterial format, (9) description, (10) comments, and (1 1) recpm- 
mendation. A fist of publishers/producers conjactcd during the 
search for curriculum materials is appcndt^^JUtA^. 
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Volume 3 of* a three-volume guidr to"* vocational curriculum 
resources for disadvantaged students consists of instructional 
checklists for resources idenuTied in the following areas: agriculture, <^ 
auto body repair, automobile mechanicsr basic math skills, basic 
reading skills, business education, career education, carpentry, 
cosmetolo^, custodial and maintenance, d^ta processing, distributive^ 
education, drafting, electricity, electronics, food ind\istrieSj,,^a01ics, 
health occupations,^ honve economics/needle trades^e'skills, con* 
$umer education, machine shop, masonry/coiicrefc, pjfimbing/pipe 
fitting, safety, sheet metal, welding, miscellanedus subject areas, and 
profttjional Fesouxyxs- Each <;hecJcJist foUows a typical format that 
includes the following $ectio^<I) title block. (2) intended use, (3) in- 
structional format, (4) ntJnprint material format. (5) features for 
disadvantaged students, (6) material readability. (7) illuistrations, (8) 
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print material format. (9) descnpiion, (10) comments, and (1 l}'recom* 
mcndation. A list of publishCTs/produccn conucted during 4he 
search for curriculum materials is appendcdl. (LRA). 

ED 182 498 * CE 024 035 

Manga^o, R. Michad And Others 

Vocational Currictihmi Resources for Handicapped Students. A Guide 

to Print and Non-Priflt In^ructional Materials. 
Maryldfcd Vocational Curriculum Research and Development Center, 

Cdllege Park 

Spons Agency— Maryland State DepC of Education, Baltmi(Jre. Div. 

of Vocational*Technical Education *^ 
Pub Date— 79 

Available fr6m— The Maryland Vocational Curriculum Production 
Project) *>Vestem Maryland Vocational Resource Center, PjO. 
Box 5448, McMullen Highway, Cjesaptown, MD 21502 

Pub Type— Reference Materials— Bibliographies (131) • 

EDRS Price-MF01/PC16 Plos Postage 

Descriptors— 'Educational • Resources. 'Handicapped Students, ' 
'Instructional Mafcrials^^Vocational Education, Auto 
Mechanics. Basic SMs. >Husiness Educauon. Career Educauon, 
Check Lists, Citatioju/Referenccs, Consumer Education, Cur» 
'riculum. Custodian Trainmg, DistnbuUve Education, Drafting, 
Electrical Occupatyiw, Engineenng, food Service Industry, 
Health Occupatiorife,^c/me Economics, Low Abdity St^denls, 
Publications, Readlng4::cvel, Reading Skills, Resource Matenals, 
Woodworking \ ^ 

This guide to vocatiotial curriculum resources for handicapped 
students consists of instructional checklists for resources identified m 
the foUoifi^g areasr agriculture, auto body repau", automobile 
mechanics, basic math sl^iUs, basic readmg skdis, busmess education, 
career education, carpentry, cosmetology, custodial and raamtepance, 
data processing, dectriaty, dectromcs, food industnes, graphics, 
health occupations, home economics/needle trades, Ufe sblls, con- 
sumq education, *safety, wdding, miscellaneous subject areas, and 
professional resources. Each checklist follows a typical format that 
indudes the foUowing sections: (1) tide block. (2) intended use. (3) in- 
structional format, (4) nonprint material format, (5) features for h^n* 
dicapped s^dfents, (6) material readabUity, (7) illustrationh (8) print 
material format, (9) dcscnption, (10) comments, ,(1 1) prerequisite stu* • 
dent skills, ^d (12) rccommendat^. A list of publishers/ producers 
contacted during the search for cumcuium matenals ts appended. 
(LRA). 

ED182505 . c:E024O45 

Eqtdpmect Operator 1 AjCs^-'"'"^ 

Naval Education-and Training Program Development Center. Pen* 
sac9larF& ^ ^ 
^>ttb13ate— 79 

Pub Type— Guides/ Methods/Techniques — Classroom 

Use— Instructional Matcriab (051) 
EDRS Price-MF01/PC15PltB^osUge 

Descriptors— 'Equipment Maintenance, 'JobSkdls, 'Military Train* 
ing, 'Operating Enginccnng. 'Vocational Education, Admmistra* 
tion. Building Trades, Construction Management. Equipment 
Utilization, Individualized Instruction, Instructional Matenals, 
Mechanical Equipment, Motor Vehicles 
Idcniififers- Navy, .United States 

The Rate Training Manual and Nonresident Career Course 
(RTM/NRCQ form a self-study package to assist Navy Equipment 
Operators First and Chief in fulfilling the requirements of their rating. ^ 
(Navy Equipment Operators First and Chief direct and coordinate ef- 
forts of individuals and crews m construction, earthmoving.. road- 
buildihg, (quarrying, and well drilling assignmcntsj maintam records 
and reports on mobile and stationary equipment; and supervise and 
administer automotive and construction equipment pools. ) Designed 
for indivicjual study and not formal classroom instruction, this 
'manual provides subject matter that relates directly to the occupa- 
lional^tandfCrds of the Equipment Operator rating. The subject mat- 
ter is divided into the following^nine chapters: (1) Administration; (2) 
TQihniques of Supervision; (3) Advanced Based Planning.^barka- 
tion, and Project Turnover; (4) Construction SchcdiOmg; (5) Grading, 
SoU Stabilization, and Road Surfacing; (6)git«^d Quarries; (7) Wdl 
Drilling; (8) Cons;^|^'on and^utopiotive Equipmen^ool Manage; 
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mem. and (9> Miscellaneous Construction Equipment. Alignments 
in each chapter InvoUe learning obiectives and supporting items 
designed to lead the student through the voursc. (BM). ^"^^ 

ED182506 ,CE024 046^ 

Demonstration of the Competency Based Currtcnlam for DistribtitiTe 
Edocatiofi and DistribotlTe Cooperative Training Programs. FinaT 
« • Report 

• Marshall Univ. Huntington, W. Va. Dept. of Occupational, Adult, 

and Safety Educatipn \ 
5pons Agency— West Virginia State Dept. of Education, Charleston. 

Bureau of Vocational, Technical, and Adult Education 
Pub D^— 80 
ConuW—M U79-01 -002 

Note — fl7Ip. , Parts of this document may not reproduce well duc^o 

• small type* * ' 

Pub Type — Guides Methods Techniques — Classroom 

Use— Teaching Guides (052). Reports— DcscnpUve (141) 
EDRS Prict-MF01/PC19 Plus Postage 

Descriptors— •Competency Based Education, •Cooperative Edu<! 
tion, •Core Curriculum. •Distributive Education, •Management 
Systems, •Program Development, Behavioral Objectives, Carccl*P 
Choice, Career Exploration, Cooperative Programs, Curriculum 
Development, Cumciilum Guides, Economics, Individualized In 
strucUon, Individualized Programs, Inservice Teacher Education, 
Job Slcilis, Marketing, Program Evaluation, Teaching Guides, 
Unit Plan, Units of Study 
Identifiers— Interstate Distributive EducCumculum Consortium 

A core curriculum, training plans, and implementation guide 
developed by the project are included in thi« final report, which 
descnbes activities to resoUe problems encountered by leavhers usiog 
the IDECC (Interstate DistnbuUve Education CurnJulom Con 
sortium) system designed for distribtitive education (D£; and diver 
sified cooperative training (DOT) programs. The implementation 
guide gives mformatiqn on (1) preparing IDECC materials for use, (2) 
becoming acquainted wiih learning activity (packages, (3) use of the 
system, (4) the core curriculum, and (5) trammg plans. The 
competency based core curriculum, part 1 of a curriculum for D£ 
DCT programs (junior year;, includes an implementation guide and 
DE, DCT, and ecfenomics -career exploration -employability skills cur 
ricula. Each core curriculum presents insiructional umts composed of 
topics based on competency statements with-IDECC code, number of 
behavioral objecUves, and suggested learning resources. An im- 
plementation guide, sample training agreement, and training plans for 
twenty-two occupations comprise part 2 of the curriculum (senior 
year) competency ba^ed training plans. Competencies not included in 
the core curriculum have been grouped to form instructional topics. 
Teachers and training sponsors select tasks/competencies to be 
developed at the training station or through one of fi^e different in- 
structional strategies. CYLB). * 

ED 182 507 CE 024 047 

Taylor, Michael 

Topographic Map and Compass Use. Student Mamul. 
Cornell Univ. Ithaca, N.Y. 

Spons Agency— New York State Education Dept. Albany. Office of 

Occupational and Continuing Education 
Pub Date— 80 f 
Available from- Ins tructioilal Materials Service, 3 Stone Hall, Cor 

ndl University, Ithaca, NY I4«53 ($3.00) 
Pub Type — Guides, Methods/Tec4u>iques — Classroom 
@i^— Instructional Materials (051). Tests, Questionaires, Evalua- 
tion instru ments (160) 
EDRS Price- MFOl Plos Postage, PC Not Ataflable from EDRS 
Descriptors— •Maps, •Map Skills. Cartography, Geographic Loca 
tion, Geography, Learning Activities^ Locattonal Skills Social 
Studies, Travel 
Identifiers- Compass Reading 4 

This student manual is designed to introduce students to 
topographic maps and compass use. The first of frve umts^mduded m 
^e manual is an introduction to topi^graphic maps. Among the topics 
discussed in this unit are uses, sources, and care and maintenance of 
topographic n\aps. Unit 2 discusses topographic map symbols and 
,cX)lors and provides a studera cxeicise relaung to map symbols. Umt 



^J^^ Topographic Map Inicrpretation, cdvers topics such as reading 
direcuons f¥om a topographic map, Uuiude and longitude, and eleva 
uon. This umt also contains four student exercises relating to map in- 
terpretation.* The fourth unit 'provides an introduction to the 
orienteering compass and provides twb student exerpis& involving 
naming directions and avoiding obstacles. The final unit explains how 
to travel by map and compass and gives a student exercise on taking 
bearings on a topographic map. A topographic map s^^bol sheet is 
appended. (LRA). 

ED 182508 ' CE024 049 

Patewn, Dale J. * 

G(d4ellj|e$. for Keeping the Corodl Farm Accoont Book. Stndeot 
MaoW. 

State Umv. of Ne^ York, Ithaca. Coll. of Agriculture and Life 
4 , Sciences at CofnellUniv ^ _ 
Spons Agency— New York State Education Dept. Albany. Office of 

Occupational and Continuing Education 
Pub Date— 80 

Available from— Instructional Materials Services, 3 Stone Hall, Cor- 
nell University, Ithaca. NY 148^3 (52.50) ^ 
Pui) Tyoe-Gui^c^/ Methods / Techniques — Classroom 

use— Instructional Materials (051) * ^ --^ 

EDRS Price- MFOl Plus Postage, PC Not Atailable from EPRS 
Descnptors— •Accountmg, •AgrxJultural jyiication, •Farm Ac- 
counts, •Farm Managemeru^^^ ' Record kecpmg, •Vocational 
Education, Bookk<«ping;^' bourse Content, individualized In-' 
siruction, Learning Activities, S&ondary Education 
Identifiers— Cornell Farm AccounfBook t 
This student manual contains guidelmes for keeping the Cor^ 
Farm Account Book. The manuai is divided into the following fifteen 
umts of mstrucuon. (1) Why Keep Records? (2) Operating Expcnscsr^ 
(3) Labor Records, (4; Interest aikJ Debt Payments, (5) Capital Pur- ^ 
. chases and Improvements, (6) Milk Sales, (T) Crop Sales, (8) I 
Lt>e9ieck Sold, (9) Miscellaneous Receipts, (10) Summary of Farm 
Operating Expenses, (1 1> Summary of Farm Inventory and Farm Net 
Worth, (12) Calculation of Depreciation, (13) Summary of Farm 
Receipts and Expenses, (14) Labor Requirements for Livestock and 
Crops and the Farm Business Chart, and (15> Electronic ,A^un ting 
Programs. Each unit of instruction is divided in(o four sections, umt 
objectives, mir^uctory information and questions, procedures, and 
sample entries. (LXA). 

^ * 
£0182509 CE 024 050 

Patcrsoh, Dale J. 

Giddellnes for Keeping the Cornell Farm Account Book. Teacher 
ManoaL 

^ State Umv. of New York, Ithaca. Coll. of Agnculture and Life 

Sciences at Cornell Univ ^ 
^pons Agency— New York State Education Dept. Albany. Office of 

Occupational and Corjtinuing Education 
Pub Date— 80 

Available from— Insiruc^onal Materials Servites, 3 Stone Hall, Cor- 
nell University. Ithaca, rlilJ4g5 3 (S2.< 

Pub Type— Guides/MeiliWj/Tcchniques— Classroom 
Use— Teaching Guides (052) 

EDRS Price-MFOl Plus PosUge-^PC Not AraflaWe from EDftS 

Descriptors— •Accounting, •Agncultural Education, •Farm Ac- 
counts, •Farm Management, •Recordkecpmg, •Vocational 
Education, Bookkeeping, Course Content, Individualized In- 
struction, Learmng Activities, Secondary Education, Teaching 
Guides 

Identifiers— Cornell Farm Account Book 

This teacher's manual is designed to complement the student 
manual Guidelmes for Kecpmg Cornell Farm Account Book, The 
first part of the teacher manual contains lists of concepts that should 
be taught within each of the fifteen units of instruction. The re- 
mainder of the teacher^s manual provides the fifteen units of instruc- 
tion included m the student manual afong with the answers to ques 
uons withm each unit. The fifteen units of instruction are (I) Why 
Keep Records? (2) Operating Expenses, (3) Labor Records, (4) In 
icrcst and Debt Payments, (5) Capital Purchases and Improvemenu, 
(6) Milk Sales, (7) Crop Sales, (8) Livestock Sold, (9) Miscellaneous 
Receipts, (10) Summary of Farm Operating Expenses, (I I) Summary 
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of Fmjn Inventory and Fam Net Worth, (12) Calculation of 
Depreciation, (13) Summary of Farm Receipts and Expenses, (!4) 
Labof RequircrSents for Livestock and Crops an^ the Farm Business - 
Chart, and (15) Electronic Accounting Programs. Each' unit of in* 
struction is divided into four sections: objectives of the unit, introduc- 
tory information and questiqiu, procedures, and sahiple entries. 
(LRA). ' 

EDi82510 * CE 024 051 

WoIanyic,Aiist>nM. Bishop, Natalie 
^HdryHeriHethk ^' ^ 

\tatcUniv. of New York, Ithaca. CoU. of Agriculture and Life' 
ft Sciences at Cornell Univ ^ 
bpons Agency— New York State Educauon Dept. Albany. Office of 

Occupational and Continumg Education ' *^ 
Pub Date— 80^^ 

Aviih^ from -Instructional Matenab Services, 3 Stone Hall, Cor- 

1 University, Ithaca. NY 148^3 ($3.00) 
Pub Type — Guides/Me thods/Techniqaes — Classroom 
UseAInstructional Materials (051), Rcfoicncc Materials— General 
(130) 

EDRS pTke-MFOl Pfas Postage. PC Not ATtiUblefrom EDRS 
Dcscripj(ors— •Agricultural Education. 'Dairy Farmers. •Disease 
Control. 'Diseases, /Livestock, •Vocational Education Animal 
Husbandry, Resource Matenab, Secondary Edu^on 
^. This.pionograph. designed to help secondary students recogiuze 
.symptoms of major dairy cattle diseases, stresses the need for preven-^ 
^tative management practices and cooperation between the dauy 
farmer and the veterinarian. The fmt of three parts. The Healthy 
Animal, is divided mto five umts. body parts, vital signs, excretions, 
bdiavior, vid reproductive characteristics. Part 2, Disease and lu 
Prevention, contains two units, the nature of disease and preventative 
management practices. The final part. Identifying and Treating 
Diseases, provides the following nine units: treating the diseased 
animal, reproductive diseases, mammary diseases, digestive diseases, 
respiratory diseases, structural diseases, other diseases, parasites, and 
calf diseases. Each part of the fKbnograph is preceded by a 
vocabulary list. (LRA), . ' - 
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McC^siin. Judith Strand 
FertflizeraBd Umc: Why They Are U^. 

1^ Univ. of New York, Ithaca. Coll. of Agriculture and Life 

Sciences at Cornell Univ 
Spdns Agency— New York State Educauon Dept. Albany. Office of 
Occupational and Continuing Education 
- PubDate~78 

Available from— Instructional Matenab Service, 3 Stone Hall, Cor- 

neU University, Ith&a, NY 14S53 ($3.50) * 
Pub Type— Guides/Methods/Techniques— Ciassrooift 
' Use— Teaching Guides (052) - 

EDRSTrke-MFOI Ptis PosUge. PC Not AnllaUe from EDRS 
D^criptors—* Agricultural Education. •Fertilizers. •Plant Growth. 
•Soil Science. • •Vocadonal Edi^Kition. Instructional Materials. 
Land Use, Plant Science, Soil Conservation, Teaching Guides, 
^Transparencies 

y This unit teaching guide is designed to help teachers explain the 
^fmnciples of fertilizer and hme use. The first of four major sections is 
a teaching outline keyed to transparency masters and student han 
douts. Thirteen major areas ^r? covered in the teaching outline. (1) 
plant needs} (2) uses of fertilizer, (3) nutrients for plant growth, (4) 
planning the fertilizer program based on the sbil test, (5) classification, 
of fertilizen, (6) some types of nitrogen, phosphoras, and potassium 
fertilizers, (7) reading the fertiizer label, (8) soil pH and the use of 
Umatone^ {9} rate of apphcation, (10) time of appbcation, (11) ap^ 
plication methods, (12) consideration for fertilizer selecuon and ap> 
pli5^tion, and (13) student application exercises. Sections 2 and 3 con . 
tain nudent\handouts and a list of teacher and student references. 
The final section contains overhead transparency masters that comple- 
m^t the unit* (LRA). 

ED 182^. * CE024I19 

IsstrictkmalGiMe to Vocttknal Power Mechanics. V&TECCDtr. 
ricduGtUe. 



Virgtnia Polyt^hnic Inst, and State Univ. Blacksburg. Div. of 

Vo«^onal-Technical Education 
Spons Agency— Virginia State I>epi. of Educauon, Richmond. Div, 

of Vocational Education 
Pub Date— 79 

Contract- VA-79 1 noe ^jP 
Note— 129p ' . ^ 

Available from— Public, Information and Publications Office, 
Virginia Department of Educ?rtion, Box 6Q, Richmond, VA 23216 
(Order No. CG-9. $3,00) . * . . 

Pub Type — Guides/ Met hods /Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS PTtec^MF01/PC06 Plos Postage 

Descriptors— •Auto Mechamcs, •Power Technology. •Trade ^d In- 
dustrial Education, '•^ Cuixiculum Development, Currictilum 
' Guides, Fluid Mechanics, Learning Activities, Resource 
Materials, Secondary Education. Skilled Occupauons. Teaching 
Guides 

This trade. and industrial curriculum guide for power i^echamcs is 
designedffor vocational power mechamcs programs that provide 960^ 
hours of instruction. The introductory section provides a statement of 
philosophy, block time schedtile, and the objectives for power 
mechanics. FoUowing the in&oductory section, fourteen blocks of m- . 
struction are presented. (1) onentaUon. (2) mtroduction to power 
mechanics, (3) principles of the internal combustion engine, (4) two- 
cycle engine. (5) four-cycle engine, (6) introducuon to rotary engines, 
power measurement. (8) operation, routine mamtenance. and 
storage. (9) review, (10) diagnosis and tune up. (11) power transmit 
sion, (12) fluid power. (13) pneumauc power, and (14) facility 
management. Each block provides a list of s^tldent objectives and a 
table that contains the topics of* instruction, content method sugges 
tions. aild student activities. Appended material includes a list of in 
stnictional aids and an example of a unit guide for block 4. (LRA). 
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iBstroctlonal Guide for Vocational Wddliffl, V & TECC Carrkohim 

Gdde, ^ 
Virginia Polytechnic Inst, and State Univ. Blacksburg. Div. of 

Vocational*Technical Education 
« Spons Agency— Virginia State Dept. of Education, Richmond. Div. 

of Vocational Education %^ 
Pub Date— 79 
Contract— VA-79 13306 
Kotc— 108p 

Available from — Public Information and Documents Office. Virginia ^ 
.Department of Education. Box 6Q, Richmond, VA 23216 (Order 

I^.CG-10.$2.00) - / ' 

Pub Type — Guides/Met hods/ Tech niques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PCa5.PiBS Postage 

Descriptors— •Trade and'lndustrial Education. •Wefders. •Welding, 
' Curriculum Development. Curriculum Guides, Learning Ac- 
tivities, Resource Materials, Secondary Education, Skilled Oc 
cupations, Teaching Guides ^ 
This trade and industrial curriculum ^de for welding is designed 
for vocational welding programs that provide 960 hours of instruc- 
tion. The introductory, section provides a statement of welding 
philosophy, objectives, block time schedule, and recommended 
facilities and equipment. Following the mtroductory section, ten 
blocks of instruction are prt^ted. (1) prientation. (2) basic 
metallur^, (3) oxy-gas welding. (4) arc wddmg, (5) metallic mert gas 
welding. (Q tungsten inert gas welding, (?) fabncauon. (8) tesung and 
qualiXicatlon, (9) specialized processes, and (10) *pre^employment. 
Each btoek^f^^des a table that lis^ the umts of instruction, informa 
tional content of eac^unit; and skill development activities. In addi 
tion, a list of instrucuonal aids is provided for each block. Appended 
material includes a unit guide example, a list of safety precautions m 
welding operations, and suggesuons for shop management. (LRA), 

ED 182 545 * ^CE 024 153 . 

Ducnk, Lester G. And Others J 
Stady Gtdde for FToorcoTeriiEg (and Instnctor*r%ey). V&TECC Car* 
rtctdnn Gidde. 

Vhginia Polytechnic Inst, and State..Univ. Blacksburg. Div. of 
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Vpcational^Technical Edu^tran. Virginia State Dept. of Edu(^* 
tiosit Richmond. Div. of Vocafonal Education ^ 
Pub Date— 79 

Available from— Public Information and Publications Office. 
Vir^nia Dept. of Education, Richmond, VA 23216 (Order No. 
CG-i4.$l.75) 

^ Pub Type — Gui'des/Methods/Techniques — Classroom 
Use— Instructional ' Materials (051). Guidcs/Methods/Tcchni- 
ques— Classroom Use— Teaching Guides (052) 
EDRS Price-MFOl/PO^ ?tm Postage 

Descriptors— •Cooperative Education, •floor Layers, •Vocational 
Education, Flooring, Instructional Materials, Learning Ac- 
tivities, Occupational Information, Secondary EdUtation 
Designed for use with industrial cooperative traming programs, this 
stiidy guide on floor covering, mstallauon presents the basic founda- 
tion knowledge which must be put to practice on the job. The guide 
begins with a floj^overing occupational brief. Specific topics m this 
section include ^tus of the occupation, working conditions, salary, 
^ and future employment. The remainder of the guide is comprised of 
the follo?(ing ten units of instiuctioiL U) Methods of Fitting Sheet 
Materials- Freehand Knifing; (2) ScribinI, Direct or Straight, Scribing 

. Pq)e, and Door Trams; (3) Pattern Scribing; (4) Recess Scribe of 
Underscribe Seam, Finishing the Job, Installation Tips, (5) Installa 
tion Tips on Pattern Matching Sheet Vinyl Floors, (6) Estimating Pat 
tcrncd Sheet Materials, (7) Installation Procedures, (8) How to Test 
for Moisture Underlaymcnts, (9) Adhesive Recommendations for In 
stalling Resilient Floon, and (10) Adhesives. Each unit follows a 
typical format materials needed, references, introduction, assign 
m^t..^ check up questions^ An instructor's key for "the study guide 

* isappendedv (LRA). 
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Duenk, Lester C. And Others 

Iistnctkaal Gidde for Air ConditlodBg and RefrigeratloiL V & TECC ' 
CtrriadimGaide* 

Virginia Polytechnic Inst, and State Univ. Blacksburg. Div. of 
• Vocational-Technical Education. Virginia State Dept. of Educa- 
tion, Richmond. Div. of Vocational Education 
Pub Date— 79 

Available from-^Public hJtormation and Publications Offfce. 

Virginia Dept; of Education, Richmond, VA 23216 (Order No. 

CG-11,$2,00) ^ ^ 
Pqb Type — Guides/Methods/Techniques — Classrd^spm 

Use— Teaching Guides (052) 
EDRS Price-MFO!/PC06 Ptw Postage 

Descriptors— •Air Condiu^oning^ Equipment, •Refrigeration 
Mechanics, •Trade and Industrial Education, Curriculum 
Devdopment, Curriculum Guides, Learning Activities, 
Postsecondary Education, ResourSs Materials, Secondary Educa- 
tion, Skilled Occupations A 

This trade and mdustrial curriculud gtiide is intended for use in 
vocational programs that prepare students to enter the air condition 
ing/refrigeration field. The introductory section provides a statement 
of philosophy, objectives, block time schedule, and recommended 
facflities and ec^uipment. Following the introductory section, eighteen 
blocks of instruction arc presented: (1) Oricnfation; (2) Refrigeration 
Tools; (3) Copper Tubing and Fittings; (4) Electricity; (5) Air Condi- 
tSoniRg and Refrigeration Fundamentals; (6) Compression Systems; 
(7) Compressors; (8) Evaporators, Condensers, Receivers^ and Other 
<:omponents; (9) Refrigerants; (IQ) Refrigerant Controls; (11) 
Domestic. Hermetic Refrigerators aqd Freezers; (12) Window Air Con- ' 
ditioning Units and Residential Air Conditioning Systons; (13) c:om 
mercial Air Conditioning Systems; (1^ Commercial Systeiti Controls; 
(15) Absorption; (16) Automobfle Air Conditioning; (17) Heat Pumps; 
and (18) Heatiil^ Systmns. Each block provides a ub^e that lists the 
units of instruction, informational content of each unit, and skill 
devdopment tctivides. In addition, a list of instructional aids is pro- 
vided for each block. Appended material includes a unit guide < 
ple,*a list of safety precautions, suggestions for shop man§g^ent, 
and additional references: (LRA), 
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Guide for Industrial CoopcratiTe Irahilng Pco^ms. V&XECC 
. ^ CnrrkulimiGoJde. 

f Vir^a Polytechnic Inst, and State Univ. Blacksburg. Div. of 
, Vocational-Technical Education. Virgmia State Dept. of Educa- 
tion, iuchmond. Div. of Vocational Education 
Pub Date— 79 . 
Available from— Public Information and Publications Office, 
Virginia Dept. of Education, Richmond, KA 232J6 (Order No, 
CG-13,$2.0O) 

Pub Type— Guides/Me thods/'fcchniques — Classroom 
Use— Instructional Materfab (051). Guides/Methods/Techm- 
ques— Classroom Use— Teaching Guides (052) , 

EDRS Frlce-MF01/P<:X)3 Plos Post^ige 

Itecriptors— •Carpeting, •Cooperative Education, •Floor Layers, 
•Vocatignal Education, Flooriijg, Instructional Materials, Learn 
ing Activities, Occupational Information, Secondary Education 
This study guide was prepared to aid mdustnal coopcrauve trammg 
coordinators in the technical trainmg phase of the carpet laymg train- 
ing program. The guide begins with a section related to carpet laymg 
career guidance. Specific topics m the secuon mclude status of the oc- 
cupation, working conditions, salary, quahflcations, and future 
employment. The remainder of the guide is comprised of the follow- 
ing thirteen units of instruction. (1) Measurmg and Plannmg, (2) Cut- 
, ting, (3) Seaming, (4) Hand Sewing, (5) Rugs and Edge Finish mg- 
^ Installation, (6) Installation of Tackless Strip, (7) Installauon of 
Underlay, (8) Carpet Installauon Procedures, (9) Installauon of Foam 
Rubber Backed Carpet, (10) Commercial or Contract installauons, • 
(li) Alternate Installation Procedures, (12) Carpetmg Stairs, and (13) 
Mtscdlaneous Installation Problems. Each unit follows a typical for- 
mat consisting of references, inU^oductioiK assignment, and chcck^upr 
questions. An instructor's key for chapter tesrts and check'-up ques- 
tions is appended. (LRA). 
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Bflgcr, Phyilis . . 

A Pliii for the Updatii^ and ImplementatloQ of SerforaviiK^Based 

Vocational Edocation Material FhtalR^rt • 
Indiana Univ. -Purdue Univ. Ft, Wayne, Ind 
. Spons Agency— Indiana Sute Board of Vocauonal and Technical 

Education, Indianapolis 
Pub Date— 79 . 

Pub Type— Guides/ Me tho.ds/Tecbniques— Classroom 

Use— Teaching Guides (052). Reports— Descriptive (141) 
EDRS Price-MFa5/PC33 Plos PosUge 

Descriptors— •Allied Health Occupa^ons Educauon, •Competency 
Based Education, •Job Skills. •Medical Assist^ts. •Task Per- 
formance, ♦Test Construction, Allied Health Occupations, Com- 
petence, Curriculum Devdopment, Curriculum Evaluation, 
Material Development,. Medical Services, Occupational Informa- 
t tion. Program 'p^elopment. Secondary Educauon, Skill 
Analysis, Skills, Stttddat Evaluation, Surveys, Task Analysis 
Identifiers--^f)omain Referencoi Tests. Indiana, Medicauon Aides 

This final report'presents five products of a health occupations pro- 
ject conducted (1) to update health/Kcupations dataU^toTidd test a 
performance-based curriculum in ^condary pro^arqs. and (3) to 
devejop materj^^domain-referenced tests), to predetemune student 
and/or |pb incumbent competeifcies prior to entrance into a 
dcvdoped vocational program or job title. The three shortest reporu 
inchide a summary of the advisory committee, secondary students* 
fidd test formedication ^de curriculum, and eviduator*s report of the 
0 fidd test. A fourth report, the summary of job tide survey and health 
occupations education cluster matrix, includes the original and revised 
Indiana Health Occupations Ouster matiices, survey materials, and 
' survey data regard&g five seryice^seas. patient care, dental care, 
medical-ocrijcal, veterinary, an^^ public health. Approximately ^ur- 
fifths of the report consists of tlTe doinAin-referenccd tests (t)RTs) for 
he four domains of the medication aide curriculum, prepare oral 
iwllcatlons, administer oral indications, apply and insert medica- 
tiop, and instill medications. Ntajor DRT* components include task 
' I guides, content identifi^tion sheets, common subtasks, iden- 
tipfed limits of all wmait, and sample DRTs. Listing of tasks are also 
ifovided for two 'Sdd^nal domains: medical asepsis and -deaning 
Dd weighing and meastirkg a patient. (YLB). 
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Legal AsslsUot Program, A Suggested Two- Year Post-High School 
Curriotlom. 

American Assooiation of Community and Junior Colleges, 

Washington, D.C. ^ 
Spons Agency— Of ficc of EducaUon (DHBW), Washmgton, D.C. 
Pub Date— 78 

Contract— OEC^74.1>40 . 
Note— 78p 

Available from— Superintendent of Documents, U.S. Government 

Printing Office, Washington. D.C. 20402 
Pub Type— Guides/ Methods/Technique 5 -Class room 

Us-e-Teaching Guides (052). 

Guides, 'Method&Techniqucs- Non Qassroom Use (055) ^ 
EDRS Price-MF01/PC04 Plus Postage 

Descriptors— •Course Content, •Guidelines. •Legal Assistants. 
•Program Administration, •Program Development, •Vocational 
Education. Course Descriptions, Course Objectives, ^ Course 
Organization, Curriculum G^des, Legal Education, Postsccon- 
daiQf>Education 

This cumculum guide for a posisetondary legal assistant program is 
divided int9 five sections. Section 1 provides a bnef ov^icw of the 
growth of legal assistant^ programs. SecUon 2 discusses the primary 
fartors the college prcsid'eot and other administrators should consider 
prior to the implementation of a legal assistant program. Xhpics m- 
cludcd in section 2 are assessment of need for a program, facilities and 
equipment, library matcnals and sinicturc, anil sclccuon of a director. 
Section ^ c^n implementmg and mamtauung the program, covers 
suvh topics tts establishment of an effecuve advisory committee, pro- 
gram organization and structure, selection of faculty, admission of 
students, program mamtenance and evaluauon. and establishment of 
an effective placemcnt^ogram. Section 4 discusses the major in- 
structional elements of the program, such as detcrfhination of i>asic* 
objectives and course of fcnngs, selection of textbooks and matenals. 
descriptions of requiri^ courses, and other cjirricular concerns. 
Course outlines are fou^d m section 5 f^r both require! curses and 
career efectives. The appendix contains a list of general course Qom- 
p^encies in paralegalism. a list of demonstration college programs, 
and a list of contacts from plated professional associations. (BM). 

, ED 182557 - , ^ CE 024 202 

^ Harris, Brenda WhecJer, Lillian 
Tbe Changing Rdes of Males and Females. Carricttltmi Gtdde« 
Eastern Kentucky Univ. Richmond. Dept. of Home Economics 
/Pub Date— 79 ^ ^ 

Pub Type— Guides/ Methods/ Techniques— Classroom 

Use— Teaching Guides (052) f 
EDRS Price-MFOl Pins Postage. PC Not Ataflable from EDRS 
Descriptors— •Females. •Males, •Sex Role, •Sex Stereotypes, Cur- 
riculum Guides, Learning Activities, Postsccondary Education, 
Resource Materials. Secondary Eduoj^tion. Teaching Guides 
This cumculum guide is designed to develop an increased awareness 
of the changing roles of males aid females and-lo provide current rele- 
vant mformation regarding th^ changing roted^ofmales and females. 
The guide is divided into fife major concejrts/ (K) perception of 
masculinity and femminity, m physicaL biological determinanis of 
male and female charactcnsifcK (3) social/ psychological faaors in- 
fluencing roles of males and fcmaies, (4) legal discrepancies affectmg 
male an^ female roles, and (5) ni^es and females in the world of 
work. Each section tconcept) follows a typical format that includes 
the following paru. supportmg concepts, behavioral objectives, 
specific performance outcomes, and generalization. The remainder of 
each sectionals comprised of a table that presents supporting content 
and generalizationsr teaching strategies and learning/ evaluaimg ex- 
periences, and resources. Appended to each section are sAident cxcr- » 
ctses and assignments, student evaluations, and a list of resources. 
(LRA). ' f 

ED 183736 ^ . CE024 115 

Tbe MOVERS Game (Maxtmti^ Support for Vocational Eorollmeot 

by RcmoTiag Stereotypes). ^ 
SutcUniv, of NcwYork,Udca "* 
Pub Date— 79 ' ^ 

Pub Type-- Guides/ Met hods/Techniques — Classroom 



Use— Insirucdonal Materials (051). Guides/Methods/Techni-^ 
ques— Classroom Use- Teaching Guides (052) 
EDRS Price— MFOl/PCOl Plus Postage 

Descriptors— •Enrollment Influences, •Home Economic?, 'Role 
Playing, •Sex Discrimination, •Sex Stereotypes, •Vocational 
Education. Career Exploradon. Core Curriculum, Educational 
Games. Industrial Arts, Percepdon, Pcrspccdve Taking, Pro- 
gram Development, Role Percepdon, Secondary Education, Sex * 
Fairness, Sex Role, Simulation 
Idendfiers— Project MOVE 

Intended for a group of twelve to fifteen people with one facilitator 
(chairperson), this game includes materials and instructions for a 
simulauon acdvity for individuals concerned wit}i how stereotyping of 
vocadonal-occupadonal education and sex role slereotypmg can limit 
emoUment in vocadonal and occupational programs. Eight group 
members role play people from the comraumty and pubbc school 
system serving on a special committee which is to make a recommen- 
dadon to the administratjon and school board on whether or not a 
proposal of a consultant "group will be implemented. • (Their recom- 
mendadons include required home economics and industrial arts 
courses and providing vocadonal courses or occupadonal programs 
for non-college bound students. ) The roles include a male business 
and industry reprcscntadve, female PTA president, president of 
teachers' union, district director of counselirtg, district curriculum 
director, female high school senior, district chairperson of Unified 
Practical Arts Home Economics and Industrial Arts, ai\d BQCES 
(Board of Cooperative Educational Services) Occupational Education 
director Other group members are observers. The game simuladon * 
proceeds from committee member position statements and discussion 
t9 observer responses, general discussion, and brainstorming. Role 
descripdons and direcdons for observers are provided. (YLB). *• 

ED 183 762 ^ CE 024 211 

Home Ecooomks E4iK:ado&. Food and Nntritioa Mod&Ies. Samples 

for Lerds m, IV, and V. Rfth in a Scries. 
New York State Educadon Dept. Albany. Qureau of Occupational 

Education Curriculum Development . i 
Pub Date— 79 . J 
Pub Ty pew Guides/ Met hods/ Techniques — classroom 

Use— Teaching Guides (052) 
EDRS Price-MFpl/PC03 PlQs Postage 

Dcs(jriptors— 'Foods Instruction, 'Home Economics. •Nutriti<m In- 
struction, Behavioral Objectives, Careers, Consumer Education, 
Employment Opportqnides? Health,' High Schools, Home 
Management, Interpersonal Rela'donship, Learning Activides, 
Learning Modules, Safety, State Curriculum Guides, Student ^ 
Evaluadon 

Identifiers— New York 

Based on the New York State homcmakmg- family living cur- 
^ riculum, tjiis collccdon of thirty six sample food and nutntion 
modules are the fifth m a sd^s of cumculum planmng guides. 
Organized by instnicdonal level (grades 9 12) and by food and nutri 
don content emphasis (management, buymanship. leisure, career, 
health and safetv.^d relationships), there are two modules for each 
content emphaMs at each of three instrucdonal levels. Each module 
contains leamiim and behavioral outcomes, suggested classroom and 
Future Homcmikers of America (FHA) learning experiences, and 
suggested measures of student progress An introductory secdon in 
eludes 'Steps in planning a Course of Study,' 'Course Outline for 
Home Ec6nomicslEducadon, Part 1,' 'Guidelines for Evaluating and 
Editing Home Economics Modules, 'and a sample module format^, all 
are discuised in greater cletail in related documents, ED 140 066*and 
ED 140 (^9 A scope 6f learning chart showing suggested learning 
outcothes for each content emphasis precedes each instructipnal level 
secdon Among the modules included are Herbology, Food in Your 
Future. Powers of Advertising, Supermarkets and Their Conscious 
Plan for You, Entertaining at Home, Your Future in Food and ; 
Nutriton, Sttectss on the Job, Food Poisoning and You, Glorious. 
Grains, Social Influences on Food, and EaUng Out is Fun. (MEK). ^* 
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Haitdbo<^ for Home Ecmiomka Pre-Employmeot Laboratory Edoca* 
tlonTeacbers. 

Texas Tech Univ. ,Lubbock. Hdme Economics Instructional 
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Materials Center 

Spoos Agg>c^ Texas Education Agency, Austin. Dept'. of Occupa 

Uon^JCducation and Technology 
Pub Date— 79 

Available from— Home Economics Instructional Materials Center, 
Texas Tech University, P.O. Box 4067, Lubbock. TX 79409 
($5.50) 

Pub^Type— Guides/Methods/Techniques— Non-Qassroom Use (055) 

,EDRS Price-MFOl PlosPostage- PC N'ot Ayailablc from EDRS 
E>escriptors— 'Home ' Economics Skills. 'Occupational Home 

Econ9mics. 'Program Devdopment. Advisory Committees. 

Educational Facilities. Guides. Instruction. Job Skjlls. Public 

Relations. Safety. Secondary Education ^ -/ 

Identifiers— Future Homemakers of America, 

Laboratory Education Program 
This handbook for iiome economics pre-employment laboratory 
education (PELE) teachers is divided into ten chapters. The, first 
chapter provides detailed d^riptions of each PELE program and 
possible career opportunities related to each program. Chapter 2 ex 
pounds upon the iiQportance of the advisory council to the program 
The ti^d chapter describes the facilities, equipment, and supplies re- 
quired for the PELE program. Focusing on student selection, chapter 
4 discusses the eligibijity of students, factors to consider when selec- 
ting students, and student recruitment In addition* this section con- 
tains a s^ple application for enrollment and a sample student rating 
sheet. The fifth chapter focuses on classroom instruction and 
managemen^and discusses instructional materials and evaluation. 
Chapter 6 dwribes laboratory instruction and management practices 
for controlBng equipment and supplies, maintaining laboratory 
facilities and equipment, organizing students, mamtaining business 
and industry standards, evaluating students' laboratory work, and 
sharing the laboratory with other teachers. Safpty precautions are 
discussed in the seventh chapter followed by a discussion of budget, 
records, and reports in chapter 8. The organization and role of the 
Futurp Homemakers oi America b presented in chap'ter 9. The final 
chapter gives guidelines for conducting a public relations program, 
(LRA). * . 
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Pre*£inploym€fit Laboratory EdocatioD. Home Fomlshhiss/Ifiterior 
Des^Goidebook. 



Texas Tech yniv 
Materials Cem 

Spons Agency— T( 
tional Education 

Pub Date— 79 

Available from 




Lubbock. Home Economics Instructional 



Education Agency, Austin, 
'and Technology 



Dept. of Occupa« 



ome Economics Instructional Materials Center, 



Texas Ted/University. P.O. Bo^t 4067. Lubbock. TX 79409/ 
($7.50) 

Pub Type— Ob ides/Me tbods/Techniques— Classroom 
Use — Teaching Guides (0^52). 
Guides/Mcthods/Techniques— Non-Qassroom Use (OSS) 
EDRS Price— MFOl I1«s Posta^ PC Not Available from EDRS 
Descriptors— •Home Furnishings. •Interior Design. •Occupational 
Home Economics. CurricuJum Guides. Furniture Arrangement. 
Hoiac Economics Skills. Job Skills, Lessen Plans. Program 
Descriptions. Program Development. Secondary Education, 
Teaching duides 
Identifiers— Prccmployment Laboratory Education Program 

This guidebook is designed for use in teaching students enrolled in 
pre-employment laboratory education (PELE) home fur* 
nishing/interior desigm ptogran^. Jhe first of two major sections in- 
cluda an overview for teachers on planning, conducting, and 
evaluating a home furnishings/interior design program. Specific 
topics discussed m section 1 include^l) facilities and equipmenW (2) 
teacher responsinUties. (3) student selection. (4) scheduling. (5) 
dassrootn hutructiwiy{6) laboratory management. (7) laboratory ex- 
periaiccs. and t8) utilkation of class puy)ut. Section 2 presents the 
PELE home fumishings/ifitcrior design^irriculum. Lesson plans are 
presented within five areas: construction of home furnishings Items, 
design in home furnishings, arrangement of interiors^ fioral design, 
and introduction to th^ home fumishingsjndustry. Each lesso^ plan 
, foHows^a typical format that includes ibc parU: subject title, com- 



petency. objectives^ sub>competencies. laboratory skills, and 
classroom concepts. A detailed reference list is appended. (LRA). 

ED 183 785 , ^ CE 024 316 

Pr^Employme&t Laboratory Edtxatloa* Child Care Gidd^)bok. 
Texas T^h Univ. Lubbock. Hpme Economics Instructional 
Materials Center 

Spons Agency— Texas Education Agency. Austm. Dept, of Occupa- 
tional Education'and Technology 
Pub Date— 78 ' ^ 

Available from— Home Economics Instrucuonal Materials Center, 
Texas Tech University. P.O. Box 4067. Lubbock, TX 79409 
($7.50) . 
. Pub Type-^Guides/Methods/Yechniques— Classroom 
Use — Teaching Guides (052). 
Guides/Methods/Techniques— Non-Classroom Use (055) 
EDRS Price-MFOl Pins Postage, PC Not Available from EDftS - 
Descriptors— 'Child Care Occupations. *Day Care Centers. •Occupa- 
tional Home Economics, Child Development. Curricu]um 
Guides, Home Economics Skills. Job Skills. Program Descnp- 
. tions. Pro-am Development^ Secondary Educapon, Teaching 
Guides 

Identifiers— Preemployment Laboratory Education Program 

This guidebook is designed for use m teachmg students enrolled in 
secondary pre-employment laboratory education (PELE) child care 
programs. The first of two major sections mcludes an overview for 
teachers m planning, conducting, and evaluatmg a child care pro- 
gram. Specific topics discussed in secOon 1 mclude (1) the school- 
operated center. (2) the pubhc child care center', (3) student selection. 
(4) scheduling^ (5) laboratory expenenCes. (6) classroom instruction, 
and (7) evaluation. Section 2 presents the PELE child care cur» 
.rictdum. Lesson plans are presented withm eight areas, introduction ^ 
to child care services^ envu'onment, development, bdiavior, routines, ' 
children's program, special groups, and center management. Each 
lesson plan follows a typical format that mcludes six parts, subject ti- 
tle, competency, objectives, sub-competencies, laboratory skills, and 
classroom concepts. A detailed reference list is appended. (LRA), 
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Pre-Employmeot Laboratory E^ncatioiL 

Gttid^o<^ 
Texas Tech Univ. 

Materials Center 

Spons Agency— Texas Education Agency. Austin. Dept, of Occupa- 
tional Education and Technology 
Pub Date— 79 /, v. 

Available from— Hom^s^g^nomics Instructional Materials Center, 
Texas Tech^ University, P.O. Box 4067, Lubbock, TX 79^ 
($7.50) ^ 
Pub Type — Guide s/ Method s/TechniqAies— Classroom 
Use — Teaching Gdides (052). 
Guidcs/Methods/Tcchniques— Non-Classroom Use (055) 
EDRS Ffke— MFOl Pits Postage. PC Not AvaiUbk from EDRS 
Descriptors— •Clothing Design, •Fashion Industry, •Occupational 
Home Economics, Curriculum Guides, Hom^ Economics Skills, 
Job Skills, Program Descriptions, Program jjevdopmeht. Secon- 
dary Education, Sewing Instruction, Teaching Guides 
Identifiers— Precmployment Laboratory Education Program 
^ This guidebook is designed for lu^ in teachj^ students enrolled in 
preemployment laboratory educatioii (PELE^ aothing/fashion design 
programs. The first of two major sections includes an overview for 
teachers on plaimbig^ conducting, and evaluating a PELE 
clothing/ fashion design program. Specific topics discussed^ in section 
1 inchide(i) facilities an4 equipment, (2) teacher responsibilities, (3) 
student * selection, (4) scheduling, (5) dassrooh^ Instruction, (6) 
laboratory managem^t, (7) laboratory experiences, an3 (8) utiliza- 
tion of class output. Section 2 presents the PELE clothing/fashion 
design curriculum. Lesson plans are presented withn seven areas. sew> 
ing and pressing techniques, ctistom sewings repair and alteration pro- 
cedures, design in clothing, fashion design and prodtictlon. fashion 
merchandising, and routine business procedures. Eat^h lesson plan 
follows a typical format that includes six parts: subject title. com> 
' petency. objectives, sub<ompeteiKles, laboratory skills, and 
classroom concepts. A detailed reference list Is appended. (LRA). 
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Pre-Employmeat liborttory^Wotation, Food Scnice Guidebook* ' 
Texas Tech Univ Lubbock Home Economics Instructional 
Materials Center 

Spons Agcdcy— Tfecas Education Agency, Austin. Dept. of OcCunf- 
^ tional Education and TechdSlogy i 
Pub Date— 79 . ^ 

Available from— Heme Economics Instructional Materials Center, 
Texas Tech University, P.O. Box 4067. Lubbock, TX 79409 
($7.50) ^ 

Pub Type— Guides/ Met hods/Techniques— Classroom 
Use — Teaching Guides (052). 
Guides/Mcthods/Tcchniqucs— Non-Classroom Use (055) 
EDRS Pike-MFDl Plw Postage PC Not AvtiltMe from EDRS" 
Descriptors— •Food Service, 'Food Service Occupations, •Occupa- 
tional Home Economics, Curriculum Guides,- Food "Service In- 
dustry, Home Economics Skills, Job Skills, Program Descrip- 
tions, Program Development, Secondary Education, Teaching 
<3uidcs 

Id^tificrs— Prccmployment Laboratory Education Program 

This guidebook Is designed for use in teaching students enrolled in 
prcemploymcnt laboratory education (PElE) food service programs. 
The fir^ of two major sections includes an overview for teachers on 
planning, conducting, and cvaluatmg a PELE food s^ce program. 
Specific topics discussed in section 1 include (1) facilities and equip- , 
ment, (2) tcaclicr responsibilities, (3) student selection, (4) scheduling, ' 
(5) laooratory experiences, (6) classroom instruction, (7) factors in- 
volved m pWiing, (8) how tof)lan and execute a food function. (9) 
laboratory management. (10) safety, and <11) sanitation. Section 2 
presents the PELE food service curriculum. Lesson plans are 
presented within five areas introduction to tfie food service Industrj, 
equipment, quantity food methods, quantity fpod production, and 
food service techniques. Each lesson plan fpllows a typical format 
that includes ^six^jarts: subject title, competency, objectives, sub- 
competencies, laboratory skills, and classroom concepts. A detailed 
reference list is appended. (LRA). 
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ilaadbook for Vocatkmal EdocatiiM for. the Handicapped* 

Texas Tech Univ. Lubbock. Home Economics Instructional 

Materials Center ^ * 
Spons Agency- Texas Education Agency. Austin. Dept. of Occupa- 
tional Education and Technology ^ ' 
^ubDag— 78 , 

Availa^bSt from— Home Economics Instructional Materials Center! 
Texas Tech University, P.O. Box 4067, Lubbock, tx 79409 
($5.50) 

Pub Type— Guidcs/Mcthods/Techniques-Non^assroom Use (055) 

EDRS Prfce-MFOl Pte Postage PC Not Avallablf^ from EDRS 
Descriptors— *Disabilitics. •Program Dcvdopmcn^ •Vocational 
Education, Advisory Committees, Budgets, Career Education, 
Classroom Environment, Counseling, Educational Facilities, 
Guidelines, Mainstrcaming. Program Descriptions. Public Rela- 
tions, Safety. Secondary, Educatipn, Student Organizations, 
Teaching Guides ^ ' 

' Identifiers— Texas 

This four-pah handbook is des^igned to aid teachers in planning, 
conducting, and evaluating vocational education programs^ for the 
handicapped (VEH). The handbook is based on identified competcn 
cies needed by VEH teachers in any area of vocational education. 
Part 1.^ the operation of the program, includes chapters on laws 
pertaining to the handicapped, vocational education for the handicap* 
ped program; teacher responsibilities; facilities and equipment^ 
students; and {^[Udget, records, and report. The section on instruction 
and manai^cxit of the program includes chapters on nfanaging^ 
behavior of VEH studdits. classroom Instruction and managcmCTif " 
laboratory Instruction and management, and safety. Part 3 aids ^e 
teacher In interpreting the program through the advisory council and 
public rdations.^ The fourth part, which deals with working effective- 
ly with students,^ includes counseling and guidance, orientation to the 
woHd of work, '^nd vocational youth organizations. Ways to work 
with handkappcd students who arc mainstrcamcd into regular voca 
tionalcducatioi^ classes arc also included. (LRA). 
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Mining Careers and Saf^ Corricolom Guide. . 
Kentucky State Dept. of Educauon.Trankfon. Bureau of Vocational 
Education 

Pub Date— 79 . ^ . . 

Contract-KY7813103 

Note— 316p. ; Some pages may not reproduce well because of light, 

broken type ♦ • 

Pub T.ype- Guides /Met hodsi^Jechniques — Classroom 

Use— .Teaching Guides (052) 
EDRS Price— MF01/PC13 Plus Postage ' ^ 
Descriptors— •Career -EdtlCAtion, •Safety, •Vocational Education, 
Course Content,. 'Curriculum Guides, Grade 12, Health, High 
Schools, Injuries, Learning Activities, 'Safety Education, 
Teaching Guid^ 
Identifiers— Coal Minmg 

This minuig careers a%d safety cumculum guide was developed to 
be used in a senior Icvd'high school cour^ (175 two'-hoyr class 
periods). Course goals include certification that students have com- 
pleted the forty-eight hours of new undergroun4 coal minmg trammg 
required by federal law. Twenty-three umts of instruction are includ- ^ 
ed. History of Coal, Geolo^ of Coal. Chemistry of Coal, Use of 
Coal, Basic Introduction toCoal Minmg. Mme Gases, Venulauon, 
and Dust Control, Fim and Explosions, Blastmg, Roof and Rib Con- . 
trol, Electricity. Transportation and Conunumcation, Modem Minmg 
Methods. Underground, Drainage Health and Safely, Modem Mm- 
Ing Methods. Surface. First Aad, Preparation, Sampling, and 
Analysis. Surveying and Mapping, Environment. Land, Water. Air, 
X^bOL Relations, Occupational Opportunities, and 48-hour 
Prcemploymcnt Review. Ea^h unit contain/ five major sccuons. unit 
outline, objectives, resources, presentation and iLctivities, and glossary 
of terms. Also included is a list ot.guidelmes for field tnps and a list 
off^crcnces. (LRA). . 
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MOitary Carricola for Vocational & Technical Edocatiotu Veterinary 

S^Afadist, Blocks m- VI. 
Air Force Training Command, Sheppart AFB, Tex. Cjjiio State 

Univ. Columbus. National Center, for Research in Vocational 

Education 

Spoft Agency— Bureau of Occupational and . Adult Education 

(DHEW/OE).»Washington. D. C,*^ 
Pub Date— "75 

Pub Type — Guides/ Met bt)ds/Techni£iues — Classroom 
Use— Instrucuonal , Materials (051). Guides/Methods/Tcchm- 
qucs— Classroom Use— Teaching Guides (052) 
EDRS Price-MFOl Plas Postage* PC Not Arallflble from EDRS ^ 
Descriptors— •Animal Husbandry, •Food an^ Drug Inspectors. 
•Foodservice, •Food Standards, •Microbiology, Behavioral Ob- ^ 
lectives. x:ourse Descriptions, Curriculum Guides, Food Process- 
ing Occupations, Food Service O^uptttions, Learning AcUv;ties, 
"Livestock, Postsccondary Education, jProgramed Instructional 
Materials, Study Guides, Textbook^, Vocational Education, 
Workbooks; Zoology - ^ 

Identifiers— Military Curriculum Project • ^ 

Th^ instructor materials and student texts, study guides, and 
workbooks for a •poslsccondary-level course to train vetcriiuuy 
specialists ai-e on^ of a number of.military-devclopol curniulum 
packages selected for adaptation to vocational instrucUon and cur- 
riculum development in a civilian setting. It is the first half of a two- 
part course (see Note) ii^tended to provide training in food Inspection, 
laboratory procedures, subprofessional duties concerning vetennary 
sciences, sanitary surveillance of (ood processing, storage, and service 
facilities, control and epidemiology of zoonotic diseases, and 
veterinary aspects of disaster medicmfc. Dealing with microbiology, 
food handling, food laboratory, and meat and meat products, this 
section contains four blocks of instruction covermg 122 hours of in- 
struction, microbiology (3 lessons), medical aspcicts of food handling 
(2 lessons), food laboratory (3 lessons), and. meat &nd meat products 
(5 lessons). Instructor piaterials include a course chart. Specialty 
Training Standard, for use in student evaluation, lesson plans» and a 
plan of histruction detailing unit content, lesson duration, objecuves. 
ancf support material. Student materials include four student texts, 
study guide, two study guides/workbooks, and programmed text. 
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Contents* arc objectives, texl^ readings, review exercises, and 
laboratory experiments. Commercial texts, iniliiary manuals, aiid 
audiovisuals are. suggested but not provided. (YLB), 
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Military CorricuU for Vocatiowd & Technical' Edocation, .Veterinary 
Specialist, Biod^ vnXI, 14. 

Air Force Training Conunand, Sheppart AFB, Tex. Ohio State 
Univ. Columbus. National Center for Research m Vocational 
Education ^ ^ 

Spons Agency— Bureau of Occupational and Adult Education 
(DHEW/OE), Washington, D. C. 

Pub Date— 75 , • 

' Pub Type — Guides/Methods/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
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Descriptors— •Anunal Husbandry, •Disease Control, •Food and 
Drug Inspectors, •Food Standards, '•Veterinary Medicine, 
Behavioral Objectives. Course Descriptions, Curriculum Guides, 
Food processing Occupatie>ns, Food Service Occupations, Learn 
ing Activities, Postsecondary Education, Study^ Guides, Xex- 
tbooKS, Vocational Education, Workbooks ' 

Identifiers— Chickens, Dairy Industry, Eggs, Military Curriculum 
Project ' • 

These instructor materials and student texts, study guides, and 
workbooks for a postsecondary level course to train vetennary 
specialists are one of a number of military-developed curriculum 
packages selected for adaptation to vocational instruction and cur- 
riculiita development in a civilian setting. It is the second half of a 
two>part course (sec Note) intended to provide training m food inspec- 
tion; laboratory procedures, subprofessiqnal duties concemmg 
veterinary sciences, sanitary surveillance of food processmg, storage, 
and service facilities, conCrol and epidemiology of zoonotic diseases, 
and veterinary aspects of disaster medicine. Dealing with poultry and 
egg inspection, dairy projlucts, miscellaneous foods, food technology, 
and animal services, this section contains five blocks of instruction 
covering eighty^ght^houn of instruction.'Dairy and Dairy Products 
(2 lessons), Miscellaneous Foods (2 lessons), Food Technology (2 
lessons), and Animal Service and Zoonoses Control Activities (4 
lesons) Instructor materials include a course chart. Speciality Train 
ing. for use in student evaluation, lesson plans, and a plan of instruc 
tion detailing unit content, lesson duration, objectives, and support 
material Student materi|ds include seven student texts, student 
workbook, and three study guide/workbooks. Contents are objec 
tives, text readings, review exercises, and laboratory expcrimdJts. 
Commerical texts, military manuals, and audiovisuals are suggested 
but not provided, (YLB). " ' ^ 

ED 183821 CE 024 380 

Military Curiciila for VocatioDal & Technical EdocatioQ. Li^t Frame 
OostnictloiiL 
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^ State Univ. Columbus. National Ceflter for Research m Voca- 
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Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/Ofi). Washington, D.C, , 
Pub Date— 75 
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Use— Instructional Materials (051). Guides/Methods/Techni- 
quts—Classroom Use— Teaching Guides (052) 

EDRS Pricc-MFOI/PClO Phjs Postage 

Descriptors— ♦puilding Trades, •Construction Pnxcss. •Trade and 
Industrial ^ucation, •Woodworking? Behavioral Objectives. 
Course Descriptions, Criterion Referenced Tests. Curriculum 
Guides, High Schools, Learning Activities, Lesson Plans, 
"Postsecondary Education, Secondar^Education. T^ching 
Guides - 
Identifiers— Military Curriculum Project 

This training manual for a secondary-postsecondary-level course in 
light frame construction I is one of a number of military-developed 
curricuium packages select^ for adaptation to vocational instruction 
and curricuium devdopnient in a dvillan setting. Purpose stated for 
the fifty-hour course is for studenu to develop the skills required in 



basic substructure fra'hiing, wall framing, and' roof framing. The 
outline of instruction, which suggests iiun^er of hours of classroom 
; instruction and shop devoted to each coursj objective," is based on the 
following outline: sills and girders, floor/joists and sblid bridging. 
Sj^bfloors and w§ll plates, wall memoers, ceiling and roof construc- 
tion>^able and studs, ?md course summarization. The mstructor 
guide lists objectives, texts, references, tools, equipment, n\aterials, 
training aids, and training aid equipment. Lesson plans f»Q^each sec- 
tion contain instructionaf materials, objectives, critenon tests, 
homework, and instructor and student activities. Job sheets for use as 
student handouts include references, tools and equipment, and pro- 
ccdurei for performing the tasks. Required chapters ipm a recom- 
mended text are provided, A second text, commercial references, 
films, and transpafencies are suggested. (Light*frame conSlruction U 
course is available— see Note. ) (YLB). ^ / ' . 
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CoBStroctionll.- 

Naval Construction Training Center, Port Hu<(neme, Cahf. Ohio 
State 4Jniv. Columbus. National Center for Research m Voca- 
tional Education * 

Spons Agency— Bureau of Occupational and Adult Education 
(DHEW/OE), Washington, D. C. 

Pub Date— 76 

Pub Type— Xiuides/Methpds/Techniques— Classroom 
Use—Instructional Materials (051). Guides, Methods/Techm^ 
ques— Qassroom Use— Teaching Guides (052) 
EDRS Price- MFOl Plus Postage, PC Not ^aWable from EDRS 
Descriptors— •Bunding Trades, •ConstrucUon Process, •Equipment 
Maintenance, •Equipment Utilization, •Trade and Industrial 
Education, •Woodworking. Behavioral Objectives, Course 
Descriptions, Criterion Referenced Tests, Curriculum Guides, 
High Schools, Learning Activities, Lesson Plans, Machine 
Repairers. Postsecondary Education Repair, Secondary Educa 
tion, Teaching Guides 
Identifiers— Military Curriulum Project 

This training manual for a secondary-postsecondary level course m 
light frame construction 11 is one of a number of military-developed 
curriculum packages selected for adaptation to vocational mstruction 
and currioulum development in a civilian scttmg. Purpose suted for 
the fifty-five hour course is for students to interpret construction 
drawit&s for Aerteydbt of wood frame members for serv ice- type ;suirs 
and aUlypes of rafters And to set up, operate, and perform operator's 
maintwiance on trailer-mounted saws. Course prerequisites are Ap- 
plied Builder Mathematics and Light Frame ConstrucUon I (see Note). 

The outline of mstruction, which suggests number o/ hours of 
classroom instruction and shop devoted to each course objective, is 
based on the following outline: trailer mounted saws, roof framing 
plan, common rafters, 'hip and valley rafters, hip and valley jaoks, 
roof truss construction, stair construction, and course summarization. 
The instnlctor guide lists objectives, texts, references, tools, equip- 
ment, materials, training aids, and training aid equipment. Lesson 
plans for each section cont^ instructional materials, objectives, 
-criterion tests, homework, a/d instructor and student activities. Job 
sheets for use as student hanOouts include references, tools and equip 
ment. and procedures for ^'performing the tasks. Required chapters 
from a reconmiended t^t are provided. A second text, commercial 
references, films, and transparencies are suggested.* (YLB). 
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Education 

Spons Agency— Bureau of Occupational Adult Education*^ 
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Pub Date— 74 
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EDRS Ptice-MF02 Plus PosUge, PC Not Available from EDRS 
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Education, ♦Woodworking, Behavioral Objectives, Building 
* Trades, Construction Process, Course Descriptions, Curriculum 
Guides, Equipment UtiliMtion, Finishing, Hand Tools,. High 
Schools, ^ Learning ActivSiU, Machine Tools, Postsccondary 
Educat^n, Prefabrication, Study Guides, Workbooks 
Idcntifiers-rMilitary Cjjrriculum Project 

This plan of instniction» ksson plans, and study guides "and 
workbooks for a sccondary-postsccondary level cour^ in carpentry is 
'one of a number of military -developed curriculum packages selected 
, for adaptation to j^ocaiional instruction and curriculum development 
in a civilian setting. Purpose stated for the 233. 5 -hour course is to pro- 
vide basic-level traming in carpentry. The following topics are 
covered, carpenter's hand tools, portable power tools, and shop tools, 
construction and maintenance of wood structures; installation of 
building hardware; and erection of prefabricated buildings. The plan 
of instruction, which suftestj number of class instruction, shop, arid 
study hours devoted to each coursi objective, is based on four blocks 
of instruction: Introduction to Cafpcntry (5 units), ^Cabinet Construc- 
tion (9 units). Building Construction (6 units), and Building Finishing 
Work (7 iinits) Contents of the lesson plans include criterion obj^c 
tives, equipment necdcJi, outline with presentation and application, 
evaluation, and assignment. Study guides present the information 
needed to complete the unit or make assignments in other publications 
which contain the required informationf. Workbooks contain work 
procedures such as missions (exercises), problems, and&questions. 
Although not provided, two tfextbooks,^ Modern Carpentry and 
Modem Woodworking, are required, and five films .are rccomr&nd 
ed. (YLB). 
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Military Corricnia for Vocatioflal & Technical Education. Computer 

System Operation, 4-3. ^ 
Army Inst^ of Administration^ Ft. Benjaijrjin Harrison, Ind. 

Ohio State Univ. Columbus. National Center for R^earch in 
' Vocational Education 
Spons Agaicy— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
PubDate-7-79 

Pub Type — Guides/Meth 0 da/Techniques— yClassroom 
Use— Instruction^ Materials (OM). Guides/Me(hods/Techni- 
qucs— Oassroom Use— Teaching Guides (052) ( 
"EDRS Price— MFOI/FCIO Pins Postage \ 
Descriptors— 'Computers, ♦Computer Science EducaUein* *Data 
Processing, 'Input Output, 'Programed Instructional Materials, 
Behavi(^ral Objectives, Clerical Occupation?, Course Descrip- 
tions, Data Processing Occupations, High Schools, Input Output 
' Device, licaming' Activities, Magnetic Tapes, Postsccondary 
Education, Secondary Education, Textbooks, Vocational Educa- 
tion 

Fdentifiers— Military Curriculum Project 

This, program on instruction and programmed student texts for a 
secondary postsccondary level contain*!, system operator course are 
one of a numWr of military -developed curriculum packages selected 
for adaptation to vocational instruction and curriculiim development 
iii a civilian sct^g. Purpose stated for the ten^lesson course is to pro- 
vide the necessary information to perform all steps that are required to 
prepare a job for processing on a computer system Thejjlan of in 
struction gives objectives and references for these lessofis "Introduc 
tion to Data I*focessing; Punch Card input and Output; Input and 
Output Printers; Magnetic Tape Input and Output; Magnetic Disk In- 
put and Outwit; Channels, Control Units and Phjrsical Addiresscs; 
Job Control Language; Concepts in Computer Processing; Applica- 
tion Progcams; and Data Representation* The programmed student 
texts fo?Ny:h topic present all or some of th^following information 
for each lesson: an introduction, objectives, 'training aids^ training 
material, and self-evaluation (review exercises) with answers.^ 0^). 
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Military Corricula for Vocational & Technical Edacatfon. Construction 

Electrician/Power and Commonications Cable Splicing, S3. 
Naval Constnlction Training Center, Gulfporf, Miss. Ohio State 
Univ. Columbus, National Center for R/acarch in Vocational 
Education * — 

Spons Agency- Bureau of Occupational *^d Adult Education 



t(DHEW/OE), Washington, D. C. 
Pub Date— 77 X 

Pub Tyj/e— Guides/Me t hods/Tec hniqUes-Classrooon 
, Ufc— Instructional Material (051). Guides/ Methods/ Tcchnir 

ques-TT^lasjfoom Use— Teaching Guides (052) 
EDRS Pri€e-IV«t)4 PltJS Postage. PC Not Available from EDRS 
Descriptors— 'Building Trades, 'Electrical Systems, 'Electricians, 
'Telephone Communications Systems, 'Trade and Industrial 
. Education, Behavioral Objectives, Conunu^ucations, Course 
\ Descriptions, Curriculum Guides, Grade 12, High Schools, Lear- 
ning Activities,, Postsccondary Education, Teachmg Guides, 
Technology, Workbooks * ' 

Identifiers— Cable Assemblers, Military Curntulum Project 

This curriculum outline, instructor's guide, and student's guide for 
a secondary-postsccondary-level course in gDnstructton elecu-i- 
cian/j)Ower and comn)|Hii^tions cable spbcing are one of a number^f 
military-developed curriculum packages developed for adaptation to 
vocational instruction and curticulum development in a civihan set- 
ting. Purpose stated for the 341 -hour course is to provide knowledge 
of the techniques and procedures for (1) joining power cable employ- 
ing straight and branched joints, terminations, and live end caps for 
aerial and underground cable ^ystems and (2> constructing straight 
budge and butt splices in lead and plastic sheathed communication 
<;able. The plan of instruction is based on the following four-unit' 
outline. Introduction (1 lesson, 5 hours). Telephone Cable Sphcing (3 
. lessons, 91 hours). Power Cable Splicing (12 lessons, 238 hours), and 
Planfiing and Estimating (2 lessons. 7 hours). The curriculum outline 
lisu objectives, hours of instruction, references, and equipment needs. 
Contents of the instructor's guide include instructional,materials, ob- 
jectives, criterion tests, homevyork, and outlines of instruction, in- 
cluding instructor and student activities. The student's guide contains 
objectives, information'Shects, job sheets, and review exercises. A re- 
quired chapter from a recommended text is also provided^ (YLB), 
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Military farricola for Vocational & Technical Education. Telephone 

Equipment Installer ^Repairman, 5-4.^ 
Air Force Training Command, Sheppart AFB, Tex. Bureau of 

Occupational and Adult Education (DHEW/OE), Washington,' 
^ D.O. Ohio StateOniv. Columbus. National Center for 

Research in Vocational Education 
Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D, C. 
Pub Date— 74 * 

Pub Type— Guide s/ Met hods/ Techniques — Classroom 
Use— Instructional Materials (Cr51), Guides/ Methods/ Techni* 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price— MF02/PC20 PIqs Postage 

Descriptors— ♦Electrical Occupations, ^♦Equipment Maintenance, 
'Telephone Communications^ Systems, Autoinstructional Aids, 
Behavioral Objectives, Course DescripUons, Electricity, Elec- 
tronics, High Schools, Individual Instruction, Learning Aw- 
tivities, Postsccondary Education, Skilted Occupations, Tex- 
tbooks, Transistors, Workbooks 
Identifiers— Military Curriculum PVoject 

These individualized, self-paced student texts and workbooks for a 
secondary-postsecondary-levei course in telephone equipment installa- 
tion and repair is one of a number of military-developed curriculum 
packages selected for adaptation to vocational mstruction and cur« 
riculum development in/a civilian setting. Purpose stated for the 
course is to provide the student with information abouueicctrical fun- 
damentals, transistors, telephony and telephone systems, and 
telephone station installation, testing, and maintenance. The four- 
^lume course consists of four texts v/ith reading assignments: In- 
troduction (2 chapters), Telephone ConstructKjn and Repair (3 
chapters), Substation Installation (5 chapters), and Key Systems- and 
Intercommunications (6 chapters). The four volumes of the student 
workbook correspond with the volumes of the text. Each workbook' 
contains objectives, astud> reference guide, and chapter and volume 
review exercises with answers. (YLB). ' ^^^^^^ 
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Defense Mapping School, Ft. Belvoir, Va. Ohio State Univ. 

' " Columbus National <^ter for Research in Vocational Education 

Spons Agency— Bureau of Occimatiohal and* Adult Education 

(DHEW/OE). Washington, D, C, 
Pub Date— 74' 

Pub Typ«— Guides/Me thods/Technlqi^es— Classroom 
Use— Instructional Materiak (051). Guidcs/Methods/Tcchni- 
ques— Qassroom Use— Teaching Guides (052) 

EDRS Price-MF06/PC38 Plus Postage 

Descriptors— ♦Cham, •Industrial Education, *Mai>s, •Photography, 
•Printing, •Reprography, Behavioral objectives. Course Descrip- 
tions, Curriculum Guides, GFaphic Arts, High Schools, In* 
dustrial Arts, Lcaftiing Activities, Lesson Plans, Postsccondary 
EducaUbn, Programed Instructional Materials, Semiskilled Oc- 
cupations, T«Jj»ooks, Workbooks • 
Identifiers— Bin<lCTy Workers, 'Lithography, Military Curriculum 
Project, WfsctXithograjJIiyv Photolithography 
These lesson plans knd student materials— some programmed texts 
and a work Sook— for a secondary postsecdndary level course in off 
set printing are one of a number of military-developed curriculum 
packages selected for adaptation to vocational instruction and cur- 
riculum dcvelopHfient in a civilian setting. Purpose stated for the 250- 
hour course is to prpvide a working knowledge of {he operation of 
lighographic offset presses in the reproduction of maps, chartl^ and 
other printed-Une work and^ general knowledge of the fundamentals 
of printing- bindery. The course consists of two sections: Press *FuiJ 
damcntals (8 lessons, 1 10 hours) and Offset Press OperatiiTg Pro- 
cedures (5 lessons, 140 hours). The lesson plans include objectivds, 
hours of class time, training aids and devices, student materials and 
equipment, references, lesson outlines suggestingjnstructional tactics, 
and student practical exercises and printing probleips with grading 
sheets and answers. Student programmed textst which are provided 
for a number of the lessons, also contain self-tests. The student 
workbook provides%tudent outlines for eacfi lesson which include ob- 
jectives, study references, supplementary information, and space for 
student comments. A glossary of photolithographic terms and perti- 
nentt excerpts *(rom the Army technical manual. Offset 
PhotO^ography and Map Reproduction, are also prOvided^LB). 
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Descriptors— •Laboratory Procedures, •Laboratory Technology, 
•Medical Technologists, Allied Health Occupations Education^ 
Behavioral Objectives, Chcmjstry,, Course Descriptions, Cur- 
riculum Guides, High Schools, Learning Activities, *Lcsson Plans, 
Postsccondary Education 

Identifiers— Bacteriology, Blood, M^|itary Curriculum Project 

These instructor plans of^tniction, lesson plans, and student text 
and review materials for a secondary-^stsecondary-Ievel course for 
medical laboratory specialist are one of a number of military- 
developed cuniculum paokages selected for adaptation to Vocational 
instruction and curticulum development in & ci^lian setting. It is the 
0rst of two courses (see Note) designed to provide the necessary 
knowledge and techniques to perform basic procures iin a medical 
laboratory. The outline of instruction suggests number of. hours of 
class time devoted to each of four subject areas, a total of 41^ hours of 
instn^ction: Basic Pr6ccdures in Hematology (14 lessons, 128 hours), 
Basfc Procedure in Immun'bhcmatology^ and Blood Banking (8 
lessons. 64 hSurs), Basic Procedureiin Clinical Chemistry (17 lessons, 
* 120 hours), and Basic Pnxicdures in Medical Bacteriology (37 lessons, 
100 hours). Instructor Materials include outlines of the subject areas 
and lesson plans listii^ d^jec&ves. texts, references,- tools and equip- 



ment, training aids, and lecture outline. Student materiab include 
. some review materials and required excerpts from the Army Trammg 
Manual 8-227. (YLB). 
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Descriptors— •laboratory Procedures, •Laboratory Technology, 
^ •Medical Technologists, Allied Health OccupaUons Education. 
Behaviocal Objectives, Course Descripuons, Cumculum Guides, 
High ScHoob, Learning Activities, Lesson Plans, Postsccondary 

^ Education, Workbooks 

Identifiers— Military Curriculum Project, Parasitic Infections 

These instructor plans of instruction and lesson plans and student 
text and review materials for a secondary- postsecondary-level course 
for medical laboratory specialist are one of a number of military- 
developed curriculum packages selected for adaptauon to vo>cauonal 
instruction and curriculum development in a civilian setting. It is the 
second of two courses (see Note) designed to provide the necessary 
knowledge and«techmques to perform basic procedures in a medical 
laboratory. The outline of mstruction suggests nuipbcr of hours of 
class time devoted to each of four subject ardi, a total of 132 hours of 
^instrupuon: Basic Procedures in Urmalysis (7 lessons, 48 hours), Basic 
Procedures in Serology (7 lessons, 24 hours), and Basic Procedures in 
Parasitology (^19 lessons, 60 tours). Instructor materials include 
outlines of the subjea areas and lesson plans listmg objecuves, texts, 
references, tools and equipment, ^training ^ds, and lecture outline. 
Student materials in(|i||d^a workbook t>n basic medical pfirasitology 
and tejK materials froa|R Army T/aining Manual 8-227. (YLB). 
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Descriptors— ♦Air <::onditioning, •Air Conditioning Equipment, 
•Electric Circuits, •Equipment Maintenance, •Hand Tools, 
•Machine TJboUr'^frigeratioq. ♦ Behavioral<Objectives, Course 
Descriptionsr/Curriculum Guiott, Equipment Utilization, High 
Schools, Luiming Activiu'es, Postsccondary Education, Pro- 
gramed Insinictional Materiab, Refrigeration Mechanics, Study 
Guides, Textbooks, Trade and Industrial Education, Workbooks 
Identifiers— Mi)itary Curriculum Project 
This planxli ^truction, study guides, workbooks, and prOgramm- 
^ ed texts for a secondary-jjostsecondary-lcvel course in refrigeration 
and air conditioning ^^ne of a number of military-developed cur- 
riculum p^Kages sel^^ff or adaptation to vocational,instruction Knd 
curriculum development in a civilian setting. It is the first section of ^ ^ 
three-part course (see Note for other scctionS) intended to train 
students in identification, location, functiois, installation, opofational 
- checking, servichig, repair, and maintenance of refrigeration and air 
^conditioning systems. Dealing specifically with the use of hand and # 
'special tools, refrigeration materialsr^and el^trical principles, this sec- 
tion contains two blocks Bering 93.5 hours of imstruction: Fun- 
damentals (3 lessons) and Electricity (3 le^ns). The plan of instruc- 
tion contains an outline of the teachhig steps, criterion objectives, 



Document Resumes 19 



lesson duratioiL^rrelation of tasks with a training standard, and 
support materia^and guidance. Student materials include three study 
giiides with text information, objectives, review exerci^, and 
references, three workbooks with performance exercises, and five pro- 
grammed texts for individualize instruction. Commercial texts, 
military techxiial manuals, and audiovisual aids are suggested, but not 
provided. Materials may be adapted for individualized instruction, 
remedial work, or independent study. (YLB). 
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Refrigeration Mechanics, Study Guides, Trade and Industrial 
Education, Workbooks 

Identifiers— Military Curricula Project 

This plan 6f instruction, study guides, and workbooks for a 
secondary«postsccondary-lcvel course in refrigeration and air condi- 
tioning are one of a number of military-developed curriculum 
packages selected for adaptation to vocational instruction and cur- 
riculum development in a civilian setting. It is the second section of a 
toec'part course (sjc Note for other sections) intended to train 
students m identification, location, function, installation, operational 
checking, servicing, repair, and maintenance or refrigeration and air 
conditioning systems. Dealing specifically with basic refrigeration, 
refrigeration controls and accessories, and domestic and commercial 
refrigeration. this*icction contains three blocks covering 230 hours of 
instruction. Basic Refrigeration (4 lessons). Refrigeration Controls 
and Accessories (3 lessons), and Domestic and Commercial Refrigera* 
tion (2 lessons). The plan of instruction contains ar outline of the 
tcachin^^tcps, criterion objectives, lesson duration, correlation of 
tasks with a training standard, and support materi^apd guidance. 
Student materials include four study guides with textlfformation, ob- 
jectives, review exercises, and references and four workbooks with 
performance exercises Commercial texts, military technical manuals, 
and audiovisual aids are suggested, but not provided. Materials may 
b^dapted for individualized instruction or presented in a group set 
^^^g. (YLB). 
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Course Descriptions, Curriculum Guides, Equipment Utilization, 
.High Schools. Learning Activities, Postsecondary Education, 
Refrigeration Mechanics, Study Guides, Trade and' Industrial 
Education. Workbooks 

Identifiers— Military Curriculum Project 

This plan of instruction, study guides, and workbooks for a 
scoondary-posts^ndary-level course in refrigeration and air condi 
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tioning are one of a number of military -developed cus9riculum 
packages selected for adaptation lo vovaiional msiru^tion and cur- 
riculum development in a civilian setting. It is fhe third section of a 
three part course (see Note for other sections) intended to train 
students in identification, location, function, msiallaciun, operational 
checking, servicing, repair, and maintenance of refrigeration and au 
conditioning systems. Dealing specifically wiih special refrigeration 
systems, water conditioning, s^bsorption air conditioning (AC), AC 
controls, AC equipment, and evaporative cooling systems, this section 
contains four blocks covering 269.5 hours of instruction: Special 
Refrigeration System. Cooling Towers, Water Pumps, Water Condi- 
tioning, and Absorption AC System (5 lessons); AC Controls; (5 
lessons), AC (7 lessons), and evaporative Cooling Systems (1 lessor^). 
The plan of instruction contains an outlihe of the teaching steps, 
criterion objectives, ^son duration, correlation of tasks with a train- 
standard, and support materials and guidance. Student materials 
elude eijrfit study giuides with text information, objectives, review ex- 
ercises, an| references and eight workbooks with performance exer- 
cises. Commercial texts, military technical manuals, and audiovisual^ 
aids are suggested, but not provided. Materials may be adapted for* 
individualized instruction or present^ in a group setting. (YLB). 
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Military Curricoia for Vocational & Technical Education. Social Pro- 
blems of Police Administration, 14-2. 

Air Force School of Applied Aerospace Sciences, Lakeland AF% Tex. 
^ Ohio State Univ. Columbus. National Center for Research 
in Vocational Education " / 

Spons Agency-^Bureau of Occupational and Adult Education 
(DHEW/OE). Washington, D. C. 

Pub Date— 75 

Pub Type — Guides/ Methods/Techniques — Classroom 
Use- Instructional Materials (051). Guides/ Methods/Techni 
ques— Classroom Use- Teaching Guides (052) 
EDRS Price-MFOl Plus Postage. PC Not Available from EDRS 
Descriptors— •Administrative, Policy, 'Group Behavior, 'Law En 
forccment, "Minority Groups, "Police Education, 'Social 
Psychology, Behavioral Objectives, Course Descriptions, i 
Cultural Traits, Curriculum Guides, Labeling of Pcfrso^ Learn 
ing Activities, Organizations Groups, Postsecondary EWcation, 
Psychological Needs, Slpcial Bias, Vocational Education, 
Workbooks 
Identifiers— Military Curriculum Project 

Both teacher and student materials are included in this guide for a 
postsecondary course mtended to provide training in the psychological 
aspects of confrontation, disturbance, oi disorder. One of a number 
of military -developed curriculum packages selected for adapiauon to 
vocational instruction and curriculum development m a civilian set- 
ting, the course consists of six lessons covering thirty-five hours of in- 
struction. Subject matter for the course focuses on social science con* 
cepts, the psychology of crowds and mobs, the personal 'recognition of 
discrimination and prejudice, minority groups and their contributions 
to the United States, and analyzing reports. The plan of instruction, 
which suggests number of class hours to be devoted to each objective, 
is based on the following outline: Personal Perception (2 hours). 
Social Science Concepts and Theory (11 hours). Prejudice, 
Discriminati^, and Minority Groups (8 hours). Crowds and Mobs (5 
hours), After-Action Reports (3 hours), and^tudent Reports (6 
hours) The course relies heavily on outside rea^g and individual ac 
tivities. Les&on plans, behavioral objectives, textual material, and 
lists of additional readings are included along with suggested films and 
transparency sets (not included). Activities are directed at raising In- 
dividual awareness of the social and psychological problems inherent 
in the imposition of authority on minority grotrps, correction and/or 
recognidng discrimination and prejudice on the part of individuals 
and the system, and developing strategies for handling these pro- 
blems It is noted that material is applicable to police training, teacher 
education, or supervisory courses. (MEK). 

ED 183834 * CE024 399 

MiliUry Carrlcala for Vocational & Technical Education. Diver Se* 
coiid Class, 15^3. ^ 

Naval Diving and Salvaging School,^ Washington, ^.C. Ohio 
State Univ. Columbus. Natioiial Center for Research in Voca- 
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^ » ' donal Education 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. . 
Pub Date— 76 , ^ ' 

Pub Type— Guides/ hilethods/Tech niques— Classroom 
• Usc^Instnictional Materials (051). Guidcs/Methods/Techni- 
qucs— Classroom Use— Teaching Guides (052) 
E0RS Prke-Mn8/FC81 Plos PosUge 

Descriptors— •Equipment Maintenance, •Equipment Utilization, 
•Navigation, •Seafarers, •Team Training, •Trade and Industrial 
Educatidn, Behavioral Objectives, Course Descriptions, Cur- 
riculum Guides, First Aid, High Schools, Leamipg Activities, 
Meteorology, Physical Fitness, Postsecondary Education, Skilled 
Occupations, Teaching Guides,* Welding, Workbooks 
IdentlHers— Diving, Marine Equipment, Marine Occupations, 
Military Currictilum Project, Scuba Divers 
This curriculum outline, student guide, and instructor giHde for a 
sccondary-postsccondary-lcve! courte in scuba diving (divtr second 
class) is one of a number of military-developed curriculum packages 
sdected for adaptation to vocational instruction and curriculum^ 
development in a civilian setting. Purpose stated for the 425-hour 
course is to provide training necessary to perform operational ac- 
tivities and maintain open circuit scuba surface supplied air diving 
equipment and related accessories/ equipment as a member of a team. 
The plan of instruction suggests number of lessons and hours of 
classroom and laboratory time for twelve units: Physical Condition- 
ing, Diving Physics, Medical Aspects of Diving, Open Circuit Scuba 
Diving, Diving (Orientation, Underwater Basic, Underwater Advanc- 
ed, Lightweight Diving, Underwater Tools, Underwater Cutting and 
^ Welding, Diving Equipment Repair, and Hyperbaric Chamber. The 
curriculum outline describes objectives and lesson duration and lists 
equipment needs and references. Contents of the student guide in- 
clude objectives and information, assignment, job, and notetaking 
sheets. The instructor guide contains objVtives, outline of instruc- 
tion, and student and instructor activities. An additional military div- 
ing manual is recommended with the note that it may be obtained 
from the Government Printing Office. The course could be used in a 
group situation or adapted for individual study; (VLB). 

ED 183835 C:E024400 
MQltary Cairkda for Vocationil fc Technical Educatiom Fabric 

Repair Spedalistt 18-1, 
Army (Juartcrmastcr School, Ft. Lee, Va. Ohio State Univ. 

Columbus. National Center for Research in Vocational Education 

Spons Agency— Bureau of Occupatibnal and Adult E<lucation 

(DHEW/OE), Washmgton, P, 0. 
Pub Date— 76 * • +- 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Instructional Materials (05 1) 
EDRS Price-MF08 P!is PosUge. PC Not Available from EDRS 
Descriptors— •Clothing Instruction, •Occupational Home 
Economics, •Sewing Instruction, •Sewing Machine Operators, 
•Textiles Instruction. Adult Vocational Education, Behavioral 
Objectives, Course Descripdons, Curriculum Guides, Learning 
Activities, Needle Trades* Postsecondary Education, Secondary 
Education, Workbooks y 
Identifiers— Canvas, Sewing Machine Repairer^ Webbing 

Designed to provide a knowledge of skills required to alter and 
repair individual clothing, textile* canvas, and webbed items, the 
materials indude teachbg guides, student workbooks, and texU. One 
of a number of milltary*developed curriculum packages selected for 
adaptation to vocational instruction and curriculum development in a 
dvilian $ettin|» the course Is divided Into nine subject areas covering 
218 hours of instruction. Subject area^ and number of^Iessons and 
total hours are as follows: (I) Inspecting, Marking, Classifying, Resiz* 
ing (3 lessons, 3 hours), (2) Hand Sewing Clothing (i lesson, 1 hour), 
(3) Qothing and Textile Repair, Sewing Machines (fl lessons, 18 
hotirs)» (4) Machine Sewing Clothing and Textiles (13 lessons, 46 
hours)* (5) Clothing and Textile Shop Operations (2 lessons, 14 hours, 
(0 Nomenclature, Inspection, Hand Repairs to Canvas (7 lessons, 24 
hof£rs), (7) Canvas Repair Sewing Machines (14 lessons, 30 hours), (8) 
Canvu Repair Shop Operations (1 lesson, 14 hours)^ and (9) Tailoring 
(12 lessons, 68 houn). , Printed instructor materials include lesson 
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plans with both objectives and text references. Practical and written 
exams for subject areas 6-8 listed above are also included. « Student 
workbooks and texts include many drawings. Videoupcs suggested 
under audiovisual aids are not included. (MEK). 

ED 183 836 ^ CE 024 401 

Military Curricula for Vocational & Technical EdncatioD. Fabricatton 

and-Parachote Specialist, 18-2. . 
Ohio State Univ. Columbus. National Center for Research m Voca- 
tional Education. Technical Training Center ,r Chanute 
AFB,1U 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
Pub Date— 78 

Pub Type— Guides/ Methods/ Techniques— Classroom 
Use— Instructional Materials (051). Guidcs/Methods/Techni- 
qu«— Classroom Use— Teaching Guides (052) 

EDRS Price-MFDl/Pao Pios^ostage 

Descriptors— •Sewing Instruction, •Sewing Machine Operators, 
Behavioral Objectives, Clothing Instruction, Course Dcscnp- 
tions. High Schools, Learning Activities, Needle Trades, Occupa- 
tional Home Economics, Posjfecondary Educauon, Textiles In- 
struction, Workbooks 
Identifiers— Military Curriculum Project, Parachutes 

This teaching guide and student workbook for a 157-hour course in 
textile and sewing instruction is one of a number of military-developed 
curriculum packages selected for adaptation to vocationalmstruction 
and curriculum development in a ciWlian settmg. The twelve lessons 
include, textilt terminology, hand and machine-sewn seams, and 
operation and maintenance of sewing machines. Parachutes and flight 
clothing are used as examples for study in the mstructional materials. 
The plan of instruction, which suggests number of hours of class time 
devoted to each objective, is divided into three blocks with separate 
titles. Block I, Sevang Principles and Lightweight Sewing Machines, 
, consists of seven lessons: Textile Terminology (2 hours). Hand Sfwn 
Seams (6 hours). Hardware Installation (2 hpurs). Operation/* 
Maintenance of Class 31 Sewing Machine (22 hours>i-Machine-Scwn 
Seams (19 hours), Identification/Cons truction/Maintenancc of Per* 
sonn^Organiza^onal Clothing (23 hours), and Tcclinical Order 
Diagram and Blueprint Interpretation (4 hours). Block 2, Textile 
Fabrication and Medium Weight Sewing 'Machines, contains three 
lessons: OperaCton and Maintenance of Class 1 1 1 S^ing Machmes 
(27 hours). Pattern Design and Layout (5,hours). Block 3, Parachute 
Systetns Repair and Special Sewing Machines, consists of two lesspns. 
Personnel Parachute Repair Using Class 31 Sewing Machide (16 
hours) and Operation and Maintenance of Class 7 Sewing Machine (6 
tunirs). Instructor materials include criterion objectives and list of 
support materials needed. The student study guides/workbooks 
parallel this plan of instruction and contain objectives, information 
(text) and exercises. (Films referenced are not provided. ) (MEK). 

ED 183 837 CE 024 402 

MiUtary Carricda for Vocatioital*& Tedudcal Educatloiu Sewing 

TOaddne MitatcgtBce, 18-3. 
Ohio State Univ. Columbus. National Center for Research in Voca- 
tional Education. Technical Training Center, Chanute 
AFB,II1 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington,^D. C. 
Pub Date— 78 

Pub Type— Guides/ Methods/Techniques — Classroom 
Use— Instructional Materials (051). Ouides/Methods/Techni- 
ques--Classroom Use— TeachingOuides (052) 
£DRSPfke-MF01/PC05P!isPo8Ut2e ^ 
Descriptors— ♦Equipmint Maintenance, •Machine Repairen, •Trade 
and Industrial Education, Behavioral Objectives, Course Descrip* 
tions» Curriculum Guides* High Schools, Learning Activities, 
Postsecondary Education, Workbooks 
Identifiers— Military Curriculum Project, Sewing Machine Repairen 
This teaching guide» student study guide, and student workbook are 
designed for self- or group^paced instruction in skill and knowledge 
areas needed for sewhg maintenance. They constitute one of a 
number of military-developed curriculum packages selected for adap* 
tation to vocational instruction and curriculum development in a 
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civiiian setting The instructor materials (pclude an outjine^pf student 
qualitative requirements and a plan of instruction defaihng criterion^ 
objccti^, duration of the lessons, and support materials needed. 
Student materials include objectives, Information (texO» references, 
and activities or written exercises. The scope of trainirtg includes 
structural a|id functional features, inspection, timing, adjustment, 
troubleshooting malfunctions, and overhaul of sewing 'hiachlnes used 
in the repair of parachutes, fabric, and leather materials. (MEK). 

EDlto838 CE 024 403^' 

Military Canictila for Vocatlotal & Technkai Education, Materiel 

Facilities Specialist, 19*1. 
Air Force Training Command, Lowry AFB, Colo. Ohio Slate 

Univ. Columbus. National Center for Research m Vocational 

Education 

Spons Agency— Bureau of Occupational and' Adult Education 

(DHEW/OE), Washington, D. G. - 
Pub Date— 78 

Pub Type — Guides/Methods/Techniques— ,Classroom 
Use— Instructional Materials (051). Guidcs/Methods/Techni- 
qucfir-=€hissroom Use— Teaching Guides (052) 
EDRS PriceX.Mf03 Plos PosUge. PC Not Available from EDRS 
Descriptors— • Data Processing, •Facility Inventory, ♦Storage, •Sup- 
plies, •Warehouses, Behavioral Objcttivcs, Course Dcynptions, 
Equipment, Equipment Storage. High Schools, Learning Ac^ 
tivitic^, Postsecondary Education, Programed Instructional 
Materials, Semiskilled Occupations, Textbooks, Vocational 
Education ^ 
identifiers— Militaxy Curriculum Project 

These programmed student texts fpr secondary -postsecondary- 
level course for a material facilities specialist are one o^ a number of 
military-developed curriculum packages selected for adaptation to 
vocational instruction and curriculum development in a civilian set- 
ting Purpose stated for the sixty-three-hour course is tp provide 
knowledge in the physical handling of supplies and equipment, par- 
ticularly in reccivingi prepanng for storage^ storing, segregating, 
maintaining inventory, delivering, and preparing for shipment. The 
course consists of four subject matter blocks; Intr6ductionX2 lessons, 
5 hours). Data Processing (6 lessons, 12 5 hours), Stor;age Functions' 
(7 lessons, 23-hours), and Materiel Processing (7 leuons, 23*J houp). 
J^rinted teacher materials are limited to a coursp chart inlhcrfting 
lesson topics and instructional hours Student programmed texts con- 
'tain objectives, informative materials, review exercises, and answers. 
(YLB)t . . ^ K ^ 
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Gardner, David C. And Others 

Allied Health Tcacher^s MaDoal. Prelect HIRBf 

Boston Univ. Mass* School of Education / 

Spons Agency— Office of Education (DHEW), Washington, DC. ^ 

Pub Date— 79 ' ( 

Contract— GOO770 1947 ^ ^ 

Note— I4lp. ; For related documents sets CE 024 117-11*8, CE 024407^^ 

424, and CE 024 740 ^ 
Pub Type — Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (051). Guidcs/Methods/Tcchni- 

ques— Classroom Use— Teaching Guides (052) 
EDRS Price— MF01/PC06 PIqs Postage 

Descriptors— •Allied Health Occupations Education, •Allied He^th 
^ Personnel, •AutoinstructionaJ Aids, •Learning Disabilities, 
•Remedial Instruction, •Vocabulary Development, Allied Health 
Occupations, Audiovisual Instruction, Dictionaries, Hospitals, 
Housekeepers, Instructional Materials.- Learning Activities, 
Mastery Tests, Medical Services. Mild Mental Retardation, Pro- 
blem Sets, Secondary Education, Small Group Instruction, 
Teaching Guides. Vocabulary, Vocational Education 
Identifiers— Project HIRE 

Designed as supplemental material to on going, instruction m the 
vocational program, this teacher's manual to the Allied Health series 
is intended to accompany three dictionary booklets^ (available as CE 
024 4<n-409) for use by handicapped studenu to help ^em master the 
core vocabulary taught in the trade. Information presented in the 
manual includes an introduction to the materials, student outcomes, 
teaching suggestions, an alphabetical index to (he ;^ocabulary taught 
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in the series, 'and use of the materials. Answer keys are given for the 
activity sEe^ts and check-up pages which accompany each of the four- 
teen lessons in this set. 'Master' copies of the activity sheets and 
check-ups are also provided, informative inaterials on Project HIRE 
which developed these materials, occupational mformation, and an 
annotated bibliography of selected materials are appended. This is 
one of five series of materials developed by Project HIRE. The two- 
volume finid report of the project is available as CE 024 117 and CE 
024 i 18. Sec Note for the other series. ) JYLB). 

ED 183 840 CE 024 407 

Gardner. David C. And Others 

Allied Health Dictionary' L Project HIRE,' 

Boston Univ, Mass. School of Education 

Spons Ageiwy—Officoof Education (DHEW), Washington, D.C. 

Pub Date— 79 

O^act— GOO770I947 

Note— i04p. ; For related documents see CE 024 1 1 7-1 18, CE 024 406- 

424, and CE 024 740 
Pub Type — Guides / Methods/ Techniques— Classroom 

Use— I nstructional Materia.ls (051). Reference 

Material^- Vocabularies/Classifications (134) 
EDRS Price— MF01/PC05 PlusPostage 

Descriptors- •Allied Health Occupations Education, *Autoinstruc- 
tion_al Aids, •Hospitals, •Learning Disabilities, •Remedial In- 
struction. •Vocabulary Development^ Allied Health Occupations, 
Allied Health Personnel, Audiovisual Instruction, Definitions. 
Dictionaries, Housekeepers, Individual Instruction, Instructional 
Materials, Medical Services, Secondary Education, Small Group 
Instruction, Vocabulary, Vocational Education 
Identifiers— Project HIRE 

Designed^ as supplenj«ntai material to on-going instruction in the 
vocational program, ih'is firsi of three picture dictionary booklets in 
the Allied Health series is intended to assist the learning handicapped 
student to master the core vocabulary taught in the trade. Intended 
for individual or ^mall group instruction with rpinimal supervision, 
this module contains seven lessons (I) The Hospital, (2-3), Hospital 
^Workers, (4) Hospital Support Departments^ (5) Diagnostic Depart- 
ments, and (6-7) Patient Care Units. The format for each lesson in- 
cludes (I) general directions, with a list of words taught in that lesson, 
and (2) each word presented on a separate page with-a representative 
picture and simple definition, (The module is intended for use with a 
cassette tape and flash cards. ) An alphabetical index to the 
vocabulary words in the module is given at the bacK of the booklet. 
Two other dictionaries in this series are available as CE 024 408 and * 
CE 024 409. An accompanying teacher*s manual is available separate- 
ly as CE 024 406, (This is one of five series of materials developed by 
Project HIRE. The two-volume final report of the project is available 
asCE024 il7andCE024 118. Sec Note for the other series )(YLB). 

;EDaS384l CE 024 408 

0ardj?er, David C. And Others 
f Allied Health Dictionary 2. Project HIRE. 

Boston Univ, Mass. School of Education 

Spons Agency— Office of Education (DHEW), Washington^ D.C 

Pub Date— 79' 

Contract— GO0770 1 947 

Note— 46p.^ For related documents see CE 024 1 17-118, CE 024 406- 

424, and CE 024 740 
Pub Type— Guide s/ Method s/ Techniques— Classroom 

Use— instructional Materials (051), Reference 

Materials— Vocabularies/ Classifications (134) 
EDRS Price-Mroi/PC02 Plus Post&ge 

Descriptors— •Aliftd Health Occupations Education, *Autoinstruc- 
tional Aids, •Learning Disabilnfes, •Medicalservices. *Remeaial 
instruction, •Vocabulary Development, Allied Health Occupa- 
tions. Allied Health Personnel, Audiovisual Instruction, Defini- 
tions. Divtionacies, Hospitals, Housekeepers. Individual Instruc- 
tion, Instructional Materials, Secondary Education. Small Group 
Instruction. Vocabulary, Vocational Education . 

Identifiers— Project HIRE 

Designed as supplemental material to on-going instruction in the 
vocational program, this sect)nd of three picture dictionary booklets 
in the Allied Health series is intended to assist the learning handicap- 
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pcd student to iliastcr the core vocabulary taught 4n the trade. Intend* 
ed for individual or small group mstniction wiihuuniraal supervision, 
this module contains four lessons: (1) Body Positions, (2) Bed Posi- 
tions, (3) Travel Aids, and (4)' Wheelchair. The format for each I«son 
includes (1) general directions, with list of words taught in^that 
lesson, and (2) each word presented on a separate page with a 
representative picture And simple defmition (The module' is intended 
for use with a cassette tape and flash cards, ) An alphabetical index to^ 
the vocabulary words in the module is given at the back of the 
booklet. Two other dictionaries in this series are available as CE 024 
407 and CE^ 409. An accompanying teacher's manual is available 
separately asXE 024 406. (This is one of five series of materials 
developed by Vroject HIRE The two-volume final report of the pro- 
ject is available as CE 024 1 17 and CE 024 1 18. Sec Note for the other 
serib.)(YLB). 

ED183W2 CE 024 409 

Gardner, David C. And Others 
Allkd Health Dictionary 3. Prelect HIRE* 
Boston UniV; Mass. School of Education 
Spons Agcnty— Office of Education (DHEW). Washington, D.C. 
Pub Date— 79 
Contract— G007701947 

Note— $0p. , For related documents se^ CE 024 1 17 1 18, CE 024 406- 

424randCE024 740 
Pub Type— Guides /Met hods /Techniques— Classroom 

Use— Instructional Materials (051). Reference 

Materials— Vocabularies/Classifications (134) 
EDRS PTkc-:MF01/PC02 Phs Postage 

Descriptors— •Allied Health Occupations Education, •Autoins/ruc- 
tional Aids, •Housekeepers, •Learning Disabilities, •Remedial In- 
struction, •Vocabulary Development, Allied Health Occupations,' 
Allied Health Personnel, Audiovisual Instruction, Definitions, 
dictionaries. Hospitals, Individual Instruction, Instructional 
Materials, Medical Services, Secondary Education, Small Group 
Instruction, Vocabulary, Vocational Education 
Identifiers— Project HIRE 

Designed as supplemental material to on-going instruction xm the 
vocational program, this third of three picture dictionary booklets in 
^e Allied Health series is intended to assist the Iduning handicapped 
student to master the core vocabulary taught in the trade Intended 
for mdividual or small group instruction with minimal supervision, 
this module contains three lessons: (1) Housekeeping Supplies, and (2- 
3) Housekeeping Tools. The format for each lesson mcludes (1) 
general directions, with a list of words taught in that lesson, and (2) 
each word presented on a separate page with a representative piciiue 
and simple definition. fThe module is mtended for use with a cassette 
tape and flash cards. ) An alphabetical index to the vocabulary words 
in the module is given at the back of the booklet. Two other dic- 
tionaries in this series arc available as CE 024 407 and CE 024 408 An 
accompanying teacher's manual is available separately as CE 024 406 
(This is one of five series of materials developed by Project HIRE 
The two-volume final report of the project is available as CE 024 1 17 
andCE024118. Sec Note for the other series. (VLB). 



ED 183 

Gardner, david C. And Others 
Arc Wdd^ Teacher's MaoaaL Proicct HIRE. 
^ Mass. School of Edudition 
lAgcncy— 6fficc of Education (DHEW), Washington, D.C. 
Pub Date— 79 

Contract— G007701947 - 

Note-147p. , For related documents see CE 024 m i 18, CE 024 406^ 

424, and CE 024 740 
Pub Type— Guidcs/M^thods/Techniques— Classroom 

Use— Instructional Materials KOSl). Guides/hJethods/Techni- 

ques— Classroom U$e— Teaching Guides (052) 
EDRS Price*~MF01/P€06 Phs Postase 

Descriptors— •Autoi^tructional Aids, •Learning Disabilities, 
•Remedial InsflWon, ^rade and Industrial Education, 
♦Vocabulary Development, •Welding, Audiovisual Instruction, 
Dictionaries, IiUtructional Materials, Learning Activities, 
Maitery Tests, MQd-Mental Retardation, Problem Sets, Secon- 
ds Education, Small Group Instruction, Teaching Guj|^es, 



Vocabulary, Welders 
Identifiers— Project HIRE 

Designed as supplemental material to on-going instruction in the 
vocational program, this teach^'s manual to the Arc Welding series is 
mtended to accompany three dictionary booklets (available as CE 024 
41 1, CE 024 412, and CE 024 413) for u$e by handicapped students to 
help them master the core vocabulary taught m the trade. Informa^n 
presented m the manual mcludes an introduction to tHe materials, stu- 
dent outcomes, teaching suggestions, an alphabetical index to the 
vocabubCry taught m the scnes; and use of the materials. Answer keys 
are given forlhe acuvity sheets and check-up pages which accompany 
each of the fourteen lessonsi5Q this set. 'Master* copies of the activity 
sheets and check-ups are ^so provided. Informative nwtterials on 
Project HIRE, which d^eloped these materials, occupational in- 
formation, and an annotated bibliography of sdected materials are 
appended, '(This is one of five series of materials developed by project 
HIRE, The two-volunle final report of the project is available as CE 
024117andCE024 11?. See Note for the other series, ){YLB). 
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Gardner, David C And Others 
Arc Welding Dictioaary 1. Project HIRE. 
Boston Univ. Mass. School of Education 
Spons Agency— Office of Education (DHEW), Washmgton. D.C. 
Pub Date— 79 
Contract-G00770l947 

Note— 67p. ; For related documents see CE 024 1 17-1 18. CE 024 406- 

424, and CE 024 740 
Pub Type— Guides/Methods/Techniques— Classroom 
Use — Instructional Materials (051).- Reference 
Materials— Vc^bularies/Classifications (134) 
EDR? Price^MF01/PC03 PIbs PosUge 

Descriptors- •Autoinstruclional Aids, •Learning Disabilities, 
- •Remedial Instruction, ♦Trade aijd ^ Industrial Education, 
•Vocabulary Development, •Welding, Audiovisual Instruction, 
Pefinitions, Dictionaries, Individual Instruction, Instructional 
Materials. Secondary Education, ' Small Groill) Instruction, 
Vocabulary, Welders 
Identifiers— ProjccrHIRE i 

Designed as supplemental material to on-gomg instruction in the 
vocauonal program, this fint of three picture dictionary booklets in 
the Arc Weldmg series is mtended to assist the leammglumdicapped 
student to master the core vocabulary taught m the trade. Intended 
«^or mdividual or small group instruction with minimal supervision, 
this module contains four lessons. (I) Safety. (2) Outer Clothes, (3) 
Operat^n of Eqmpment, and (4) Work Area. The format for each 
lesson IS (1) general duections. including a list of words taught in that 
lesson, and (2) each word « presented on a separate page >vith a 
representative pjc^jire and simple definition. (The module is intended 
f<w use with a cassette tape and flash cards. ) An alphabetical index to 
the vocabtila^ words in the module is given at the back of the 
booklet. Two other dictionaries m this series are aVaUable as CE 024 
412 and CE 024 413. An accompanymg teacher's manual b av^ble 
separately as CE 024 410. (This is one of five series of materials 
developed by Project HIRE. The two-volume final report of the pro- 
•J3E 024 410 ject is available ^CE0241l7andCE024118^Sec Note for the other 




series. ) (Yl-B). 

ED 1838451' ^ 6^024412 

Gardner. ^izyidC. And Others 
Arc WeMiag DktioBary 2. Proicct HIRE* 
Boston Univ. Mass. School of Education 
Spons Agency— Office of Education CDHEW), Washington, D C 
Pub Date— 79 ^ k 

Contract-G00770l947 ? 
Note-7ip. ; For related documents see CE 024 1 17 118. CE 024 406- 

424, and CE 024 740 
Pub Type— Guides /Methods/Techniques— Classroom 

Use — Instructional Materials (051). Reference 

Materials— Vocabularies/Classifications (134) 
EDRS Pr(ce-MF01/PG03 Phn Pwtage 

Descriptors- •Autoinstfuctioni^ Aids, ^Learning Disabilities, 
♦Remedial Instruction, ♦Trade and Industrial Education, 
•VociUnilary Development, ♦Welding, Audiovisual Instruction, 
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Instniction, instructional 
Small Group Instructioji, 



DeHmtions, Dictionaries, Individy 

M»tcriak. Secondary Educatiop^ 

Vocabulary, Welders 
Idcntifien— Project HIRE 

Designed as supplemental material to on^going instruction in the 
yocaiionad program, this second of three pi«urc dictionary booklets 
in the Arc Welding scries is intended to assist the learning handicap- 
ped student to master the core vocabulary taught \n the trade. Intend- 
ed for individual or small group instruction with minimal supcFvision. 
this module contai{>s fourlessons: (1) Elecuode and ElecUode Code, 
(2) Equipment. (3) Welding TooU. and (4) Welding Materials. The 
format for each lesson includes (1) general directi<5ns, with a list of 
words taught in that lesson, and' (2) each word presented on a separate 
page with a representative picture and simple definition. The faodule 
is intended for use -with a cassette tape and fl^h cards. ) An 
alphabetical index to the .vocabulary words in the module is given at 
the back of the booklet. Two other dictionaries in this scries are 
available as CE 024 41 1 and CE 024 4l3jb An accompanying teacher's 
manual is available as CE 024 410. (This js one of five series of 
materials developed by Project HIRE. The twb-volume final report of^ 
the project is available as CE 024 1 17 and CE 024 1 18. Sec Note fdV 
the other series. ){YLB). 

ED 183846 \ -€£024413 

Gardner. David C. And Others 
Arc Wddiftg Dictionary 3. Project HIRE. 
Boston Univ. Mass. School of Education 
Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Dale— 79 • 
Contract— G007701947 

fNoie— 77p. ; For related documents sec CE 024 1 17-118, CE 024 406- 

424. and CE 024 740 
Pub Type— Guides/Mel hod s/TechniquM — Classroom 

Use — Instructional Mate/ials (051)). Reference 

Materials— ^'ocabularies/Classifications (134) / 
EDRS Pri<;e-P(iF01/PC04 Pins Postage / 
Descriptors— •Autoinsuuctional Aids, 'ir^ni^g Disabilities, 

•Remedial Instruction. •Trade and Industrial Education, 

•Vocabulary Development. 'Welding, Audiovisual Instruction. ' 

I>efinitions, Dictionaries, Individual Instruction. ItisirUctional 

Niaterials, Secondary Education, Small Qroup Instruction, 

Vocabulary, Welders 
Identifiers- Project HIRE 

Designed as supplemental material to on-going instruction in the 
vocational program, this third of three picture dictionary booklets m 
the Arc Welding series is intended to assist the learning handicapped 
student to master the core vocabulary taught in the uade. Intended 
for individual or small group instruction with minimal supervision, 
this module contains six lessons: (1) Groove Welds, (2) Welding Sym- 
bols, (3) Basic Joints. (4) Parts of a Weld, (5) Welds, and (6) Measure- 
ment. The format for each lesson is (1) general directions, including a 
list of words taught* in that lesson, and (2) each word presented on a 
separate page with a representative picture and simple definition. 
(The module is intended for use with a cassette tape and flash cards. ) 
An alphabetical index to the vocabulary words in the module is given 
at the back of the booklet. Two other dictionaries in this scries are 
available as CE 024 41 1 and CE 024 412. An accompanying teacher's 
manual is available separately as CE 024 410. (This is one of five 
series of materials developed ^y Project Hire. The two-volume final 
report of the project is available as CE 024 1 17 and CE 024 1 18. Sec 
Note for the other series. ) (YLB). 



ED 183 847 CE 024 414 

Gardner. Davfd C. And Others 

Cdiwry Arts Teachers MaiioaL Project HIRE, 

Boston Univ. Mass. School of Education 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 79 a 

Contract— G00770 1147 ^ 

Note— I60p. ; For related documents see CE 024 117-1 18, CE 024 406- 
424. and CE 024 740 

Pub Type— Guides/ Met hods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Frfce-NfFOl/PCO? Pins Postage 



Descriptors— •Autoinstructional Aids, •Cookmg Instruction, •Lear- 
ning Disabilities. 'Occupational Home Economics, 'Remedial In- 
struction,^* Vocabulary Development, Audiovisual Instruction, 
Cooks,t Cfictionarics, Food Service, Food Service Occupations, 
Food Service Workers, Foods Instruction, Instructional 
_ Materials, Learning Activities, Mastery Tests, Mild Mental 
Retardation, Problem Sets, Secondary Educauon. Sraaif Group 
Instruction, Teaching Guides, Vocabulary 
Identifiers— Project HIRE 

Designed as supplemental material to on-going instruction in the 
vocational program, this teacher's manual to the Culmary Arts series 
is intended to accompany three dicUonary bookletj^j^l^able as CE 
024 415-417) for use by handicapped students to Jji^lp'them master the 
core vocabulary taught m the uade, Informauon presented in the 
manual includes an inuoductipn to the materials, student outcomes, 
teaching suggestions, an alphabetical mdex to the vocabulary taught 
in the series, and use of the materials. Answer keys are given for the 
activity sheets and check-up pages which accompany each of the fif- 
teen lessons in this set. 'Master' copies of the acUvity sheets and 
check-up are also provided. Informative materials on Project HIRE 
which developed these materials, occupational mformauon, and an 
annotated bibliography ^f selected materials are appended. (This is 
one of five series of materials developed by Project HIRE. The two- 
volume fiital report of the project is available as CE 024 1 17 and CE 
024 I le. Sec Note for the other series. ) (YLB). 



ED183848 CE0244I5' 
GardntT, David C. And Others 
Colinary Arts Dictionary 1. Project HIRE. 
Boston Univ. Mass. School of Education 
Spons Agency— Office of Education (DHEW), Washington. D.C. 
Pub Date— 79 
Conti;^t— G0077OI947 

Note— 82p. : For related documents sec CE 024 1 17-118, CE 024 406- 

424, and CE 024 740 
Pub Type— Guides/ Met hods/ Techniques — Classroom 
Use — Instructional Materials (051). Reference 
Materials— Vocabularies/Crassifications (134) 
EDRS Price-MF01/PC04 Plo^ Postage 

DescriptorsT-'AutoinstrucUonal Aids, 'Cooking Instruction, 'Lcar- 
ning piwibilities. 'Occupational Home Economics. 'Remedial In- 
struction, 'Vocabulary Development, Audiovisual Instruction, 
Cooks, Definitions. EHctionaries, Food Service. Food Service 
Occupations, Food Service Workers, Foods InstrucUon, In- 
dividual Instruction, Instructiooal Materials, Secondary Educa- 
tion, Small Group InstrucUon, Vocabulary 
Identifiers— Project HIRE ' 

Designed as supj)lemenlaJ material to on-gomg instrucUon m the 
vocational program, this fp*^of three picture dictionary booklets in 
the Culinary Arts scries is intended to assist the learning handicapped 
student to master the core vocabulary taught in the trade. Intended 
for individual or small group instruction with minimal supervision, 
this mC^ule contains five lessons: (I) $:utting; (2—3) Measuring, (4) 
Mixing, and (5) Straining. The format for each lesson includes direc-. 
tions, "With a list of words taught in that lesson, and (2) each wprd 
presented on a separate page with a representative picture and sim^ 
definition. (The module is intended for use with a cassette tape and 
* flash cards. ) An alphabetical index to the vocabulary words in the 
module is given at the back of thj^booklet. Two other dicnonanes in 
^his Series are available as CE 024 416 and CE 024 417. An accompa- 
nying teacher's manual js available separately as CE 024 414. (This is 
one of five series of materials developed by Project HIRE. The two 
volume final repoft of the project is available as CE 024 1 17 and CE 
024 118. SeeJ^ote for the other series.) (YLB). ' 

ED 183 849 CE 024 416 

Gardner, David C, And Others 
^ Collnary Arts Dictionary 2. Protect HIRE 

BostO!) Univ. Mass. School of Education # 
Spons Agtncy-Of fice of Education (DHEW). Washington. D.C. 
Pub Date— 79 
Contract— 0007701947 

Note— 73p.. ; For related documents see CE 024 1 17-1 18, CE 024 406- 
424. and CB 024 740 
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Pub Type — Gu id cs/ Methods/ Techniques — Classroom 
Use— Instructional Materials (051):, Reference 
Materials— Vocabularies/ Classifications (154) 

EDRS PTtee-MF01/PC03 Pins PosUge 

Descriptors— •Autoinstriictional Aids, •Cooking Instruction, •Lear- 
ning Disabilities, •Occupational Home Economics, •Remedial In- 
struction» •Vocabulary Development, Audiovi^al Instruction, 
Cooks, Definitions, Dictionaries, Food Service, Food Service 
Occupations, Food Service Workers, Foods Instruction. In- 
dividual Instrucuon, Instructional Materials, Secondary Educa- 
tion, Small Group Instruction, Vocabulary 
Identifiers— Project HIRE 

Designed as supplemental material to on-gomg instruction m the 
vocational program, this second of three picture dictionary booklets 
m the CuUnary Arts scncs is mtcndcd to assist the learning handicap-, 
ped student to master the core vocabulary taught in the trade. Intend- 
ed for individual or small group instruction with minimal supervision, 
this module contams four lessons. (1) Top of StOve Cookmg, (2) Fry 
mg and Sauiemg, (3) Fryuig aid Sautcmg, and (4> Baking and 
Storage. The format for each lessn mcludes (1> general directions, 
with a list of words taught m that lesson, and i2> each word presented 
on a separate page wiih a represenuuve picture and simple defmition. 
(The module is intended for use wiih a cassette upe and flash cards. ) 
An alphabeucal mdcx to the vocabulary words tn thyrfOd^e is given 
at the back of the booklet. Two other dictionaneyin^^ scncs are 
available as CE 024 415 and CE 024 417. An fcccggtSahying teacher's 
manual is available separately as CE 024 414. TThis is one of five 
scncs of materials developed by Project HIRE. The two-volume final 
report of the project is available as CE 024 1 17 and CE 024 1 18. Sec 
Note for the other series. ) (YBL). 
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ED 183850 

Gardner, David C. And Others 
Culinary Arts Dictionary 3. Project HIRE, 
Boston Univ. Mass, School of Education 
Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date— 79 
Contract-G007701947 

Note— 88p. . For related documents sec CE 024 117- 1 18, CE 024 406- 

424. and CE 024 740 
Pub Type— Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051). Reference 

Materials— Vocabularies/Classifications (13^ 
EDRS Price-MF01/PC04 Pits Postage 

Dcscnptors— •Autoinstruction^ Aids, •Cooking Instruction, •Lear- 
ning Disabihtics. •Occupational Home Economics, •Remedial In- * 
struction, Audiovisual Instruction, Cooks, Definitions, Dic- 
tionancs. Food Service, Food Service Occupations, Food Service 
Workers. Foods Instruction. Individual Insiruaion. Instructional 
Materials, Secondary Education.^ Small Group Instruction. 
Vocabulary, Vocabulary Devdopnicnt 
Identifiers— Project HIRE 

Designed as supplemental material to on*g6ing ^truction in the 
vocational program, this third of three picturcNlictionary booklets in 
the Cuhnary Arts senes is mtcnded to assist the leammg handicapped 
student to master the core vocabulary taught m the trade. Intended 
for mdivtdual ox small group instruction with minimal supervision, 
this module contains sut lessons. (1) Soups, (2) Vegetables, (3) Sauces, 
(4<5) McAU and (6) Desscru. The format for each lesson mcludes (1) 
general direcuons, with a list of words taught in that lesson, and (2) 
each word presented on a separatepage with a representative picture 
and smaple definit^n. (The module is intended for use with a cassette 
|apc and flash cards. ) An alphabeucal index to the vocabulary words 
in the module is given at the back of the booklet. Two other dfc- 
tionancsm this senes are available as CE 024 41 5 and CE 024 416. An 
accompanymg teacher *s manual is available separately as CE 024 414. 
(This IS one of five senes of flfatcnals developed by Project HIRE. 
The two-volume final report of the project is available as CE 024 117 
and CE 024 118. Sec Note for the other scries. ) (YLB). 
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ED 183 851 

Gardner, David C, AncfOthers 

Git^c Arts Teadiees MtciuL Project HIRE. 

Boston Ufjiv. Mass. School of EducAtion 



CE 024 418 



Spons Agency— Of f ice of Education (DHEW). Washington, D C 

PubDate-79 ^ ^* 

Contract-G007701947 X. 

Note-119p. ; For related documenu see CE 024 406-424, CE 024 II 7- 
1 18, and CE 024" 740 

Pub Type — Guides/ Met hods/Techniques — Classroom 
Use— Instructional Materials (051). Guides.' Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price-MF01/PC05 Pins PosUge 

Descriptors— ♦Autoinstructional Aids, 'Graphic Arts, •Learning 
Disabilities, ♦Printing. ♦Remedial Instruction, ♦Vocabulary 
Development, Audiovisual Instruction, Dictionaries, Industrial . 
Arts, Industrial Education, Instructional Materials, Learning Ac- 
tivities, Mastery Tests, Mild Mental Retardation, Problem Sets, 
Secondary Education, Semiskilled Occupations, Small Group In- 
struction, Teaching Guides, Vocabularj^ 
Identificn— Bindery Workers, Project HIRE 

Designed as supplemental material to on going instruction in the 
vocational program, this teacher's manual to the Graphic Arts series is 
mtcnded to accompnay three dictionary booklets (available as CE 024 
419, CE 024 420, and CE 024 740) for use by handicapped studehts to 
help them master the core vocabulary taught in the trade Infprmation 
presented m the manual includes an introduction to the niaterials. stu 
dent outcomes, teaching suggestions, an alphabetical index to the 
vocabulary uught in the scries, and use of the materials Answer keys 
are given for the acU\it> sheets and check up pages which accompany 
each of the nine lessons in this set. 'Master' copies of the activity 
sheets and check ups are alsp provided. Informative materials on 
Project HIRE which developed these materials, occupational in 
formation, and an annotated bibliography of Selected materials are 
appended. (This is one of five scries of materials developed by Project 
HIRE. The two-volume final report of the project is available as CE 
024117andCE024 118. Sec Note for the other series. )(%LB). 



ED 183852 



CE024 4r9 



Gardner. DaWd C. And Others 

Graphk Arts Dictionary 1. Project HIRE* 

Boston Univ. Mass. School of Education 

Spons Agency— Office of Education (DHEW), Washington. D C 

Pub Date— 79 

Contract— GO07701947 

Note— 72p. , For related documents sec CE 024 1 17-1 18, CE 024 406- 

424, and CE 024 740 
Pub Type — Guides/Methods/Techniques — Classroom 

Use — Instructional Materials (051). Reference 

Materials— Vocabularies/Classifications (134) 
EDRS Price-MF01/FC03 Pits PosUge 

Descriptors— •Autoinstructional Aids, •Graphic Arts, •Learning 
Disabilides, •Printing, ♦Remedial Instruction, ♦Vocabulary 
Development, Audiovisual Instruction, Dcfinitions^ictionaries. 
Individual Instruction. Industrial Arts, Industri^TEducation. In- 
structional Materials, Secondary Education, Semiskilled Occupa- 
tions, Small Group Instruction, Vocabulary 
Identifiers— Bindery Workers. Project HIRE 

Designed as supplemental material to on going instruction in the 
vocational program, this first of three 1)icture dictionary booklets in 
*the Graphic Arts series is intended to assist the learning handicapped 
student to' master the core vocabulary taught in the trade Intended 
for individual or small group instruction with minimal supervision, 
this module contains four lessons dealing with binding and printing 
The format for each lesson includes (1) general directions, with a list 
of words uught in that lesson, and (2) each word presental on a 
separate page with a represcnUtive picture and simple definition 
(The module is intended' for use witfi a cassette Upc and flash cards ) 
An alphabetical indo^ to the vocabulary words in the module is given 
at the bfick of the booklet. Two other dictionaries in this seri« are 
available as CE 024 420 and CE 024 740. An accompanying teacher's 
manual b available separately as-CE 024 418. (Thb is one of five 
scries of materials developed by Project HIRE. The two-volume final 
repoh of the project is available asCE024117andCE0241I8. Sec 
Note for the other scries. ) (YLB). 

£0183853 C:E 024,420 
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, Gnphk Arts Dictionary 2. Prolect HIRE. 

Boston Univ. Mass. School of Education 
, Spons Agency—Office of Education (DHEW), Washington, D.C. 

Pubnalc— 79 

Contract-G007701947 

Note— 62p, ; For related -documcnis see CE 024 1 17-118, CE 024 406- 

424. and CE 024 740 
Pub Typje—Ouides/Methods/Techniques— Classroom 

Use— Instructional Materials (0-51), Reference 

Materials— Vocabularies/Classifications ( 1 34) 
EDRS Pricc^MF01/PC03 PltB Postage 

Descriptors— •Autoinstructional Aids, •Graphic Arts, ♦Learning 
Disabilities, •Printing, •Remedial InstnicUon, •Vocabulary 
Development* Audiovisual Instruction, Definitions, Dictionaries, 
Individual Instruction, Industrial Arts, Industrial Educalron, In- 
structional Materials, Secondary Education, Semiskilled Occupa- 
tions, Small Group Instruction, Vocabulary 
Identifiers— Bindery Workers, Project HIRE 

Designed as supplemental material to on-going instruction in the 
vocational program, this second of three picture dictionary booklets 
in the Graphic Arts series is intended to assist the learning handicap- 
ped student to master the core vocabulary taught in the trade. Intend- 
ed for individual or small group mstructJO»with minimal supervision, 
this module contains three lessons dealmg with bmding and pnntmg. 
The format for cAch lesson mcludcs {\) general directions, mcluding a 
list of words uught in that lesson, and (2) each word presented on a 
separate page with a representative picture and simple defmition. 
(The module is intended for use witka cassette tape and flash cards. ) 
An alphabetical index to the Vocabulary wo;ds in the module is given 
at the back of the booklet. Two other dictionancs m this scnes are 
available as CE 024 4i9 and CE 024 740. An accompanymg teacher's 
manual is available separately as CE 024 418. (This is one of five 
scnes of materials developed by Project HIRE. The two^olume fmal 
report of the project is available as CE 024 1 17 and CEt^ 1 18. See 
Note for the other series. ) (YLB). 



ED 183 854 C:E024421 

Gardner, David C. And Others 

Upbolstery Teacher's Mannal. Project HIRE, 

Bostpn Univ. Mass. School of Education 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 79 

Contract-G007701947 

Note— 1 34p. ; For related documents sec CE 024 1 1 7-1 1 8, CE 024 406- 

424. and CE 024 740 
Pub Type — Guides/ Methods/Techniques— Classroom 
. Use— Instructional Materials (051K Guides/Methods/Tcchni- 

ques— Qassroom Use— Teaching Guides (052) 
EDRS Price-MFOi/PC06 Pho Postage 

Descriptors— •Autoinstructional Aids, •Furniture, ♦Learning 
Disabilities, •Remedial Instruction, •Repair, •Vocabulary 
Development, Audiovisual Instruction, Dictionaries, Instruc- 
tional Materials, Learning Activities, Mastery Tests, Mild Mental 
Retardation, Problem Sets, Secondary Education, Semiskilled 
Occupations, Small Group Instruction, Teaching Guides, Trade 
and Industrial Education, Vocabulary 
Identifiers— Project HIRE, Uphobterers 

Designed as supplemental material to on-going instruction in the 
vocational program, this teacl^cr's manual to the Uphobtery series is 
intended to accompany three dictionary booklets (available as CE 024 
422, CE 024 423, and CE 024 424) for use by handicapped students to , 
help them master the core vocabulary taught in the trade. Information 
presented id the manual includes an introduction to the materials, stu- 
dent outcomes, teaching suggestions, an alphabetical index to the 
vocabulary taught in the series, and use of tfie maferials. Answer keys 
are given for the activity sheets and check-up pages which accompany 
each of the thirteen lessons in this set. 'Master' copies of the activity 
sheets and check-ups are also provided. Informative materials on 
Project HIRE which developaJ these materiab, occupational in- 
formation, and an annotated bibliography of selected materials are 
appended. (This is one of five series of materials developed by Project 
HIRE. The two-volume final report of the project is {ivailable as CE 
024 1 17 and CE 024 1 18. Sec Note for the other series. ) (YLB). 



ED 183 855 CE 024 422 

Gardner, David C. And Others 
, Upholstery Dictionary 1. ProjwiJjaE. 
Boston Univ. Mass. School of Education c 
Spons Agency-X)fficc of Educati6^n (DHEW), Washington. DJt. 
Pub Date— 79 / 
Contrart— G007701947 ^ * 

Note— 91p. ; For related documents see CE 024 1 17-1 18, CE 024 406- 

424, and CE 024 740 • . • 

^ub Type— Guides/ Methods/Techniques— Classroom 
I Use— Instructional Materials (051). Reference^ 

Materiab— Vocabularies/Classifications (134) 
EDRS Price— MF01/PC04 Plus PosUge 

Descripto^— •Aulfinstnictioi^ Aids, •Furniture, •Learning 
Disabilities, •Remedial' Instruction, •Repair, ♦Vocabularyy 
Development, Audiovbual Instruction, Definitions, DictiormricsJ 
Iif dividual Instruction, Instructional Materiab, Secondary Educ 
tion, Sembkilled Occupations, Small Group Instruction, Tracj 
and Industrial Education, Vocabulary 
Identifiers— Project HIRE, Upholsterers 

Designed as supplemental material to on-going instruction in (he 
vocational program, thb first of three picture dictionary booklet/ in 
the Uphobtery series b intended^ to assist the learning handicajj 
student to master the core vocabulary uught in the trade. Int^ided 
for individual or ^mall group instruction with minimaf^m^^vbion, 
thb module contains sixjessons: (1-2) Caning, (3) Gluing, (4) Webb- 
ing, (5) Springing, and (6) Applying Burlap and Roll Edge. The for 
mat for each lesson includes (1) general directions, including a Ibt of 
words uught in that lesson, and (2) each word presented on a separate 
page with a represenutjve picture and simple definition. (The module 
is intended for use with a cassette upe and flash cards. ) An 
alphabetical index to the vocabulary words in the module b given at 
the back of the booklet. Two other dictionaries in this series are 
available as CrE 024 423 and CE 024 424. An accompanying teacher's 
manual b available separately as CE 024 421 . (This is one of five 
series of materiab developed by Project HIRE. The two-volume final 
report of the project b available as CE 024 1 17 and CE 024 1 18. Sec 
Note for the other series. ) (YLB). 

ED 183 856 CE 024 423 

Gardner, DaWd C. And Others 

Uphobtery Dktlooary 2. Project HIRE, 

Boston Univ. Mass. School 6f Education 4 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 79 

Contract— G007701 947 

Note— 74p. ; For related documents sec CE 024 1 17-1 1 8, CE 024 406- 

424, and CE 024 740 • ' f 
Pub Type— Guides/ Methods/Techniques- Classroom 

Use— Instructional Materials (051). Reference 

Materiab— Vocabularies/Qassifications (134) 
EDRS Price-MF01/PC03 Plos Postage 

Descriptors— •Autoinstructional Aids, •Furniture, •Leaning 
Disabilities, •Remedial Instruction, •Repair, ♦Vocabulary 
Development, Audiovbual ^truction. Definitions, Dicuonanes, 
Individual Instruction, Iristrucuonal Materiab, Secondary Educa- 
tion, Sembkilled Occupations, Small Group Instruction, Trade 
and Industrial Education, Vocabulary 
Identifiers— Project HIRE, Uphobterers 

Designed as supplemental material to on-gomg instruction in the 
vocational program, thb second of three picture dicuonary booklets 
in the Uphobtery series b intended to assist the learning handicapped 
student to master the core vocabulary taught in the trade. Intended 
for individual or snfall group instruction with mimmal supervision, 
thb module contains five lessons: (1) Filhng, (2) Undcrcovcnng and 
Cotton Batts, (3-4) Applying Fmbh to Frame, and (5) Fabnc Layout 
and Cutting. The format for each lessorr includes (1) general direc- 
tions, with a Ibt of words taught in that lesson, and (2) each word 
presented on a separate page with a represenutive picture and simple 
definition. (Jhe module b intended for use with a cassette upe and 
flash cards. ) An alphabetical index to the vocabulary words in the 
module b given at the back of the booklet.' Two other dicuonanes m 
thb series are available as CE 024 422 and CE 024 424. An accompa- 
nying teacher's manual b available separately as CE 024 421 . (Thb b 
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one of five series of materials developed by Project HIRE. The two- 
volume final report of the project is avaflable as CE 024 U7 aftd CE 
.024118. Sec hole for.the other series. )(YLB). 

ED 183 857 CE024 424 

Gardner, David C. And Others 
' Upholstery Dictionary 3. Pro|ect HIRE. ' 
Boston Univ. Mass. School of Education 
Spons Agency— Office of Education (DHEW). Washingtdn. D.C. 
Pub Date— 79 
Contract— G007701947 

Note— 35p. : For rdatcd documents see CE 024 1 17-1 18, CE 024 406- 

424, and CE024 74t) 
Pub Type — Guides/Methods/Techniques — Classroom 

Use- Instruciibnal Materials (051). Reference 

Materials— Vocabularies/ Classifications (134) 
EDRS Price— MF01/FC02 Phe PosUge 

Descriptors— •Autoinstnictional Aids, •Furniture, •Learning 
Disabilities, •Remedial Instruction, •Repair, •Vocabulary 
Development, Audiovisual Instruction, Definitions, Diciionafies, 
, Individji^ Instruction, Instructional Materials, Secondary Educa- 
tion, Semiskill'cd Occupations, Small Group Instruction, Trade 
and Industrial Education, Vocabulary 

Identifiers— Project HIRE, Upholsterers 

Designed as supplemental material to on-gomg instruction in the 
vocauonal program, this third of three picture dicdonary booldets m 
the Upholstery scries is mtcndcd iq assist the ieanung handicapped 
student to master the core vocabulary taught in the trade. Intended 
for individual or small group instruction with mmimai supervision, 
this module contains two Icssony. (1) Applying Final Cover and Welt, 
.and (2) Blind Tacking, Blind Stitching, ad&Applying Cambncs. The 
format- for each lesson is (1) general dir«tHJns, including a list of 
wQrds Wught m that lesson, and (2) each word presented on a separate 
pagtf' with a representative picture and simply def miuon. (The module 
is intended for use with a cassette tape and fiash cards. ) An 
alphabetical index to the vocabulary words in the module is given at 
the of the booklet. Two other dictionaries in this series are 
available as CE 024 422 and CE 024 423, An accompanying teacher's 
manual is available separately as CE 024 421. (This is one of five 
scries of materials developed by Project HIRE. The two-volume fmal 
report of the project is available as CE 024 117 and CE 024 i 18. Sec 
Note for the other scries . ) ( YLB). 

ED183894 CE024524 

Military Durrkala for Vocatioaal & Technical EdocatloD. Map Com- 

pOatloo and Math Review, 3-29. 

Defense Mappmg School, Ft. Belvoir, Va. Ohio State Univ. 

^ Columbus. National Center for Research in Vocational Education 

/ ' 

Spons Agency— Bureau of Occupational and Adult Education 

(PHEW/OE), Washington, D. C. , 
Pub Date— 78 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Instructional Materials (05 1) 
EDRS Price-MF08/PC44 Pins Post^j^ 

Descriptors— •Cartography, •Map Aills, •Technical Education, 
Algebra, Autoinstructional Aids/ Behavioral Objectives, Charts, 
Civil Engineering, Engineering Technicians, Individual Instruc- 
tion, Locational SkUb Social Studies, Manuscript Writing 
Handlettcring, Maps, Mathematics, Postsecondary Education, 
Programed Instnictional Materials, Ratios Mathematics, 
Trigonometry, Workbooks 
Identifiers— Military Curriculum Project, Surveying (Engineering) 

These programmed instruction materiab for a postsecondary-level 
course in map compHationand math review comprise one of a number 
of military-developed ciuriculum packages sheeted for adaptation to 
vocational instruction and curfictilum development in. a civilian set- 
ting. The seventeen lessons include Freehand Lettering; Review of 
Math (with additional individual lessons on ratio and proportion, 
algebra review, powers and roots, and trigonometry). Glossary of r 
Mapping, Charting and Geodetic Terms, Map Marginal Information,^ 
Common Skills in Map Reading, CompUation from Map Sources 
'Pull'Ups', Rdad Dimensions, The Engineer's Scale, Planetable 
Suiveyinr. Cbmtruction Surveying,^ Logical Contouring, Resolution 
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of Uncorrected Distance; Detepnin^uon of Stadia Constant, Deter- 
mination of ^*c*. Horizontal Circle Reading Wild T-2 Theodolite; 
Stcfngth of Figure for Triangulation Reconnaissance; and Rdative 
Ori'enution of Irregular Terrain Models. Lessons are broken down in» 
to 'frames, 'which teach with words ar(d or pictures. Students then 
complete a response or perform a described action. Lessons also pro- 
vide the lesson objective and some self-tests, review exercises, and 
handouts. (YLB). ^ . 

ED 183 895 ' * CE 024 525 

Military Curricula for Vocational & Tedmical Edncatioo. C:ommanka* 

tions Computer Programmer, 4-2. 
Air Force Training Command, Keesler AFB, Miss. ^ Ohio State 

Univ. Columbus. National Center for Research in Vocational 

Education 

Spons Agency— Bureau of Occupational and Adult Education 
(DfiEW/OE), Washington, D.C. . - \ 

Pub Date— 78 

Pub Type — Guides/ Met hods/Techniques — Classroom 
' ' Use— Instructional Materials (051). Guides/ Methods/Techni- 
_ ques— Classroom Use— Teaching<}uidcs (052) 
EDRS Price-Mt04 Plus PosUge, PC Not ATailable froingEDRS 
Descriptors— •Computer Science, •Computer Science Education, 
•Programing, •Programing Languages, Autoinstructional Aids, 
Behavioral Objectives, Course Descriptions, Curriculum Guides, 
Data Processing, High Schools, Learning Activities, Postsecon 
. dary Education, Problem Solving, Programed Instructional 

Materials, Study Guides, Technical Mathematics, Workjbooks 
Identifien— FORTRAN Programing Language, Military Curriculum 
Project 

These student materials— study guides, handouts (some are 
manuals), a workbook, and programmed texts— for a secondary- 
postsecondary levd course for communications computer program- 
mer pe one of a number of military -developed curriculum packages 
selected for adaptation to vocauonal instruction and cumculum 
development m a civilian setting. A plan of mstrucuon, which sug- 
gests number of houn of class time devoted to each course objecUve 
and support material and guidance, covers these topicsc computer 
mathematics, data representation, computer logic functions, and 
logical devdopinent of problem solvmg. Contents of the unit, Com= 
puter Programmmg Pnnciples, mclude a^handout with student notes, 
a study guide with learning materials, and a workbook with classroom 
and homework exercises. A programmed text is provided for the unit. 
Computer Logic Functions. The unit. Top Down Struaured Pro- 
gramming, is a^sclf-instruction text. The unit on Programming Prin 
ciplcs is a study guide with learning materials. Student manuals (han- 
douts) comprise the units, Fortran L^anguage and Examples of Struc 
turedCode. (YLB). 
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MOhary Can^t^ for Vocational & Tedmical £d(»atloiL Drafting !, 
6*3. 

Naval Construction Training Center, Port Hueneme, Calif. Ohio 
State Univ. Columbus. Nsiional Center for Research in Voca> 
tional Education ' / >J 

Spons Agency— Bureau oL Occupational and Adult Edflo^on 

(DHEW/OE), Washingtbn, D. C. 
Pub Date— 75 / * - ' 

Pub Type— Gui<^^/ Met hods/Techniques — Classroom 
Use— Instructional Materials (051). Guidcs/Meihods/Techni- 
ques— Qassroom Use— Teaching Guides (052) / 
EDRS Price-MF01/PC16 Plus Postage V 
Descriptors-r-*Draftin*g, •Engineering Drawing, •OrthVgraphic Pro- 
jection. •Technical Illustration, Behavioral ObjectN&, Course 
Descriptions, Curriculum Guides, Drafters, Engineering Techni 
cians, Geometric Concepts, High Schools, Learning Activities, 
r Manuscrii>t Writing Handlettering, Postsecondary Education, 

Technicii Education 
Identifiers— Military Curriculum Project 

This outline of instruction, instructor guide, and student job sheets 
for a secondary-postspcondary-levd course in Drafung I are one of a 
number of militar^^/developed curriculum packages sheeted for adap^ 
tation to vocational instruction and curriculum development in a 
civilian setting. Purpose' suted for the sixty thrce-hour course^ is to 
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teach the student to use drafting tools and perform' the tcchiuqucs and 
procedures related to basic drafting. The plan of insiructioo^suggcsts 
^ number of hours of classroom and practical experience time for nine 
Ifssons: Lettering, Technical Sketching, Geometric Construction, Or* 
thographics, Sections and Dimensions, Auxiliary Projection. 
Isometric and Oblique Drawings, Reproduction Processes, and Trac- 
ing* The outline or instruction gives 'objectives; lists of texts, 
references, tools, equipment and materials, training aids and devices, 
and training aids equipment; and a master schedule. Instructor guides 
provide lesson plans with an outline of instructional content, instruc- 
tor and student activities, critenon objectives, tests-, and review ques- 
tions and answers. Eight job sheets are provided. A required chapter 
from a fccommended text is bcluded; other military and commercial^ 
ly published books, slides, transparencies, and films are suggested. 
* (YLB). 
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Military Corricoia for Vocational & Technical Edocatiom Physical 

Therapy Specialist, 10-9. - ^ 

Air Force Training Command, Sheppart AFB, Tex. Ohio Slate 

Univ Columbus National Center for Research in Vocational 

Education 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
Pub Date— 77 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
ques— Classroom Usc^— Teaching Guides (052) 

EDRS Price-MF01/PC16 Phis Postage 

Descriptors— •Allied Health Occupations Education, 'Physical 
Therapy, •Physical Therapy Aides, Anatomy, Behavioral Objec- 
tives, Competent Bas?d Education, Course I^escripiibns, Cur- 
riculum Guides, Learning Activities, Physiology, Postsccondary 
Education, >Yorkbooks 
Identifiers— Military Curriculum Project 

This teaching guide and student study guides/workbooks are for a 
postsccondary course in the theory and practical appli- tion of 
physical therapy procedures and modalities needed to 'assist the 
physical therapist ^ administenng physical therapy care It is one of a 
number of irfBtarJj^jlcvcloped curriculum packages selected for adap- 
tation to-^jcational*insuucton and curriculum dfevclopmen; in a 
civOiaA stOing The !97-hour course is divided into two blocks of in- 
struction. Block I, Basic Sciences, contains three lessons covering 99 
hours of instruction: Psychology of the Diseased and Injured (7 
hours). Physiology (39 hours), and Anatomy (53 hours). Block H, 
Procedures and Modklities, contains three lessons covering 98 hours 
of instruction: MWical Conditions in Physical Thmpy (18 hours). 
Physical Therapy Procedures (34" hours), and Physical Therapy 
Modalities (46 hours). Printed instructor matcriab include a course 
chart; a plan oTTnsuuction, criterion objectives, the duration of the 
lessons, and support materials needed; and a Specialty Training Stan- 
dard for use in studcnt^jj^rmancc evaluation. Student materials in- 
clude three study guide/ workbooks for Block I and four for Block II. 
The text suggested for use with the course, 'TTk Physical anfftccupa- 
tiona) Therapy Technician,' is not provided. Audiovisual aids sug- 
gested for use with ^lis course include twenty-nine films, ^rce 
transparency scu, and f our mini-texts: (MEK). 

ED 183 898 CE 024 529 

Mflhary QirrkaU for Vocatiottal & Technical Education, Qlnlcal 
Spedalbt* 10-17. 

Army Academy .of Health Sciences, Fort Sam Houston. Tex^ Ohio 
Stau Univ Columbus National Center for Research in Voca- 
tional Ed ucaU on 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
PubDdte-77 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
ques— Classroom l/se— Teaching Guides (052) 
EDRS Pijcc— Mni Pte Postage, PC Not Atafljible from EDRS 
Descriptors— •Allied Health Occupations Education. 'Medical Ser- 
vices, •PaticnU. Aljied Health Occupations, Behavioral Objec- 
tives, Course Descriptions, Currj^uluniGuidcs, First Aid, High 
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Schools, Learning Activities, Lesson Plans, Nurses Aides, 
Physical Examinations, Posisecondary Education, Preventive 
• Medicine. Therapy. Workbooks i 
Identifiers— Military Curriculum Project 

These lesson plaxHk and studeftt materials— handouts and 
workbook— for a seconaary-postsecondary'level course for clinical 
s^ialbts are one of a number of military-developed curriculum 
packages selected for adaptation to vocational mstruction and cur- 
riculum devcloptnentan a civilian setting. Purpose slated for the 105- 
hour course is to provide skills and tcchnicjues required to participate 
as effective and efficient members of a health care team performing 
preventive, therapeutic, and emergency care duues. The program of 
instruction, which suggests number of hours of class ume devoted to 
each course objective, is based on three main subject area^: Orienta* 
don (2 lessons. 2 hours). Fundamentals of Patitot Care (13 lessons. 81 
hours), and Ambulatory Health Care (7 lessons. 22 hours). The lesson 
plans detail references, equipment, and content description (lesson 
. outlines), A nunlter of student handouts with detailed note-taking 
pages are also provided. The student wor^ook contains lesson objec- 
tives and detailed note-taking pages. Excerpts (chapters 1, 2. 5, 6. 8. 9, 
and 10) from Army Technical Manual TM -8-230. Handbook of Basic 
Nursing, are also provided. Information for suggested transparencies 
(which are not provided) is often contained m the course and provides 
a basis for teacher-development of them. (YLB). ' 

ED 183 899 CE 024 530 

Military <f arricda for Vocational & Technical Edoation, Continoous 

Photoprocesshig Specialist, 164. 
Air Force Training Command, Lowry AFB. Colo. Ohio Stale 

Univ. Columbus. National Center for Research m Vocational 
* Education 

Spons Agency— Bureau of Occupauo^ and Adult Education 

(DHEW/OE), Washington. D. C. 
Pub Date— TTL 

Pub Type— Guides/ Met hods/Techniques — Classroom' 
Use— Instructional Matenals (051). Guides/ Methods/ Jechni. 
ques— Classroom Use— Teaching Guides (052) 
EDRS Price— MF03 Plas Posuge. PC Not Atailablc from EDKS 
Descriptors— 'Photo graphic Equipment, •Photography. 'Production 
Techniques. •Voc<flional Educauon. Behavioral Objectives, 
Chemistry. Course Descnpuons, Curriculum Guides, Equipment 
Utilization. High Schools, Learning AcUviucs, Lesson Plans, 
Light. Mathematics. Optics. Postsccondary Education, 
Semiskilled Occupations, Study Guides, Workbooks 
Identifiers— Aerial Photography, Mibtary Curriculum Project 

These lesson plans and student study guides and workbooks for a 
secondary-postsecondary-levcl course in continuous photoprocessing 
are one of a, number of military-developed curriculum packages 
selected for adaptation to vocational mstruction and curriculum 
development in a civfian setting. t»urpose stated for the course is to 
expose students to fundamental concepts of the photogr^aphic process, 
chemistry, optics, exposure, lighffand processing of color and black-' 
and-white film; train Jhem to use equipment and operations involved 
in photographic processing laboratories; and provide fundamental 
training in sensitometric and densitomemc process control techniques 
and photographic reproduction. The plan of instrucuon, which sug- 
gests number of hours of class time devoted to each course objective, 
is based on the following outline allowing for six units of instruction 
(blocks): Photographic Fundamentals (5 lessons), Continuous Pro- 
cessing Fundamentals (5 lessons), Aerial Film Processing (2 lessons). 
Aerial Fihn Duplication (2 lessons). Aerial Select Printing (4 lessons), 
and Continuous Color Processing (3 lessons). The lesson plans con-, 
tain course outlines, objectives, and information on support matenals 
and guidance. Contents of the study guides and workbooks include 
objectives, informative material, study questions, and exercises. 
Media materials are suggested, but not provided. (YLB). 
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Military Cnrricala for Vocational & Technical EdncatioD. Still Photo* 

loanudlsmTecfaniqals, 16<3. 
Air Force School of AppUed Aerospace Sciences. Lakeland AFB, Tex. 

Shio'State Univ. Columbus. National Center for Research 

in Vocational Education 
Spons Agency— Bureau of Occupational and Adult Education 
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(DHEW/OE), Washington, D. C. 
PubOate^TS , 

Pub Type— Guide!/ Met hods/Techniques— Classroom 
Use— InstnicUonal Materials (051). Guides/Methods/Tcchni- 
qucs— Classroom Use— T^caching Guides (052) 
EDBS Price— MFOl Plus PosUge, PC Not Atailablc from EDRS ' 
Descriptors— ♦Journalism, * Layout Publications, 'News Writing, 
•Photography, Art Education, Behavioral Objectives, Qodes of 
Ethics, Communications, Course Descriptions, Curriculum 
Guides, High Schools, Interviews, Journalism Education, Learn- 
ing Activities, Legal Responsibility, Ncv^^papcrs, Policy, 
Postseco*ary EducaUon, Programed Instructional Materials, 
Publicity, Study Guides, Textbooks, Workbooks 
Identifiers— Miytary Curriculum Project 

These msiructor materials and student workbook and programmed 
texts for a secondary postsccondary levd course m still photojour- 
nalism techniques are one ot a number of military-developed cur- 
riculum packages selected for adaptation to vocational Instruction and 
curriculum development in a civilian setting. Purpose stated for the 
234-hour course consisting of four blocks of instruction is to provide 
knowledge and training in these areas: joumsQistic process and role of 
the photo journalist; Information acquisition techniques, dements of 
style in writing; communicating with people^ legal,^andjrthical con 
sidcrations; processing techniques; personality T^^lure;' group, 
publicity, editorial, sports, and picture stories, and layouts. The plan 
of instruction, which suggests number of ho^irs of class time devoted 
to each course objective 0csson) and details references and materials, 
is based on the following outline Tho Journalistic Sequence (5 
Tessons, 20 hours). People Pictures (6 lessons, 80 hours). The Com 
munication Process (3 lessons, 4S hours), and Job-Oriented 
Workshop (7 lessons, 86 hours) Block 1 (The Journalistic Sequence) 
is a worijtoook and study guide which Indudes objectives, informative 
maiTOS, procedures, questions, and refjcrences. The other blocks 
consist'of programmed texts with review exercises and tests. Some 
slide-tapes are suggested but not provided. (YLB). 

ED183901 ' C:E024532 

Military Oirricda for Vocatkmal and Technical Edodttion, Traffic 
Minagemest and Acddeot Inrestigatloii, H-S. 

Air Force, Washington, D.C. Ohio State Umv. Columbus. Na- 
tional Center for Research m Volitional Education ^ 

Spons . Agency— Bureau of Occupational and Adult ^ucation 
(DHEW/OE), Washington, D. C. 

Pub Date— 78 

Pub Type — Guides/ Met hods/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price— MF01/PC07 Plw Postage 

Dcscriptorf-:*Law Enforcement. •Traffic Accidents, •Traffic Con- 
trol, •VocationalfJEducation, Behavioral Objectives, Course 
Descriptions, Oinriculum Guides, Learning Activities, 
, Postsecondary Education, Public Service Occupauons, Recor- 
dkeeping, Traffic Circulation, Vehicular Traffic, Workbooks 
Identifiers— Accident Investigation * 

This teaching guide and student workbook for a postsecondary levd 
course in traffic management and accident mvestigation is one of a 
number of military-devdopcd curricxilum packages selected for adap- 
tation to vocational mstruction and cturiculum devdopment in a 
civilian setting. Purpose stated for the 132-hour course is to expose 
students td the devdopment of vehicle codes and traffic How plans, 
analyses of traffic trends and accident causes, planning/conducting 
traffic acddent investigations, and application of procedures in 
prq>aring and mamtaining traffic reports and records. Theplan of in- 
struction, ^hich suggests a number of^hours of class ume devoted to 
each course objective, is based on the foUowmg outline. Traffic Law 
Enforcement (44 hours), Traffic Acddent Investigauon (72^houn), 
Traffic Control (13 hours), and Measurement and Critique (3 hours). 
The teaching gxiidc contains topic outlines for each class presentation 
tlotig with behaviordi objectives and notes on student evalu^on. 
Contents of the student workbook include objectives, procedures, 
study assignments, and work assignment questions. Several fihns and 
slide tape series are suggesed with the note that instructors may obtain 
them from an Air Force library or substlpu similar materials. (IT). 
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MlUury Carricuia for VocatioQaiy& Technical Education.' Law En- 
forcement Specialist, 17-11. 
" Air Force Training Command, Lackland AFB Texas 

Spons Agency— Bureau of Occupational and Adult Education 
(£>HEW/OE), W^hington, D. C. 

PubDate-77 

Fub Type— Guides/ Methods/ Techniques— Classroom 
Use— Instructional Materials (051). Ouides/Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) 
-EDRS Price-MFOTPIns Postage. PC Not Ayailable from EDRS 
"^descriptors— 'Drug Education, •Human Rdations, •Law Enforce-' 
ment, •Police Community Relationship, * Police Education, 
•Traffic Control, • Behavioral Objectives, Communications, 
Course Descriptions, Currict)lum Guides, Drug Abuse,« High 
Schoqjs, Learning Activities, Lesson Plans, Pol^e, Police Ac 
tion, '^Postsecondary Education, Programed Instructional 
Materials, Search and Seizure, Study Guides, Textbooks, Traffic 
Accid^ts, Vocational Education 
Identifiers— Accident Investigation, Mihtary Curriculum Project, 
Riot Control, Weapons ' . , 

These teaching guides and student programmed texts for a ^ 
secondary-postsecondary-level course m law enforcement are one of a 
number of military-developed curriculum packages selected for adap- 
tation to vocational instruction and cumcvdum development m a 
^ civilian setting. Purpose stated for the 162-hour course is to provide* 
knowledge and skills m law enforcement concerning weaponry, drug 
abuse, confrontation conuol,^egal aspect, law enforcement opera- 
tions and.commumcation, and pubhc relauons. ^lans of mstruction, 
which suS^number of hours of class Ume devoted to each course 
objectiv^Bbased on the following outline of four blocks of instruc- 
tion. We^S& Quahfication (3 lessons, 34 hours). Orientation and 
Law Enforcement Psychological Management (2 lessons, 24 hours). 
Law Enforcement Procedures and Physical Management of In- 
di>dduals (3 lessons, J4 hours), and Law Enforcement Operations, 
Communications, and Police Human Relations (6 lessons, 70 hours). 
•The teaching guides contain lesson plans listing objectives and presen- ' 
tation, application, and evaluation of student knowledge of informa- 
tion. For some lesson sections, tests are mcluded. Student materials 
include student texts, sections of manuals, handouts with supplemen- 
tal exercises and materials, and review exercises with answers (study 
guides). Programmed texts are provided as sections of blocks I, U, , 
and IV. (YLB). 
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Military Cnrricoia for Vocattonal & Tq 

JJahfeatkm, 1^2, 
Joint Military Packaging Training 

Ground, Md 

Spons Agency — ^reau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
Pub Date— 79 r 

Pub Type— Gutdes/i^e thods/ Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/Pa6 Flos Postage 

Descriptors— •Correspondence Studjr, ♦Vocational Education, 
Beba^oral Objectives, Course Descriptions, Curriculum Guides, 
Distributive Education, Postsecondary Education, Secondary 
Education 

Identifiers— Military Curriculum Project, Packa^ng, Packers 

This correspondence course on methods and techniques of packing 
materials and equipment for shipment and storage is designed to 
familiari2e students with the subject matter area and to serve as a 
/ backgrotmd for a more detailed and specialized study. One of a 
number of military-devdopcd curriculum packages selected for adap^ 
tatioC^o vocational curriculum and instruction, the 32 hour course 
confuts of ten lessons, each followed by an exefcise of multiple j^hoice 
questions. A text assignment, lesson objective, and suggestions for 
the student are also given. The course covers such topics as various 
. contaber types, ^king materiab, and techniques of packing, in 
duding blocking, bracing, cushioning, weatherproofing, and mark 
ing. The text used in the course, 'Packaging of Material; Packing 
(Volume 0,' which makes up the bulk of the document, is organized 
hitojsevoi chapters, packing, fiberboard andpaperboard containers, 
wooden containers and pallets, bags and sacks, pafls and drums, 
crates, and consolidation and unitization for shipment and use of 
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cargo containers. A thirteen-page introduction gives an overview of 
packaging procedures, including the objccUves of military packing, 
haz^ encountered in transportaUon, handling and storage, defini- 
tions, policies. Icveb of protection, and suggested references. Over 
300 illustraUons are included in the 325 page text. (MEK). 
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Kahn, Charles And Orhtti 
' My Job Application FUc Third Edition, 
Joint Military Packaging Training Center. Aberdeen Proving 

Grou«i,Md . ' 
Pub Date— 80 

Available from— Janus Book Publishers, 2501 Industrial Parkway W 
Hayward, CA 945^5 ($2.25; $46.85 for the set) 

Pub Type-Guides/Methods/TecJiniques-ClassrooHt 

Use— Instructional Materials (051) 
EDRS Price-MFOl Pins Postage PC Not Avallablfe from EDRS 
Descriptors— •Job Applicants, •Job ApplicaUon. •Youth Employ- 
ment. Career Education. Instructional Materials, Job Placement. 
Learning Activities. Portfolios Background Materials; Secondary 
* Education. 

This guide contains tSn exercises designed to aid studenu in com- 
plethig job appUcations. ^crcises included are (I) My Personal 
History, (2) My Educational Record, (3) Printing NcaUy Helps. (4) 
Key Words and AbbrcviaUons. (5) My Health Record, (6) Papers I 
, Will Need, (7) Paid Work Experience. (8) Unpaid Work Experience, 
(9) My References.' and (10) Letters and Resumes. Each exercise re- 
quires the studeij^ to fill in a portion of the job applicaUon. Also in- 
cluded in the guide are sample job applicaUons from the following 
companies: McDonald's. Del Monte, Hyatt Corporation, •General 
-^Electric, Chevron.Cevi's. Pacific Jelep hone,, American Airlines, and 
iponsolidatcd Freightways. (LRA), 
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Anpma. Duriynn 
G3 Hired. 13 Ways to Get a Job. 

Joint MiUtary Packaging Training Center. Aberdeen Proving 

Ground, Md 
Pub Date— 79 . 

AvaUable from— Janus Book Publishers, 2501 Industrial Parkway W, 

Hayward, CA 94545 ($2.95; $46.85 for the set) 
Pub Type-'Guides/Methods/Techniques-Classroom 
Use— Instructional MateriaU (051). Tesu, Questionaires. Evalua- 
tion instru ments (160) 
EDRS Price-MFOl Plus Postage. PC Not Available from EDftS 
Descriptors— •Employment, •Employment OpportuniUcs. •Job Ap- 
plicants. •Job Placement, Career Choice, Career Education. 
Employment Qualifications. Instructional Materials, Job Ap- 
plication. Learning Activities. Secondary Education* 
This guide contains thirtcep units of instruction designed to il- 
lustrate how to get a job Unit tides are (1) Offer Your Best Ability. 
(2) FoUow Your Interests. (3) Put Your Talent to Work, (4) Make 
Your aasswork Pay. (5) Use Your Past Experience, (6) Check Out 
Business Needs, (7) Offer to Do Odd Jobs, (8) Offer a Special Service, 
(9) Believe in Yourscff, (10) Sec Someone^Who Counts, (11) Show 
How You Can Help, (12) Ask for a Tryout, and (13) Keep Trying. 
Each unit presents a story which describes how a teenager got a job. 
Following each story arc questions and puzzles. The guide concludes 
with a job hunters kit that contains a question sheet designed to il- 
lustrate questions tJ)e student should ask, an inventory sheet designed 
to illustrate what the student has to offer, and-a plan of acUon design- 
ed to help the student determine where to ask for work. (LRA). 

* ED183908 . ' CE024539 

Anema, Duriynn 

Doa'tGctFhrel 13 Ways tp Ho1d*Yoar Job. 

Joint MUitary Packaging Training Center, Aberdeen Proving 

Ground, Md 
Pub Date— 78 

Available from— Janus Book Publishers,. 2501 Industrial Parkway W 

Hayward, CA 94545 ($2.95; $46.85 for the set) 
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Thb guide contains thirteen dialogues designed to help students 
become aware of reasons workers lose their jobs. Each dialogue in- 
volves young workers in confrontations with their bosses,^fellow 
workers, or customers. Dialogues included are (1) Be on Time; (2) Be 
Responsible; (3) SUck to the Schedule; (4) Follow Directions; (5) Be 
Friendly and Helpful; (6) Remember. Business Comes First; (7) Keep 
Yourself Busy; (8) Take CriUcism Wisely; (9) Leave Your Blues at 
Home; (1(^ Get Along with Others; (11) TakcPride in Your Work; 
(12) Don't Argue with Your Boss; and (13) Above All. Be Honest. 
Each dialogue concludes with followup exercises that help studerfts' 
evaluate what happened in the dialogue and explore similar situations 
so that thcy^ay draw some conclusions about alternative ways to 
behave. Thrguide concludes with a student self-rating table and a 
guide to the phonetic rcsijellings found in the guidebook. A teachers 
manual is appended. {^.KA). 
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Spons Agency— Washington State Commission . fir Vocational 

Education. Olympia. 
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•Course Descriptions, •Curriculum Development, •institutional 
Administration, •Nursing Homes, Administrators. Community 
Colleges, Course Content, Course Objectives. Courses, Intern- 
ship Programs. Legal Education, Modek, Money Management 
IdenUficrs— Fort Steilacoom Commfinity College WA, Washington 

The course outlines presented in this final report comprise a propos* 
ed Fort Steilacoom Community College curriculum to be used as a 
statewide model two-year associate degree cumculum for nursing 
home administrators. The eight courses described are introduction to 
nursing, home administration, financial management of nursing 
homes, nursing home law, patient services and care a^mistration I 
and !!. institutional planning, and internship I and II. TThe format us- 
eafor each poursc outline includes credit hours, catalog description? 
materials of instruction (required and supplemental readings and/or 
texts), course objectives, detailed course content, and evaluation. Sup- 
plementary (continuing education) course topics are also listed. A pro- 
posal for implementing a nursing home administration program in 
three additional locations is presented. (YLB). 

ED 183 915 ' CE 024 566 

Drirer EdiKation CQrricdtmi Gai4e. 

Ohio ^taie Univ. Columbus. National CenterTor Research in Voca- 
, tional Education * / 
Spons Agency— Ohio State Dept. of Education. Columbus 
Pub Date— 78 

Available from— Ohio Department of Education, Division of School 
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Columbus. OH 43215 ^ 

Pub Type— Guide*/Met hods/Techniques — Classroom 
Use— Teaching Guides (052) ^ 
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Descriptors— •Driver Education. •Laboratory Training, •Lesson 
Plans. •Multimedia Instruction, •Simulated Environment, 
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Schools.r Instructional Films, Learning Activities, Material 
Development, Program Development. Programed Instructional 
Materials, Teaching Methods 

Incorporating the use of simulators, multimedia systcrfTs. and range 
setups, this' driver education curriculum guide provides basic 
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'guidHmes for the instructor and suggestions for sunplcmental student 
activities under these three 4nsiniclional phases. Art introductory sec 
tion outlines the standards for driver education programs established 
hyXnc Ohio Department of Education and makes ^uggestidns for in 
vcnving parents and the community. fThe multimedia guide includes, 
'sixteen lessons and suggestions for developing multimedia materials. 
Each lesson is designed to supplement existing prepackaged programs 
in two Aetna Life and Casualty multimedia systems— Multimedia 
Series and IPDE Response Series. The second guide, which deals with 
the driving simulation phase, supplements the printed materials that 
accompany the simulanon equipment and provides 'added learning, 
perceptual, and skill development activities. It includes thirteen 
lesson^ as well as suggestions for integrating the simulation phase into 
the driver^ education program. The third unit deals with the multiple- 
car range phase and discusses its definition and purposes, ad- 
ministrative considerations, facility design, and equipment. It con- 
tains eight lessons and supplementary activiti^ The format for each 
lesson plan in the entire guid^ provides some or all of the following in- 
formation: related program(s) or film(s), task, objective, supplemen- 
tal activities, teacher performances, and handout^ A concluding 
chart coordinates the three phases with classroom instruction. (YLB)> 
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Squad Pcnonnel, •Facility Requirements, Course Objectives, 
Medical Services, Postsecondary Education, Refresher Courses, 
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This guide, for a refresher training program for basic Emergency 
Medical Technicians (EMTs) is designed to assure ^ntinuance of a 
uniformly high level of knowledge and skills among%MTs who have 
completed the U.S. Department of Transportation's basic trainmg for 
EMTs. The first ot four sections presents the purposes of the course, 
the role of the course administrator, an overview of the course in , 
' eluding twenty lesson titles and objectives, the target audience, and a 
disctission of tailoring the course to local needs. The section on ad 
ministering the course discusses scheduling, methodology, class size, 
instructor qualifications, and instructor orientation. Section 2, 
Resource Requirements^ focuses on facilities and training aids and 
^erence materials. The final section on evaluating the '.coutse 
discusses process evaluation and outcome evaluation. Appended 
ma'terial includes a sample application packet, handout materials, a 
resources table, and a process evaluation checklist. (LRA).' 
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tion» •Task Analysis, Certification, Cuniculum Guides, Learning 

Activities* Postsecondary Education, Prevention, Safety Educa- 

tionf Standards, teaching Guides 
Identifiers— Alaska , ^ 

This firefighter training |uide for a 180- hour course was developed 
to assist training officers in planning training wi^h emphasis on con 
formance to recommended National Fire Protection Association 
(NFPA 1001) standards. The Material in the guide is referenced to 
current editions of the International Fife Service Training Association 
manuals and other suggested resources. The first of two major sec- 



tions. Model Learning Guide, is divided into one- to four-hour 
segments, each containing a course outhne and a lesson plan. The 
course outline describes the class to be laughi, Ihe dnll set^ng needed, 
and the objectives to be met, and details the resources and materials 
needed to teach the class. .The lesson plan offers the actual presenta- 
tion, which ma> be used by ^the instructor, along wiih recommenda- 
tions for setting up the drill, and the task performance reference 
numbers. Section 2, Task Performance Criteria, is composed of sixty- 
, two tasks which are completely referenced both lo the course segmeni 
numbers of the guide and to Oie NFPA lOOl Fu-efighier One re- 
quirements. (L'RA), 
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Disabilities, •Printing, •Rer.;edial Instruction, •Vocabulary 
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Individual Instruction, Industrial Arts, Industrial Education, In- 
structional Materials, Secondary Education, Semiskilled Occupa- 
tions, Small Group Instruction, Vocabulary 
Identifiers— Bindt^ Workers, Project HIRE 

Designed as supplemental material to pn-going instruction in the 
vocational program, this third of three picture dictionary booklets in 
the Graphic Arts series is intended to assist the learning handicapped 
student to master the core vocabulary taught in the trade. Intended 
for indtvidual or small group instruction with minimal supervision, 
this module contains two lessons dealing with binding and printing. 
The format for each lesson includes (1) general directions, including a 
list of words taught, in that lesson, and (2) each word presented on a 
separate page mih a representative picture and simple definition. 
(The module is intended for use with a cassette tape and flash cards. ) 
An alp^habctical index to the vocabulary words m the module is given 
at the back of the booklct^wo- other dictionaries m this series are 
available as CE 024 419 and CE 024 420. An accompanying teacher'? 
manual is available separately as CE 024 418. (This is one of five 
series of materials developed by Project HIRE. The two-volume fmal 
report of the project is available^as CE 024 U7 and CE 02^ 1 18. See 
Note for the other series. ) (YLB).^ 
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Teaching Methods 

This curriculum guide; for environmental health is intended as a 
reference tool to aid i^ltutions in establisliin^ or revisifig their cur 
riculum. After a b^ef introduction discussing compe tc flpy-bas«l cur 
riculum for environmental health, the guide present^^ormation on 
the following tasks or eleif^ents necessary in devdoping a competency^ 
based cuniculum. (1) defining the performances; (2) defining] 
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knowledge, skill, and attribute competencies, (3) defining objectives, 
(4) learning opportunities; (5) curriculum sequence; (6) teacher 
strategies: and (7) Student appraisals. A definition of the profession 
of environmental health is included, and reconunendations to be 
followed in developing a program are given. A discussion of problems 
and solutions and a lis,t of references concludes the guide. Several sup- 
porting materials are appended, such as the Role Delineation Instru 
mcnt and the Blueprint of the Knowledge, SkiUs, and Attributes for . 
Environmental Health Practitioners. (BM). 
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Pub Date— 72 
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Use— Instructional Materials (051), Guides/Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) 
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Descriptors— •Equipment Utiliz^ition, •Food Service Occupations, 
. •Occupational Home Economics, •Sanitary Facilities, Bakery In- 
dustry, Cooking Instruction, Course. Descriptions, Curriculum 
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Identifiers- Bakers, Military Curriculum Project 

Both teacher and student materials are included for a bakery 
technology course designed to facilitate learning the fundamental 
duties required in a dining facility or centralized pastry shop. One of a 
number of military-developed curriculum packages selected for adap- 
tation to vocational ciuriculum and instruction, the course consists of 
seventeen lessons encompassing 157 hpurs Qf lecture and demonstra- 
tion. Topics covered include safety and sanitation procedures (per- 
sonal hygiene, food storage, managehient of bakery cleaning); equip- 
. ment ^mixers, fermentation cabinet and proof box, deep fat fryer, 
ovett3. measuring devices), and types of bakery products, including 
the function of each ingredient (quick breads, cookies, pies, cakes, 
and^jgastraised products). A program of instruction introduces the , 
^ courscTtrIhe instructor, provides a summary of the unit, and lesson 
plans Three other sections of the course (School Introduction, M 
1942 Portable Bakery Unit, and M-1945 Mobilefeakery Unit) are not 
included The lesson plans include performance objectives, per 
formance level codes, and references. The student materials, which 
make up the bulk of the document, include a student workbook which 
is also a reference text, a glossary of food service terms, a reference 
text on spices, and a programmed text on the prevention of food 
poisoning. Four military technical manuals are referenced as text 
materials, but are not provided in this package. (MEK). 
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Descriptors— •Allied Health Occupations Education, •Dental 
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tives, High Schools, Postsecondary Education 

Identifiers— Dental Equipment, Dental Therapy Assistants, Military 
Curriculum Project 

Designed to provide entry level apprentice skUls to persons who 
wish to become skilled^ specialist level workers as dental assbtants, 
these course materials supplement laboratory or on*Uie-j9b learning 
situations. One of a member of mflitary^developcd curriculum 
PKkages selected for adap^tion toicivilian vocatioi^ curriculum and 
instruction, the course contains a^considcrable amount of review 



material and is stated to be suitable for beginning students with 
background in the basic sciences. Each chapter in the four-volume set 
is organized around learning o^ectives, aaompanieaby text with 
criterion exercises and answers keyed to the text for sclf-cvaluation. 
Each volume also has a review examination containing questions 
keyed to the objectives, no answers are provided. Volume I, Ad- 
ministration, Safety, and Maintenance, discusses the professional- 
client relationship and general safety practices. Volume 2, Basic Den- 
tal Sciences, covers oral anatomy, physiology, and pathology; dental 
- therapeutics; and basic microbiolo'gy and sterili^tion. Volume 3, 
Dental. Ii^truments and Materials, describes the uses of gener^, 
restorative, and specialty instruments, and dental materials. It is ac- 
companied by supplementary f oldout charu. Volume 4, Clini^ Pro- 
cedurest describes preventative dentistry programs, dental radiology, 
general assisting procedures, and specialties. (MEK). 
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This plan of instruction, lesson plans, student handouts, and pro- 
gramed texts for a secondary -postsecondary level course in engine 
mechanics is one of a^ number of military-developed curriculum 
packages select for adaptation to vocational instrucuon and cur- 
ricdum development in a civilian settmg. It is the first of a four-part 
course (see Note for other sections) covering general vehicle 
mechanics, including inspectiorf^ maintenance, and repair. The plan 
of. instruction suggests number of hoi^»^f class time devoted to each 
lesson in two blocks of instruction (tfiocks 1 and II). a total of sixty- 
nine hours of instruction. (1) Puljflications (^lessons, 12 hours), in- 
cluding basic math and hand#spixial, and mea^ng tools and (2) 
engines (8 lessons, 57 hours), including engine l^mbly, servicing, 
and reassembly; cooling, lubrication, and crankcase ventilating 
systems; soldering; corrosion control; emission control system; car- 
buretors; governors; and fuel iystem. It also details criterion objec- 
tives and support materials needed. Lesson plans outline teaching 
steps. Student materials in Block I include two handouts atfd seven 
programed texts and in Block II a study gtiide, workbook, worksheet^ 
and three programed texts. Military manuals, commercial texts, and 
audiovisuals are suggested, but not provided, LB). 
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riculum Oui(Jc$, Equipment Maintenance. Inspection. ' Lcarmng 
^ ^ Activities;' Lcss6n Plans, Motor Vehicles, Posuecondary Educa- 
; ♦ lion. Programed Instructional Materials. ^RepM^ Secondary 
^ EAication. Skilled Occupations. Study Guides, Workbooks 
Identifiers— Military Cuniculum P/oject ^ - 

This plan of instruction, lesson plans, and student materials (study 
guides, workbooks, and programed * texu) for a secondary- . 
postsecondary level course in engine mechanics is one of a number of 
military-developed curriculmn^kages selected for adaptation to 
• ^gcational instruction and curriculum development in a civilian sct- 
ttig. It is the second of a four-part pqursc (sec Note for other sections) 
covering general vehide mechanics. * including inspection, 
maintenance, and repair. The plan of instruction suggests number of 
houn.of class time devoted to each lesson in one blodc of instruction 
(Block-Ill, a total of 74.5 hours of instruction)|jLAuto Electrical UniU. 
containing five lessons on fundamentals of automotive electricity, bat- 
teries, and basic clcctnpal circuits; battery and magneto ignition 
system; crankjng motors and starting system; DC charging system; 
^ anfl AC Charging system. It also details crifeHba^objeetives^d sup- 
, port^terials needed. Lesson plans ^utline teaching steps. Student 
"Wtcrials include study guides containing objectives, text material, 
alid review questions; two workbooks containing shop procedures; 
^ and two programed texts. Military manuals, commercial texts, and 
apdiovisuals art suggested, but not provided. (YI^B). 
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dary Education. Programed Instructional Materials. Secondary 
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TW plan of instruction, lesson pjaos,^ afld student materials 
(prog^ed texts. wcrKbooks. and stmly gvfides) for aCsecondary* 
^ postsecondary level course in^gine mechanics is bne of a number of 
military-developed curriculum package? selecttti for adaptation to 
vocational instruction and curriculum development in a civilian set- 
ting. It is the third of a four-part course (sec N6te for other sections) 
covering g^n^al vehicle mwhanics. including inspection, 
^aintcpancc, ana repair. The plan o/ instruction suggests number of 
hours of class time devoted to teich lesson In two blocks of instruction 
(Blocks IV and V), a tot^ of 155 hours of bstruction: (1) Tune-Up 
6 ancNJ^r&uWcsho^ting (4 lessons, 78.5 houn), including engine, 
^ mechanical.* battery, ignition, ^fud, lubrication, cooling, crankcase 
ventilating, anti-pollution, emission control, lifting, warning, and 
signal systems, and <2) Power Trains (9 lessons, 76.5 hours), including 
maintenance, troubleshooting. and>epair. It also details criterion ob- 
JectWes and support materials needed. Lesson plans outline teaching 
steps. Student materials in Block IV Include a workbook/handout. 
and three programed texts and in Bfock V a study guide with^bbjec- 
tivci, text, and review questions; a study guide/ workbook: with shop 
proceduresr and seven programed ^|pcts. 
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Descriptors— ♦Air Conditioning Equipment, ♦Auto Mechanics, ♦£• 
' quipment Maintenance. *Industrial Arts, ♦Repajr. ♦Vocational 
Education. Behavioral Objectives. Course Descriptions. Cur- 

♦ Viculum Guides. Engine?. Inspeclion, Learning Activities, Lesson 
. Plans. H^otor Vehicles. Postsecondary Education, Programed In- 
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Study Guides ^ 
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This plan;0f instruction, lesson plans, student study guides, and 
prcraramed texts for afcecondary-postsecondary level course in engine 
meraanics is one ofrSt number of military-developed curriculum 
packages'^selected for adaptation to vocational instructior^d cur- 
ri^um deyelopment In a civilian settii\g. It is the fourth ota four- 
part course (sec ^ote for other sections) covering general vehiclf 
mechanics. Including , inspection, maintenance, and repair. The plan 
of iij^truction suggests number of hours of class time devoted to each 
lesson in two blocks of instruction (Blocks VI and VIII), a total of 
139.5 hours of instruction; (1) Brakes and Suspension (8 lessons. 94 
hours). Including hydraulic brakes, conventional and power steering 
systems, and service and adjustment of beam-type, front axle and in- 

, depehdent suspension systems and (2) (Compression Ignition Eh^es 
and Automotive Air Conditioning, (4 lessons, 45.i,hours), Incfuding 
compression ignition engine familiarization, operation.^ and seeing ^ 
and principles of, construction, operation. insjKction. 
'troubleshooting, evacuating, and charging air conditioning systems. 
It also 4ctails critfHon objectives and support materials needed. 

, Lesson plans outline leaching steps. Student materials m Block VI in- 
clude two study guides containing objktivcs. text, and review ques- 
tions ^ajdTscven programed texu and in Block VII a» study' guide. 
Military^&uals. commercial texts, and audiovisuals are suggested, 
but not provjlied. (YLB). 
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♦Distributive Education. ♦Job Analysis. ♦Marketing. ♦Occupa/ 
tional Information. Advertising. AssdciiteD^ees.^ Background, 
Business Administration. Community Colleges.^ Job Skills. 
Managerial Occupations. Material Development. Merchandising. 
Occupational 'Qusters. Post$econd^ Education. Program 
Development. Sales Occupations. Surveys* Task^Analysis 
Identifiers— University of Hawaii Community Colle^ystem 

To develop a competency-based curriculum guide for merchandis- 
ing/marketing for the UBiSvenity of Hawaii Community College 
System, ^ project (1) reviewed and developed a list of all occupations 
in the general merchandising/marketing program area, (2) developed 
task inventories for selected occupations, (3) drew a worker mobility 
chart to show the basic hierarchy of occupations in the program arei, 
and (4) develpped competency-based instructional materials. (The 
curriculum guide is available separately as CE 024 405. ) The program - 
advisory committee reviewed the occupations and selected three major 
clusters Tfbr whkh task Inventories were developed: stock/rccciv- 
Ing/shipping, display/buying/sales, and supervisory/management. 
Employers and employees surveyed by means of a background in- 
formation sheet and the task invempries indicated tasks performed 
and time spent on each task. Flndln|i Indicated that the task list iden- 
tified tasks Mpformcd by experienced workers, while the occupations 
s^cct^ in the general merchandising/marketing program are^were 
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primarily entry-level positions. The' percentage of- associate degree 
holders in each ^ the occupational clusters was small, indicating a 
need to determine why community college graduates are not employed 
in their vpcaiional areas. (Appendixes, amounting to approximately 
one^ialf of the r^ort, include the survey instrumenU. ) (YLB). 
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Air CooditioBlag. FOS: Fimdamestals of Service. 
^ Office of Youth Programs (DOL). Washmgton, D.C. 
. Pjub Date--79 

Available from— John Deere Distribution Service Center, Service 
'PublicaUons. Dept. 333, 140(>-3rd Ave. Moline, IL 61265 (Order 

• No. FOS-5703B, $5.25; 10 or more— $3.94^ each; supplementary 
« slide set— $24.00) 

' Pab Type — Ouides/Methods/Techniques — Classroom 
Use— Instructional Materials (051), Guidcs/Methods/Techni- 
qucs— Classroom Use— teaching Guides (052) 
- EDRS Price-MFpl Pins PosUge. PC Not Available from EDRS 
^ Descfiptors— ♦Agfeultural Education, •Air Conditioning, •Air Con- 
^ ditioning Eqm^ent, •Tractors, •Vocational Education, 
Agricultural Enginbcring, Agricultural Machinery, Equipment 

• Maintenance, Instructional Materials, Postsecondajy*Ed«e^iio;i, 
Refrigeration Mechanics, Secondary Education 

This manual on air conditioning is one of a series of power 
mephaxiics texts and visual aids covering theory of operation, 
diagnosis, and repair. Information is presented for use by vocational 
students and teachers as well as shop servicemen and laymen. Focus ts 
on air conditioning systems for mobUe machines, but most of the in- 
'^f.ong^ation also applies to automotive systems. Eight chapters includ- 
ed in the'manual are designed to train readers so that they can unders* 
tand and service air conditioning systems with speed and slcill. 
Chapter titleslnclude (1) Basics of Air Conditioning; (2) Refrigerants 
and Oil; (3) Basic System: How It Worics; (4) Service Equipment; (5) 
inspecting the System; (6) Diagnosing the System; (7) Testing and Ad- 
^ justing the System; and (8) Preparing System for Service. Many W 
^ lustrations are included ahd each chapter concludes with tcst^ourself 
questions. A glossary and ttie answers to the test questions' are ap- 
pended. (A supplementary 35mm color slide set is also available— see 
availability n otc. ) (L RA). ^ 
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Electrical System 'FOSr Fondamcatals of Senrke* 
John Deere Co. Moline, 111 
Pub Date— 79 

Available from- John Deere Dbtribution Service Center, Service 
PublicaUons; Dept. 333, 1400-3rd Ave. Moline, II 61265 (manual. 
Order No'. FOS-2004B, $7.50; 10 or more— $5.63 each; masters. 
Order No. FOS-20, $22.75; supplementary slide set— $ 105.00) 

Pub Type— Guides/Methods/Techniques — Classroom ^ 

• Use— Instfuctional Materials (051). Guides/Methods/Tcchni- 
ques— aassroom Use— Teaching Guides (052). Non-Print Media 
(100) 

EDRS PTice-MF03 Plus Postage, PC Nol Available from EDRS 
Descriptors— •Agricultural Education, •Electrical SyS;ems, •Power 
Technology, •Tractors, •Vocational Education, Agricultural 
Engineering, Auto Mechanics, Electricity, Electronics, Equip- 
ment Maintenance, Postsecondary Education, Secondary Educa- 
tion 

This electrical systems manual is one of a scries of power mechanics 
tcxu and visual aids for trahiing in the servicing of electrical systems 
on mobile machines. * Materials provide basic information and il- 
lustrations for use by vocational studenu andUeachers as well as shop 
servicemen and laymen. The ten chapters ^us on (1) Electricity: 
How It Works; (^l) Testing Tools and Equipment; (3) Storage Bat- 
teries; (4) Charging Circuits; ^(5) Starting CircuiU; (6) Ignition Cir- 
\ culu; (7) Elcctronip Ignition Systems; (8) lighting and Accessory Cir- 
, /culu; (9) General Mainteh*fce; and (10) Diagnosis and Testing of 
y/ ^tctrical Systems. E^chf^ptcr concludes with test questions. 
Answers to the test questioi^re appended along with a glossary of 
t^s and 19Oj0msparcncy masters. (A supplementary set of 35mm 
color slides b available— sec availability note. ) (LRA). 
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John Deere Co. Moline, 111 
Pub batc-»-?0 

Available from— John Datre Distribution Service Centec, Service 
Publications, Dept. 33*. 140a-3rd Ave, Moline, IL 61265 (manual, 
Or^ler No. F0S-3004B', $8.50; 10 or more— $6,39 -each; masters, 
Qrder No. FOS.3004, $23.75; supplementary slide set— $105.00) 
Pub Ty^e—Guides/M/thods/Techniques — Classroom 
* Use— Instructional Materials (051), Guides/Methods^cchni- 
qucs— aassroom Use— Teaching Guides (052), Non-Print Media 
(100) 

EDRS Price-MF03 Plus Postage, PC Not Available from EftRS 
Descriptors— •AgriculturaJ, Education, •Engine, •Power 
Tcchnolofor, •Tractors, •Vocational Education, AgricultuwJ 
Engineering, Auto Mechanics, Equipment Maintenance, 
PostsecondaiV^ucation, Secondary Education 
This manual on engines is one*of a series of power mechanics texts 
^ and visual aids for training in servicing of farm and industrial 
machinery. (Automotive, truck, and bus applications are often 
covered as well, ) Materials provide basic information and illustra- 
tions for use by vocational students and teachers as well as shop ser- i 
vicemen and laymen. The twelve chapters focus on (1) Engines: How 
They Work; (2) Basic Engine; (3) Gasoline Fuel Systems; (4) LP-Gas 
Fuel Systems; (5) Diesel Puels Systems; (6) Intake and Exhaust^ 
Systems; (7) Lubrication Systems; (8) Cooling Systems, (9) Governing 
Systems; (10) Engine Test Equipment and Service Tools, (11) 
Diagnosis and Testing, and (12) Engine Tune-up. chapter con- 
cludes with test questions. Answers to the test questions are appended 
along with a glossary of terms and 199 transparency masters. (A sup- 
plementary set of 35mm color slides is also available— see availability 
note.) (LRA). 
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Fastoiers. TOS: Fondamestab of Service.^ 
.John Deere Co. Moline, 111 
Pub Date— 79 

* Available from— John Deere Distribution Service Center, Service 
Publications, Dept. 333, 140(>-3rd Ave. MoHne, IL 61265 (Order 
No. FOS-6002B, $4.25; 10 or more-$3.19 each; supplementary 
. slide set— $50.00) 

Pub Type— Guides/Methods/Techniques— Classroom 

User-Instructional Materials (051). Gui^es/Methods/Techni- * 
* ques— Classroom Use— Teaching Guides (052) 

EDRS Pricc-lilFOl PIk P<Kt?igc PC Not Available from EDRS 

Descriptors— •Agricultural Education, •Agricultural Engineering, 
•Agricultural Machinery, •Power Technology, •Vocational 
Education, Instructional Materials, Postsecondary Education, 
Secondary Education ^ 

Identifiers— Fasteners (Machinery) 

Yhis manual on fasteners (devices used in home and shop to hold^^^^ 
things together) is one of a series of power mechanics texts and vistlal 
aids on operation, diagnosis, and repair. Materials provide basic in-,..^^^ 
formation and Ulustrations for use by vocational students and 
teachers as well as shop servicemen cCnd laymen. Seven chapters are 
included; (1) Importince of Fasteners; (2) Bolts, Cap Screws, Nuts, 
and Locking Devices; (3) Working with Bolts, Cap Screws, and NuU; 
(4) Screws, Keys, Stu(Js, Pins, Snap Rings, Rivets, and Clamps; (5) 
Specialty and Plastic Fasteners; (6) Adhesives and Sealants; and (7) 
Tables, Torques, and Metrics. Each part concludes with test ques- 
tional. Answers to the test questions are appended. (A supplementary 
35mm color slide set is also avaUabile-^see availability note. ) (LRA). 
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Hydraulics. FOS: Ftmdamentals of Service. 
John Deere Co, Moline, 111* 
^ Pub Date— 79 

Available from— John Deere Distribution Service Center, Service 
Publications, Dept. 333, 1400-3rd Ave, Moline, IL 61265 (manual, 
Order No, FOS-1003B, $6,50; 10 or more-$4,68 each; masters, 
Order No, FOS-IO, $17.75; supplementary slide set— $75.00) 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (051). Guides/Methods/T;fl^. 
ques— Classroom Use— Teaching Guides (052). Non-Print Modfia 
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Descriptors— •Agricultural Education. *Agricultural Machinery, 
•Hydraulics. •Power Technology. 'Vocational Education, 
Agricultural Engineering, Equipment Maintenance, Fluid 
Mechanics. Postsecondary Education, Secondary Education 
This manual on hydraulics is one of a series of power mechanics 
texts and visual aids for iratnmg in the servicing of agncuitura! and in- 
dustrial machinery. Focus is on oil hydraulics. Materials provide 
basic information and illustrations for use by vocational siudenis and 
teachers as well as*shbp servicemen and laymen. The twelve chapters 
focus on the following topics: (1) Hydraulics: How It Works; (2) 
Hydraulic Pumpsj (3) Hydraulic Valves; (4) Hydraulic Cylinders; (5) 
Hydraulic Motors; (6) Hydraulic Accumulators; (7) Hydraulic FiltC!^; 
(8) Reservoirs. Oil Coolers, Hoses, Pipes, tubes, and Couplers^ (9) 
Hydraulic ScaU, (10) Hydraulic Ruids, (11) General Maintenance, 
and (i2) Diagnosis and Testing of Hydraulic Systems. Each chapter 
concludes with test questions. Anwers to the test questions are ap- 
pended along with a glossary of terms and 150 transparency masters. 
(A supplementary set of 35mm color slides is also available— sec 
availability note, ) (LRA). 
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Power Trains. FOS: Fandament^^is of Service. 
John Deere Co. Moline, 111 
Pub Date— 79 

Available from— John Deere Distribution Service Center. Service 
Publications. Dept. 333, 1400'3rd Ave. Moiine, IL 61265 (manual, 
Order No F0S^«X)4B, S6.50, 10 or more-$4,88 each, masters. 
Order No FOS^. $15.75. supplementary slide set— 570.00) 
Pub Type — Guides, Methods. Techniques— Classroom 
Use— Instructional Materials (051). Guides/ Methods/Techni- 
ques— Classroom Use— Teaching Guides (052).* Non-Print Media 
(100) , . 

EDRS Price— MFOl Plus Posuge. PC Not Ayailable from EDRS 
Descriptors— •Agricultural Education, *TON?er-TcciMrt>logy, 'Trac- 
tors. •Vocational Education, Agricultural Engineering. Auto 
Mechanics, Equipment Maintenance, Postsecondary Education, 
Secondary Education 
Identifiers- Power Trains f 

This power trains manual is one of a series of power mechanics for 
training in the servicing of transmissions, eu. on farm and industrial 
machines. Materials provide basic information and iHusirauons for 
use by vocjiitf^nai students and teachers as well as shop servicemen and 
laymenrThe ten chapters focus on (U Power Trams. How They 
Work. (2) Clutches. (3) Mechanical Transmissions, (4> Hydraulic 
Assist Transmissions. (5) Hydrostatic Drives, i6) Torque Converters, 
(7) Differentials, (8) Final Drives, (9) Power Take-Offs, and UO) 
Special Drives. Each chjfpter concludes with test qucsuons. Answers 
to the test questions axe appended along with a glossary of terms and 
130 transparent masters. (A syfcplemeniary set of 35mm color slides 
is also available\^ availabiltttgi^- ) (LRA). 
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Tires asd Tracks, FOSi^ondamentabof Senrke. ^ 

John Deere Co, Moline,' 111 

Pub Date— 79 ' ^ 

Available from— John Deere Distribution Service Center, Service 
Publications. Dept. 333, 1400-3rd Ave. Moline, IL 61265 (Order 
No. FOS-5504B. S4.25; 10 or more-$3.19 each; supplementary - 
slide set— $32.00) 

Pub Type — Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051). duides/Methods/Techni- 

ques— Classroom Use— Teaching Guides (052) 
EDRS PrTce-MFOl Plus Posbge. PC Not Available from EDRS 
Descriptors— •Agricultural Education, •Agricultural Machinery, 

•Tractors^, •Vocational Education, Agricultural Engineering, 
9 Equipment Maintenance. Instructional Materials, Postsecondary 

Education, Power Technology. Repair, Secondary Education 
Identifiers— Tires, Track Vehicles 

This manual on tires and tracks servicing is one of a series of power 
mechanics texts and visual aids on operation, diagnosis and repair of 
automotive and off the road agricultural and construction equip- 
ment Materials provide basic infomtaUon and illustrations for use by 
vocational students and teachers as well as shop servicemen and 
laymen The first of the manual's two parts focuses on tires and 



discusses topics such as consuuction of tires, tire sizes, ballast, dual 
tires, tire failures, tire repairs, mounting and demounting tires, and 
changiag agricultural traction tires. Focusing on tracks, part 2 
discusses topics such as track shoes, track rollers and sprockets, ad- 
justing tracks, diagnosis of track wear, roller wear, removing tracks 
from machine, and installing tracks. Each part concludes with test 
questions. Answers to the test questions are appended. (A sup- 
plementary 35mm color slide set is also available— se$ availability 
note.) (LRA). 
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California Univ. Santa Barbara 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D. C. 
Pub Date— 79 
Contract— G007701 372 

Note— 197p. ; For related documents see CE 024 589-590 
Pub Type— Reports— Research/Technical (143). Tests, Ques- 
tionaires. Evaluation instru menis (160). Numerical/Quantative 
data (110) ^ 
EDRS Price-MF01/PC08 Plos Postage 

Descriptors— •Adults, ^•Agricultural Laborers, •Bilingual Education, 
^•Career Education. •Curriculum Development, •Spanish Speak- 
ing, Adult Education, Occupational Aspiration. Occupational In- 
fox mation. Participant Satisfaction, Program Effectiveness, pro- 
gram Evaluation. Self Concept, Vocational Maturity 
A project was conducted to design, develop, and evaluate the effcc* 
tiveness of bilingual (Spanish and English) career education materiab 
, for adult farmworkers with limited English-speaking ability. A career 
education manual, a series of audio- and video-taped interviews with 
former farmworkers employed in vanousjpb cluster areas, and a cur- 
riculum guide mcorporatjng the maml^land taped interviews were 
developed and field-tested. Volu^f^ adult farmworkers attending 
one of two existing education irdlgrams were assigne^ to either a 
c^eer education class (utilizing tn£ above curriculum nra^erials) or a 
waitiiig list control group. A pre-pbsttest control group expenmental 
desigii was used to evaluate the imp^t of the course on each student's 
knowledge of carea information, realistic career alternatives, educa 
tional and vocational aspirations, expectations, career matunty, and 
self-esteem. Results of field testing at both sites indicated that the 
amount of career information obtained by the students in the career 
education course was significantly greater than the control group 
students. The career education course did not appear to have a similar 
positive effect on the other ^najor dependent variables. The students, 
however, did indicate that they were very satisfied with the utihty, 
helpfulness, clarity, and realism of the course. (Author/BM). 
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California Univ. Santa Barbara 

Spons Agency— Bureau of Occupational and 'Adult Education 

fl3HEW/0E), Washington, D. C. 
Pub Date— 79 y 
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Note— 404p. . For related documents, see CE 024 588 and CE 024 590 
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Use— Teaching Guides (052) 
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De$criptors^*Adults, •Agricultural Laborers, *Biiinguai Education. 
•Cafcer4pducation, ^Occupational Information, 'Spanish Speak- 
. ing, Adult Education, Curriculum Guides, Instructional 
Materials, Learning Activities. Teaching Guides 
This document contains the curriculum guide and the first seven 
monographs of the career education manual which was developed 10 
assist tl^e instructor in presenting a career-awareness course to adult. 
limited-English-speaking farmworkers. (The last nme monographs of 
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the career education manual' arc found in 'CE 024 590. ) The cur- 
riculum guide is divided into three sccj;ions. The first Section is com- 
posed of four introductory units designed to enhance student self- 
awareness; the second section is composed of fifteen career cluster 
units intended to acquaint ihe student with information about c^ter 
areas Unit objectives, content information, and motivational exer- 
cises are included with each unit The third section includes instructor 
notes keyed to each unit The career education manual contains 
career monographs written at the 5th-gradt reading level in ^both 
English and Spanish to facilitate comprehension for persons with 
limited reading ability. The seven monographs included in this docu- 
ment provide ii^formation on occupations in the areas of agriculture, 
manufacturing,v marketing/distribution, consumer/bo^making, 
public service, and personal service. The guide and the c^wr educa- 
tion naanual have been used successfully with persons aged seventeen 
and upward> during 1978-79 at two cooperating sites in California. 
(Sec CE 024 588 for final project report. ) (BM). 
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Design, DeTdopment, and EvaloatioQ of Career Education Materiab 
for Adult Farmworker^ Final Rcpdh, Volume II— Oinictiloro 
Gtdde and Career Edocation MannaU fart 11. 

California Univ. Santa Barbara 

Spons Agency— Bureau of Occupational and Adult Education 
^ <DHEW/OE>, Washington, D. C. 
, Pub Date— 79 
Conjrici- G007701372 

Noife— 421p. ; For related documents sec CE 024 588-589 

Pdb Type — Guides/ Methods/Techniques — Classroom 

Vse— Teaching Guides (052) 
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Dtsscriptors— •Adults, •Agricultural Laborers, •Career Awareness, 
•Career Education. •Occupational Information, •Spanish Speak- 
ing, ^ult Education, Bilingual Education, Curriculum Guides, 
Instructional Materials 

This document contain^ the last nine monographs of a career educa- 
tion manual developed to assist the instructor in presenfing a. career- 
awareness course to adult, limited-English-speaking farmworkers.' (A 
companion document, CE 024 589. contains the first seven 
monographs and a curriculum guide ') These career monographs arc, 
written at the 5th-grade reading level in both English and Spanish.fe* 
facilitate comprehension for per^ns with limited reading ability. The 
nine monographs included in this document provide information on 
occupations in the areas of health, recreation, fine arts/humanities,^' 
communications, transportation, construction, busing/office/ en- ' 
vironment, and marine science. (BM). ' 
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Pub Date— 79 , 

Pub Type — Guides/ Methods/Techniques — Classroom 
Use— Instructional Materials (051). Guidcs/Methods/Tcchn^ 
qucs— Gassroom Use— Teaching Guides (052) 
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Descriptors •Curriculum, •Equipment M^intenanc^J •Military 
Training, •Optics. •Repair. Indep^dent "Study, Learning Ac 
tivitics. Light, Navigation, Spectroscopy 

Identifiers— Navy, Opticalmen 1 - ^ 

' This document contains a U.S. Navy Rate Training Manual and 
Nonresident Career Course whfch form a self study package to teach 
the theoretical knowledge and mental skills needed by the O^ticalman 
Third Gass and OptiCalman Second Cfass. (Opticalmep maintain, 
repair, and overhaul telescopic c^id^des, azimuth and bearing circles, 
binoculan. compasses, gunsi^ts,' sextants, hand held rangefinders, 
night vision equipment, submarine penscopes and other precision in 
struments. ) Information in the Rate Training Manual (RTM) is divid- 
ed into the following twelve chapters. (1) Advancement, (2) The 
Nature of Light, (3) Mirrors and Prisms, {4} Lenses, (5) Basic Optical 
Systems; (6) Design and Construction; (7) Maintenance 



Procedures- Part 1; (8) Maintenance Procedures— Part 11, (9) 
Machme Tool Operations, (10) Optical and Navigation Equipment, 
(11) Night Visual Sights and Gunsights, and (12) Submarine 
Periscopes. A U.S. Ctistomary and Metric System Units of Measure- 
ment table IS appended. The Nonresident Career Course (NRCC) 
follows the RTM index of key terms. The NRCC contains a set of 
assignments keyed to reading assignments in the Rate Training 
Manual. It is recommended that this trainmg package be combined 
with on{-the-job training for greater effectiveness. (BM). 

ED 185 329 ' GE 024 789 

Energy; ECCMOSpeclal Bibliography la Vocational & Career Educa- 
tion, 

lllinois^ State Board of Education, Springfield. East Central Cur- 
riculum Management Center 
Pub Date-2-80 
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Descriptors— •Career Education, •Energy Conservation, •Solar 
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vironment Education, Natural Resources, Postsecondary 
'jflfication 

l^^nnotated bibliography lists materials in thcf field of energy 
that would be of use to vocational and career educators. Materials m- 
clu(Jed in the guide focus on areas such as solar energy, energy and 
agriculture, natural jsnergy sources, and energy and the environment. 
All materials listed are available on a thirty-day loan from East Cen- 
tral Curriculum Management Center. (LRA). 
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John Deere Co. Molinc, 111 
Pub Date— 79 

Available^ from— John Deere Distribution Service Center, Service 
Publications, Dept. 333, 1400-3rd Ave. Moline, !L 61265 (Order 
No. FOS-6101B, $5.25; 10 or more— $3.94 each; supplementary 
slide set— $80.00) 
Pub Type — Guides/ Met hods/ Techniques — Classroom 
r Use- Instructional Materials (051). Guidcs/Methods/Techni- 
quc^— Classroom Use— Teaching Guides (052). Non-Pnnt Media 
. (100) 

EDRS PHce-MFO^^ PosUge, PC Not Available from EDRS 
Descriptors— •Agricultural Education, •Agncultural Engineering. 
•Agncullural Machinery,'**Equipment Maintenance, •Tractors, 
•Vocational Education, li\structional Materials, Postsecondary 
Education, Power Technology, Repair, Secondary Education ' 
This parts failures identification manual is one of a series of power 
mechanics texts and visual aids covering theory of operation, 
diagnosis of trouble problems, and repair of automotive and off-the- 
road construction and agricultural equipment. Materials provide basic 
information with many illustrations for use by vocational students 
and teachers as well ^ shop servicemen and laymen. Each of the 
eleven chapters shows pictures of failed parts followed by a brief ex- 
planation and reasons why the part might have failed. Chapters are 
(1) Pistons, Rings, and Cylinder JLincrs. (2) Journal Beanngs, (3) 
Valve Gear Trams, (4) Turbochargers, (5) Gears, (6) Shafts, Axles. 
Spindles, and Universal Joints, (7) Hydrostatic Transmissions, (8) 
Anti-Friction Bearings; (9) B;clts and Chains, (10) Tracks and Tires, 
and (11) Miscepaneous Failures. A glossary is appended. (A sup- 
plementary 35mm color slide set is also available— see availability 
note.) (LRA). 
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roRSPTlce--MF01 Was Postage, PC Not AwUaWe from EDRS " ^ 
Descriptors— •Agricultural Education, •Fuds, •Lubricanu, •Power 

Technology. •Vocational Education, Agricultural fenginccring. 

Agricultural Machinery, Equipment Maintenance, Instructional 

Materi^js, Postsecondary Education, Secondary Education, 

Tractors 
Identifien—* Coolants * ^ 

This manual on fuels, lubricants, and coolants is one of a series of 
power mechanics tests and visual aids on automotive and of f *the<road 
agricultural^d construction equipment. Materials present basic in- 
formation wim illustrations for use by vocational students and 
teachers as welKas shop servicemen and laymen. Focusing on fuels, 
the fint of three parts disoisses areas such as compression and fuels, 
octane ratings, selecting fuels for liquid propane gas engines, die^l 
fuel characteristics, and storing fuds. Part 2, Lubricants, describes 
engine oils, engine oil ratings, contamination of oil, mbtaken ideas 
about engine oils, storing and handling engine oils, and hydraulic and 
transmission fluids Part 3 focuses on coolants and discusses topics 
such as parts of the liquid cooling system, water "as a coolant, wann 
weather conditioning of the system, preventing corrosion and 
de]x>sits. and water pump and fan lubrication. Each part concludes 
with test questionia Answers to the test questions are appended. (A 
supplementary 3Jmm color slide set is also available— see availability 
note.)(LRA). 
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bdostrial Arts £<iocatiofi Competeocy Catalogs for Bask Tecbnkal 
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and Electronics, Energy and Power, Graphic 'CommonkatioQS. 

Old Dominion Univ. Norfolk, Va. Dept. of Industrial Arts Educa- 
tion ' , . 

Spons Agency— Virginia State Dept. of Education, Richmond. TrWc^ 
and industrial Education Service * 

Pub Date— 79 

Pub Type— Guides /Met hods/ Tech niques — Classroom 
Use — Teaching Gui^d^s (05 2 ). Reference 
Materials— Directories/Catalogs (132) 

EDRS Price-MF01/PC13 Plus Postage 

Descriptors— •Indlistdal Aru, •Minimum Competendes, •Skill 
Analysis, Architectural Drafting, Competence. Competency Bas- 
ed Education, Electricity, Electronics, Energy, Engineering 
Drawing, Graphic Aru, Power Technology, Secondary Educa- 
tion, Skill Development, Teaching Guides, Technical Illustration 
Identifien— Virginia 

Six competency catalogs of tasks for mdustnal arts programs are 
presented. These mclude catalogs in Architectural Drawing. Basic 
Technical Drawing, Electridty and Electronics, Energy and Power, 
Engineering Drawing, and Graphic Communications. The purpose of 
each catalog is to establish a basis for program content selection and 
criterion levels from which one may measure 'to see if individual 
learners have achi^ed minimal competence. Each catalog begins with 
an introduction, format description, course description, course goals, 
and suggested topical outline The remainder of the catalog is com- 
prised of task statements Each task follows a typical format that in 
dudes the following ^ions (1) Area of Competency, which iden 
tifies the industrial arts course for which the task was prepared, (2) 
Content/Concept, which identifies the sub-area with which the par 
ticular task is associated, (3) Task, which identifies the knowledge, 
(^skilb, or attitudes that the learner should possess after tnstnictibn, (4) 
Criterion Referenced Measure, which provides the means Of determin 
ing whether the learner can successfully perform the task, and (5) Per 
fonnance Goals, which identifies sub- tasks that lead to the devdop^ 
ment of the knowledge, skills, and attitudes identifed in the task. 
(LRA). 
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Descriptors— •Industrial Arts, •Minimum Competencies, •Skill 
Analysis, Communications, Competence, Competency Based 
Education, ^a^ufaauring. Power Technology, Secondary 
Education, Skill Devdopment, Teaching Guides 

Identifiers— Virginia , ^ 

Three competency catalogs of tasks for mdi^^tnal arts programs are 
presented. These include catalogs in Comm\nicauons Technology, 
Materials and Processes Technology, and Power and Transportation 
Technology. The purpose of each catalog is to establish a basis for 
program content selection and criterion levels from which one may 
measure to see if individual learners have achieved mxmmal com- 
petence. Each catalog begins with an mtroducuon, format descnp- 
.tion, course descrii^ion, course goals, and suggested topical oiOline. 

£e remainder of the catalog is comprised of task sutements. Each 
k follows a typical format that includes the following secuons. (1) 
Area of Competence, which identifies the mdustnal arts course for 
which4he task i^ prepared, (2) Content/ Concept, which ideniifies 
the sub-are| with which the particular task is associated, (3) Task, 
which identifies the knowledge, skills, or attitudes that the learner 
should possess after instruction; (4) Criterion Referenced Measure; 
which provides the means of determining whether the learner can sue* 
cessfully perform the task, and (5) Performance Goals, which idcn- 
tifies sub-tasks that lead to the development of the knowledge, skills, 
and attitudes identified in the>Oi^k. (LRA). , 
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tion ^ 

Spons Agency— Virginia State Dept. of Education, Richmond. Trade 

and Industrial Education Service 
-Pub Date— 79 
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Descriptors— •Industrial Arts, •Minimum Competencies, •Skill 
Analysis. Competence, Competency Based Education, Construe 
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Skill Development, Teaching Guides, Technology 
Identifiers— Virginia 

Four competency catalogs of tasks for mdustnal aru programs are 
presented. These include catalogs in Explormg Technology, Modem 
Industry, Construction, and Manufactunng. The purpose of each 
catalog is to establish a basis for program content selection and 
criterion levels from which one may measure to see if mdividual 
learners have achieved minimal competence. Each catalog begins with 
an introduction, format description, course descnption, course goals, 
and suggested topical outline. The remainder of the catalog is com- 
prised of task statements. Each task follows a typical format that in- 
dudes the following sections. (1) Area of Competence, which iden- 
tifies the industrial arts course for which the task was prepared, (2) 
Content/Concept* which identifies the sul^ea with^ which the par- 
ticular task is associated, (3) Task, which identifies the knowledge, 
skills, or attitudes that the learner should possess after instrucuon, (4) 
Criterion Referenced Measure, which pro^des the means of determin- 
ing whether the learner can successfully perform the task: and (5) Per- 
formance Goals, which identifies sub-tasks that lead to the develop- 
ment of the knowledge, skills, and attitudes identified in Jie task. 
(LRA). 
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'tllA^Bstrial Arts Edocttlos Competency CaUlogs for Metab 
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Spons Agency— Virginia State Dept. of Education, Richmond, Trade 

and Industrial Education Serxtce 
Pub Date— 79 

Pub Type— Outdes/Meihods/Techniq^ues— Classroom 
Use — Teaching Guides (052). Rdfrerence 
Matcriak— Dircctorics/Calalogs (132) 

EDRS Pricc-MF(U/PC12 Phis Postage 

Descriptors— •Industrial Arts. 'Minimum Competencies, 'Skill 
Analysis, Competence, Competency Based Education, Han- 
dicrafts. Metal Working, * Secondary Education, Skill Develop- 
ment. Teaching Guides. ^Woodworking 

Iacntificrs= 

Four competency c^alogs of tasb for industrial arts programs are 
presented. These inclW catalogs in Metals Technolpgy. Woods 
Technology. General Inoustrial Arts, and Industrial Crafts. The pur- 

- pose of each catalog isvto Establish a basis for program content selec- 
tion and criterion Icvfls /rom which' one may measure to see if in- 
dividual learners havc^diieved minimal competence. Each catalog 
beghis with an inm>d(iction. formal description, course description, 
counejgals— aadsuggesicd topical outline. The remainder of the 
catalog is cofipriscd of task statcmaits. Each task follows a typical 
format that includes the following scctionsf (1) Area of Competence, 
which identifies the industrial arts course for which the task was 
prepared/ (2) Content/Concept, which identifies the sub-area with 
which the particular task is associated; (3) Task, which identifies the 
knowledge, skills, or attitudes that the learner should possess after in* 
struction; Criterion Referenced Measure, which provides the 
means of determining -whether the learner can successfully perform 
the task; and (5) Performance Goals, which identifies sub-tasks that 

* lead to the development of the knowledge, skills, and atutudes iden- 
tified in the task. (LRA). 
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A Competei»cy*Based Gtdde for Orgaaiztng and 

Cooperathe Of^ EdocatioiL 
Virginia State Dept. of Education. Richmond. Div. of Vocational 

Education 
Pub Date— 79 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Teadung Guides (052) ^ 

EDRS Price— litft}l/PC09 Plus Postage 
^ Descriptors— 'Bayncss EducaUon. 'Competency Based, T^hcr 
Education, 'Cooperative Education. 'Office Occupations Educa- 
tion. Busmess Education Teachers, Competence, Course 
Organization, L^iming Modules, Secondary Education". 
Teaching Guides * 

Identifiers — Vu'ginia ♦ 

This guide presents a systematic approach to developing competen- 
cies that will enable teacher-coordinators to meet effectively the oc- 
cupational needs of students and to provide a source of well-trained 
individuals for business and office occupations. The guide consists of 
ten competency-based instructional modules which outline procedures 
for initiating, developing, operating, improving. , and evaluating 
cooperative office education (COE). Module titles are (1) What COE 
Is and Is Not. (2) Determine the for a COE Program. (3) Student 
Recruitment. (4) StuBei^t Sdection, (5) Organkation of Instruction. 
(6) Finding Traming Stations, (7) Compteting Training Plans. (8) 
COE Student Job Placement. (9) Conducting Coordmation Activities, 
and (10) Sponsor Development. Each module consists of a rationale, 
obicctives. learning activities, criterion test, and model answers. 
(LRA). 
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Kicks, Betty R. Bd. Sc^tcAdu B. June, Ed 

Compcteacy-Btsed Coarse Ontlhies for Bid»e» and Office Edscatlos* 

Secretarial, Stenographic Typewrit!^ and Related OovpatloBs. 
Virginia State Dept of Education. Richmond. Div. of Vocational 

Education 
Pub Date— 79 

Pub Type- Guides/Methods/Techniques*- Classroom 

Use— Teaching Guides (052) | 
^DRSPrice-MFOl/PCOSPIw Postal' * \j 
Descriptors— 'Office Occupations. 'Office OccupaUons Education. 
Business Skuls, Qerical Occui»tions, Competency Based Educa- 



tion. Course Content. High Schools, Minimum Competencies, 
Shorthand. Skill Development, Teachiiig Guides. Typewriting 
Idcntifttrs- Virginia 

This guide contains course outlines designed to assist teachers with 
the identification of research-based competencies for courses in 
business and office education. Outlines are provided for seven 
courses', typewriting, clerk typist one. clerk typist two, stenography 
one. stenography two, beginning shorthand, and advanced shorthand. 
Following a brief description of the course, each outline is divided into 
thre^ sections: topical outline, enabling competencies, and terminal 
competencies. (LRA). 
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DewaJd. Margaret R. 

Vocatiotial Home Economics Corricoltm) Golde for Opcttpational 
Qotfahig and Textiles. 

Virgmia Pj^ytechnic Inst, and Suie Umv, Blacksburg. Div. of 
Vocational-Technical Education. Virginia Slate Dept. of Educa* 
tion. Richmond. Home Economics Education Service 

Pub Date— 79 

Pub Type— Guides/ Mel hods/Techniques— Classroom 

Use— Teaching Guidef^052) 
EDRS Price-MF01/PC08 PlusPostoge 

Descriptors— 'Qothing Instruction, 'Home Economics Skills, 'Oc- 
cupational Home Economics. •Textiles instruction, Clothing, 
Curriculum Guides, Fashion Industry. Learning Activities, 
Secondary Education, Teaching Guides 

Identifie— Virginia - \ 

The training program outlined in this guide focuses upon the 
development of students for gainful employment through a two-year 
course of study in clothing and textiles. Instructional topics are pro- 
vided in six areas: clothing and loctiles careers; alterationist; custom 
dressier; industrial sewing; gettmg, keeping, and using the 
payche^]^; and fabrics for clothing. Each tppic^foUows a typical for* 
mat including the following sections: concept, performance objective, 
generalization, competencies, suggested learning activities, and 
criterion-referenced measure. Appended material includes a descrip- 
tion of the cooperative education program, the vocational youth 
organization (HERO), community occupational advisory committees, 
and a bibliography. (LRA). 
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Dcwaid. Margaret R, 

Vocatkmal.Home Economics Cunicnltnn Golde for Occopatlonal Home 
and Iistitotional Serr^ 

Virginia Polytechnic Inst, and State Univ. Blacksburg. Div. of 
Vocational'Technical Education. Virginia State Dept. of Educa- 
tion, Richmond. Home Economics Education Service 

Pub Dale— 79 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
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Descriptors— 'Home Economics Skills. 'Housekeepers, 'Occupa. 
tional Home Economics, ' Curriculum Guides. Day Care, Food 
Service. Learning. Activities, Second^ Education, Teaching 
Guides 
Identifiers— Virginia 

The training program outlined in this guide focuses upon the 
development of students for gamful employment thVough a two-year 
course of study in home and institutional services. Instructional 
topics are pro\aded in nine areas: orientation to home and institu- 
tional services, 'cleaning supplies and equipment, cleaning surfaces, 
cleanhig clothes and linens, cleaning and using kitchen appliances, 
preparing food, caring for people, employee awareness, and- 
miscellaneous tasks. Each topic follows a typical format including the 
following sections: concept, performance objective, generalization, 
competencies, sug^ted learning activities, and cntcnon-referenced 
measure. Appended material includes a description of the cooperative 
education program, the vocaUonid youth organization (HERO), com* 
munlty occupational advisory comittees, and a bibliography. (LRA). 
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Gemson Univ. S.C. Vocational Education Media Center. South 
Carolina State Dept. of Education, Columbia* Agricultural 
Education Section 

Pub Date— 79 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (05 1) 
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Descriptors— •Groun^keepers, •Ornamental Horticulture, 
Agricultural Educa^Rin, Behavioral Objectives, Fertilizers, Her 
bicides. High Schools, Horticulture, insecticides. Learning Ac 
tlvities. Learning Modules, Maintenance, Planning, Plant I^en- 
tificationt Postsecondar> Education, Supervision, Vocational 
Education 

' These forty-two learning activity packages, intended for student 
use, are based on a catalog of performance objectives, criterion- 
referenced measures, and performance guides for gardemng 
groundskeepmg developed b> the Vocauonal Education Consortium 
of States (V TECS). They are organized by four areas of instruction. 
Orgamzmg and Planning (personnel consideration, planting and fa 
tilization schedules), Directmg and Implementmg (safety and mspiec 
uon activities, replacement ordenng). Inspecting and Evaluating (soil 
samplmg, storage procedures, equipment capabihty evaluation), and 
»^Maintainmg Plants (general plant care, including planting,, prumng, 
"^QM^atering and insect protection. Each package has the same format: 
Introduction; Directions to the Student, Objectivc(s); Learning Ac- 
tivities; Safety; Equipment, Tools, and Supplies Needed; Instructions; 
Student Self-check, Fmal Check-out Activity; and Instructors Final 
CThecklist. It is noted that references listed or appropriate substitutes 
are essential, since the learning packages as presented do not include 
comfletc content. (Volume II contains packages 43-S4— sec Note. ) 
(MEK). 
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Kansas Vocational Agrknltore Edocatioo* Basic Core Carricdum Pro- 
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Kansas State Unrv. Manhattan. Dept. of Adult and Occupauonal 
Education 

Spons Agency— Kansas State Dept. of Education, Topeka. Div. of 

Vocational EducatioiT 
Pub Date— 80 
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Schoob, .Landscaping, Learning Activities, Nurseries Hor- 
ticulnire* Ornamental Horticulture, Plant Growth, Plant Iden^ 
tification. State Curriculum Guides, Student Organizadons, 
Supervised Farm Practice, Teaching Guides, Units of Study 
Identifiers— Kansas 

This secondary horticulture curricuium guide is one of a set of three 
designated as the basic core of instruction for horticulture programs in 
Kansas. Unhs of instruction are presented in thirteen sections: (1) 
Orientation and Careers, (2) Leadership and Future Farmers of 
America, (3) Supervised Occupational Experience Program, (4) Plant 
Classification; (5) Plant Growth and Development, (6) Nursery 
(Operations, (7) Greenhouses, (8) Floriculture, (9) Landscape Nursery. 
(10) Lawn Maintenance, (11) Vegetable Production, (12) Fruit Pro- 
duction, and (13) Horticulture Mechanics. Each unit is coinprised of 
the following parts: terminal objective, specific obJecUye^rinforma' 
tion sheets, assignment sheets, and unit test. (LRA). * 
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Pub Date— 80 

Available from— Vocational Quriculum Materials Center, Pittsburg 
State Univeniiy, Pittsburg, KS 66762 ^ 

Pub Type— Guides/ Methods/Techniques — Classroom 
Use— Teaching Guides (052). Tests, Questionaires, Evaluation in- 
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EDRS Prke-MF02 Plos Postage. PC.Not AraUabk from EDRS 
Dcscnptors— •Agricultural Education, •Hortioilture, •Vocational 
Educatidn, Agricultural Engineering, C^ourse Content, •^Fcr- 
tilizcrs, High Schools, Learning Activities, t^urseries Hor- 
ticulture, Ornamental Horticulture, Plant Growth, Plant 
Pathology, Plant Propagation, State Curriculum Guides, Super- 
vised Farm Practice, Teaching Guides, Units of Study 
Identifiers— Kansas 

This second horticulture guide is one of a set of three designated as 
the basic core of instrucuon for horticidture programs in Kansas. 
Umts of instruction are presented m eight secuons. (1) Leadership, (2) 
Supervised Occupauonal Expenencc, (3) Plant Propagation, (4) Soil 
and Plant Growth Media, (5) Jemluers, (6) Greenhouse, O Plant 
Problems and Controls, and (8) Horticulture Mechanics. Each ami is 
comprised of the foilowmg pans, lemunal objecuve, specific objec 
lives, mf ormation sheets, assignment sheets, and ami iesi> (LRA) 
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Kansas Stale Umv. Manhattan. Dept.^of Adult and Occupational 

Education 
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Vocadonai Education 
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ticulture, Ornamental Horticulture. State Currioilum Guides, 
Teaching Guides, Units of Study 
Identifiers— Kansas 

This secondary horticulture curriculum guide is one of a set of three " 
designated as the basic core of mstruction for hortioilture programs m 
Kansas. Units of instruction are presented in eight sections. (1) 
Human Relations, (2) Business Operations, (3) Greenhouse. (4) Retail 
Flowei5iiop Operation. (5) Landscape Ntirsery, (6) Lavrn 
Maintenance. (7) Garden Center, and (8) Hortioilture Mechanics. 
Each^unit is comprised of the foUovong parts, terminal objective, 
speciHc objectives, information sheets, assignment sheets, and unit 
test. (LRA), 
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Descriptors— •Agricultural Education, •Farm Accounts, •Farm 
Maiugcjncnt, •Vocational Education, Accounting, Learning Ac- 
tivities, planning. Recordkeeping, Secondary Education, 
Teaching Guides ' 
Identifiers— Kansas 

This planning guide for farm busmess analysis programs presents 
units of instruction hi four major areas: (1) farm records and accounts 
(14 uniu). (2) farm records summary and analysis (17 units), (3) farm 
planning and reorganization (16 imits). and (4) advanced farm and 
ranch management (11 units). Each unit ouUine is (lividcd into sbc ma 
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• jor areas: i^inal objectives, spcdfic objectives, possible learning ac» 
tivitics, outline of instructionaJ content, instructional material, and 
references. (LRA). 
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Designing Tndaittg Plans for DbtribotiTe Evocation. Final Report. 
^ Eastern Washington Univ. Cheney 

Spons Agency— Washington State Commission for Vocational 
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Pub Date— 80 
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Descriptors— ♦Cooperative Education, •Distributive Education. ♦Job 
Slcais, ♦Marketing. Advertising, Agricultural Supplies, Business, 
Check Lbts, Qothing, Competency Based Education, Construe- 
tion Materials, Educational Planning, Experiential Learning, 

V Fashion Industry, Financ^ial Services; Food Service, Home Fur- 
nishings, Holds, Industry, Insurance, Mcrchandisino, 
Minimum Competencies, Motor Vehicles, On the Job Trainhfc, 
I Petroleum Industry, Real Estate, Recreation, Secondary EduS- 
tion. Transportation. Work Experience 

Identifiers— Distributive Education Clubs of America. Entrepreneurs 

These distributive education traming and development plans for 
secondary-level programs provide lists of competcnaes a student 
nwls tp hold a job in sales and marketing occupauonal.areas. The 
Hfcign of the training plans is based on a 'pyramid' which m- 
corporates the following five sections or levels of competencies (from 
general, to specific): large group basic, small group occupauonal code, 
individual special code. DECA (Distributive Education Qubs of 
America), and on-the-job-individual competenaes which may be idcn- 
\^ tified by the coordinator or employer. Each of the traming plans 

follows this format: name and occupauonal code, occupaupnal 
\ description, sample job tasks and responsibiliues, and competency / 
checklbls upon which are to be indicated the means of mastering the 
competencies (the five levels of the pyramid), and a final student 
evaluation form to scale traits and work habits/abiliues. The twenty- 
two areas are advertising and display servicei; apparel and acccssones 
marketing; vehicles and accessories marketing; finance and credit ser- 
vices; fioristry. farm, and garden materials marketmg; food 
marketing, food services marketing; general merchandise retaUmg; 
hardware and building supplies marketing; home furmshmgs 
marketing; hotel, motel, and lodging services; industnal and insUtu- 
lional marketing; insurance; intemauonal markeung; personal ser- 
vices marketing; petroleum marketing; real estate markeUng; recrea- 
tional marketing; transportation and travel marketing; business ser- 
vices marketing; business ownership (enlrepreneurship); and gcnoral 
marketing. (YLB). 
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» Descriptors— ♦Home* Economics Education. ♦Home Furnishings, 
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Identifiers— New York . * 

Based on the New York State homemaking-family living cur- 
riculuni, this document presents sample modules appropriate for in- 
structional livds 111, IV, and V (grad.es 9-12) for the housing, fur- 
nishings, and equipment subject ^ea. An introductory s^on 
presents a chart of the housing, furnishings, and equipment modules; 
I steps in planning a course of study; and guidelines' for evaluating and 

editing home economics curriculum modules. The remaining three 
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sections of the document present the scope of Icarmngs chart and sam- 
ple modules for each of the three inslrucuonal levels. Six content 
areas form the basis for the modules: management, buymanship, 
leisure, career, health and safety, and relationships. Each sample 
module contains the following sections: module title, learning but- 
come, behavioral outcomes, suggested learning experiences, suggwjed 
measurement of studentt>rogress, and related modules titles. (LRA). 

ED 185 425 CE 025 209 

Bearings and Seals, FOS: Fundamentals of Service. 
John Deere Co.- Moline, III 
Pub Dale— 80 

Available from— John Deere Distribution Service Center. Service 
Publications, Dept. 333, 1400-3rd Ave. Moline, IL 61265 (order 
no. FpS-54B; J4.25, 10 or more— $3.19 each; supplementary slide 
set-i50.00) 

Pub Type— Guides/Methods/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
ques—Classroom Use— Teaching Guides (052). Tests. Ques- 
tionaires, Evaluation inslru menis (160) 
EDRS Prfce-MFOl Pits Postage, PC Not Available from EDRS 
Descriptors— •Agricultural Education, •Power Technology, •Voca- 
tional Education, Agricultural Engineering, Auto Mechanics, 
Engines, Equipment Maintenance. Industrial Arts, . Poslsecon- 
dary Education, Secon^lary Education 
Identifiers— Bearings, Seals (Mechanics) 

This manual on bearings and seals is one of a series of power 
mechanics texts and visual aids for use in training for the servicing of 
automotive and off-the-r<Jid fanmand industrial machines. Materials 
provide basic information and illustrations for use by vocational 
students and teachers as well as shop servicemen and laymen. Focus- 
ing on bearings, the first of two paris addresses topics such as types of 
bearings, loads on bearings^lain bearings (bushings), diagno^s of 
plain bearing failures, trouble shooting of plain bearings, anti-friction 
bearings, bearing capacities, types of ball bearings, types of, roller 
bearings, types of needle bearings, maintenance of anti-friction bear 
ings, diagnosis of failures, lubrication of anti-friction bearings, in- 
stallation of anti-friction bearings, and trouble shooting of anti- 
friction bearings Part 2 focuses on seals and addresses topics such as 
types of seals, how seals are sel^ied. dynamic seals, radial lip seals, 
exclusion seals, clearance seals, ring^seals. face seals, compression 
packings, molded packings, diaphragm seals, static seals. nonmclalUc 
gaskets, metallic gaskets, static O-rings. engine cylinder heaB^gaskets, 
sealants; hardening-type sealants, nonhardening sealants, and tape 
sealants. Each part concludes with test questions. Answen to the test 
questions §rc appended (A supplcmentory set of 35mm color slides is 
also availabP-see availability note. )(LRA). 
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and Chains. FOS: Ftmdam«Uls of Service, 
John Deere Co. Moline. HI 
Pub Djjfc— 80 

Available from— John Deere Distribution Service Center. Service 
Publications, Dept. 333. 1400-3rd Ave. Moline, IL 61265 (Order 
No, FOS-53B, $3.25; 10 or more— $2.44 each; supplementary slide 
set-$32.00) , J ^ 

Pub Type-^,Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (05 1 ) . 0 uidcs/Methods/Techni- 
ques— Classroom Use— Teaching Guides ^052). Tests. Ques- 
tionaires, Evaluation initru ments(160) 
EDRS Price-MFOl Pins PosUgc. PC Not AvaOable from EDRS 
Descriptors— ♦Agricultural Education, •Equipment Mamtenance, 
♦Vocational Education, Industrial Aru. Piostsecondary Educa- 
tion, Power Technology. Secondary Education 
Identifiers— Belts (Mechanlps), Chains (Mechanics) 

This manual on belts and chain drives is one^of a series of powci^ 
mechanics texts and visual aids on theory, qf operation, diagnosis, 
and repair of autoniotive and off-the-road agricultural and construc- 
tiOT equipment. K^lteriah provide basic mformation and dlustrations 
for use by vocatijamal studcirts and teachers as well as shop servicemen 
and laymen. Pocusing^on belts, the first of two parts addresses topics 
sudi as advantages and disadvantages of belts, types of belts, com- 
parison of belts, operation of V-belt drives, reading V-beit sizes. V- 
bdt pulleys and sheaves, relative output speed of belt drives, vanable- 
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~ -vfttA belt dnves, icosion mechanisms, mecbazucai mterference, . 
^eave groove wear* repiaong sheaves, mstallmg V bdts, maintenance 
of flat belts, wear on flat belts, and trouble shootmg belt drives. Part 
2 focuses on chains and addresses topics such as (/Hndples of chain 
drives, advantages and disadvanug^ of chaiils, uses of chains, types 
of chains, drive arrangements, matching chains and sprockets, relative 
speed of si3rocketSr aligning 'shafts and sprockets, chain slack, ^ 
lubricating chains, chain wear, and trouble shooting chain drives. 
Each part concludes with test questions. Answers to the test questions 
are appended. (A supplementary 35mm color slide set is also 
available— sec availability note. ) (LRA). 

ED185427 CE0252n 
* Flkr Glis/PUstics. FOS; Fuadamenttls of Serrice, i 
John Deere Co. Moline, lU ® 
Pub Date— 74 

Available from— John Deere Distribution Service Center, Service 
Publications, Dept. 333,M400-3rd Ave. Moline, IL 61265 (Order 
No. FOS-59B, S3.25* 10 or more— $2.44 each, supplementary sUdc-^ 
set— S32.00) 

Pub Type — Guides/ Methods/ Techniques — Classroom 
Use— Instructional Materials (051). Ouides/Methods/.Tcclini- v 
ques — Classroom Use— Teaching Guides (052) 
EDRS Price— MFOl Pins PosUge, PC Not ATaDablefrom EDRS . 
Descriptors— •Agricultural Education, *Equipment Maintenance, 
•Plastics, •Repair, *^ •Vocational Education, Agricultural 
Engineering, Auto Body Repairers. Industrial Aru. Motor 
Vehicles, Postsecondary Education, Secondary Education 
Identifiers— Fiberglass* , ^ 

This manual on methods of repainn^ damaged components and 
parts made of Hbcrglass/ plastics is one of a senes of texts and visual 
aids on operation, diagnosis, and repaJ of engine powered^ vehicles. 
Material^ provide basic mformauon vvith Jlusirauons for use b> voca 
tional students and teachers as well as shop servicemen and laymen. 
Focusing on the nature of fiberglass/plastic, the first of fofir parts in 
chides a discussion of what fiberglass/plastic is, materials for making 
it, how fiberglass/plastic parts are made, and types of damage. Part 2 
describes materials and tools required for repairing fibergifiss/plastic. 
The third part disctisses repairing cosmetic damage such as scratches 
and gouges. Foc^ing on repairing structural damage, part 4 ad- 
dresses the following topics, backing patches, hairline cracks, small 
fractures, simple ctirve; large fractures: siniple curve, fractures inac- 
cessible underside; and fractures on a compound curve. Parts 3 and 4 
conclude with test questions. Answers to the test questions are ap- 
pended. (A supplementary 35mm slide set b also availabl»— see 
availability note. ) (LRA). 
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"Mowisg mi Spraying Eqnf^meot FOS: Fondameutals of Serrke. 
' John Deere Co. Moline, 111 
Pub Date— 74 

Available from— John Deere Distribution Service Center, Service 
Publicafio'iB, Dept. 333, 1400- 3rd Ave. MoHne, IL 612S5 (Order 
No. FOS 56B, $3.25, 10 or more— $2. 44 each, supplementary slide 
set-S30.pO) 

Pub Type — Guide s^ Met hods/ Techniques — Classroom 
*Usc— Instructional Malerialr*(05l). Guides/Methods^O'echni 
qfies^-Classroom Use— Teaching Guides (052) 
EDRS Price^MFOl P1q& Postage. PC N<^ AvalUble from EDRS 
Descriptors^ •Agriculfural Education, • Agricultural Machinery. •£ 
< quipment M^intenancj^ •Vocational Education. Agricultural 
Engineering, Postsecondary Education, Secondary Education 
Identifiers — Mowing Equipment, Spraying Eqtiipment 
^ This mantial on mowing and spraying equipment is one of ^series 
of power mechanics texts and visual aids on servicing of automotive 
and off4he-road agricultural and construction machinery. Materials 
provide basic information and illustrations for use by vocational 
students and teachers as wdl as shop servicemen and laymen. Focus- 
ing on mowing cutter bars, the first of two^parts addresses topics such 
IS types of cutter bars; cutter bar components; mamtenance and ad- ' 
iustment; adfusting the cutter bar, knife, guards, cutter baf lead, the 
operating height, and the cutter bar tilt; removing and repairing the 
knifet and servidhg the guards and shoes. P^rt 2 focuses on spraying 
nozzles and addresses topks sucb as fiow rate, atomization, types of 



nozzles, cahbraung the application rate, checking nozzle tip flow rate, 
problems with nozzles, cleaning of nozzles, and calibration^formulas. 
Each part concludes ^th test questions. Answers to the test questions 
are appended. (A supplementary slide set is also available— see 
availability note. ) (LRA); 

ED 185429 ^ CE025 213 

$bop Tools. FOS: FimdameflUls of Senrlce. | 
John Dfcere Co. Moline, III , 
Pub Date— 80 

Available from— John Deere Distribution Service Center, Service 
Publications, Dept. 333, 1400-3rd Ave. Moline, IL 61265 (Order 
No. F0S-51B, $3.25; lOor more-*$2.44each; supplementary slide 
setT-$18.00) . • 

Pub Type— Guide s/Methods/.Techni ques— Classroom 
Use— Instructional Materials (0}1). Guides/^ethods/Tcchni- 
ques— Classroom Use— Teaching Guides (052) * 
EDRS Price— MFOl Plus Postage, PC Not Available from EDRS 
Descriptors— •Agncultural Education, •Hand Tools, •Machine 
Toob, •Vocational Education, Agricultural Engineering, Auto 
Mechanics, Equipment Maintenance, Industrial Arts, Postsecon- 
dary Education, Secondary Education 

This shop tools manual is one of a series of p<^ver mechanics texts 
and vistial aids on servicing of automotive and off-the-road equip- 
ment. Materials provide basic mformauon and^llustrauons for use by 
vocational students and teachers- as well as shop servicemen and 
laymen. Sccuons describe the use of the foUowiny^jols. screwdrivers, 
hammers, plien, wrenches, chisels, punches, fu«7 hacksaws, vises, 
clamps, twist drills, taps and dies, screw extractors, pullers, magnetic 
pick up toob, inspection mirrors, tubti!^ cutten, soldenng equip^ 
ment. fepler gauges, micrometers, dial indicators, spring testers, 
pressure gauges, and speed measunng tools. The manual concludes 
Aith test Questions. Appended material includes tables of weights and 
measures and the test question answers. (A supplementary 35inm slide 
set is also available— see availability note. ) (LRA). 

ED 185 430 CE 025 214 

Wddteg. FOS: Foodamaitals of Service. 
John Deere Co. Moline, 111 
Pub Date— 79 

Available from— John Deere Distribution Service Center, Service 
Publicauons, Dept. 333, 1400-3rd Ave. Moline, IL 61265 (Order 
No. FOS-52B, $5.25, 10 or more— $3.94 each, supplementary shde 
set— $50.00) 

Pub* Type— Guides/ Methods/Techniques— Classroom 
Use— Instructional Materials (Oil). Guides/Methods/Techni- 
ques— Classroom Use-Teaching Guides (052) 
EDRS Price— MFOl Plus Postage, PC Not Available from EDRS 
Descriptors— •Agricultural Education, •Vocational Education, 
•Welding, Agricultural Engineering, Equipment Maintenance, 
Industrial Arts, Postsecondary Education, Secondary Education 
This manual on modem gas and arc welding is one of a series of 
power mechanics texts and visual aids on the servicmg o^ automotive 
and off the-road agncultural and construction equipment Materials 
provide basic information with illustrations for use by vocational 
students and teachers as well as shop servicemen and laymen. The 
eight sections focus on (1) Gas Wdding. (2) Arc Welding, (3) Oxygen 
and Arc Cutting, (4) Brazing and Soldering, (5) Metal Surfacing, (6) 
Design of Welded Units, (7) Properties of Metals, and (8) Welding 
Safety. Each |>art concludes with test questions. Answers to the test 
questions and a glossary are appended. (A supplementary 35mm slide 
set is also available— see availability note. ) (LRA). 

ED^186579 • . CE021512 

OccBpatioaal Edccatkm for Sttidaits whfa Special Needs: Master Table 

of CoBteots tor IT-Volamc Series. 
Nassau County Board - of Cooperative Educational Services, 

Westbury,N.Y. 
Spons Agency— New York State Education Dept. Albany 
P.ubDate— 75 

Available from— Board of Cooperative Educational Services of 
Nassau County, Valentines Rd. and The Plain Rd. Wcstbury. NY 
11590 ($10.00; ]ndcx and 17 volumes, $75.00; handling charges, 
total set, S 10.00; individual documenU, $2.5(9 
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Pub Type— Guidcs/Mclhods/Tcchnfqucs— Non-Classroom Use 

(055). RefcrcTice Materials— General (130) ^ 
EDRS Pricc-MFOl Phjs Postage. PC Not AtalUble from EDRS 
Descnptors— •Disabilities, •Special Education, •Vocational Educa- 
tion, Competency Based Education. Course Content, Curriculum 
Guides, Employment ^ot^tial. Indexes, Interpersonal Com- 
petence, Job Skills, Mainjtrcaming, Posisecondary Education, 
Secondary Education, Teaching Guides 

Tl^is master table of contents provides a comprehensive overview of 
all seventeen books included in a series of curriculum resource guidei. 
fo( occupational teachers who;work with special needs studenU. Each 
Includes performance objectives and suggested instructional activities 
for job behaviors and attitudes conamon to all employment as weU as 
to the specific occup^Uon, Books included in the series are 
Automotive Maintenance; 3ody and Fender Repair; Building 
Maintcnapce; Building Trades; Distributive Services; Electronic 
Assembly; Floriculture; Food Services; Graphics; Mechanical 
Assembly; Office Services; Ornamental Horticulture; Packaging; Per- 
sonal Services, Health Oriented; Personal Services, Housekeeping 
Oriented; Plastics Manufactunng and Assembling; and Wood Pro- 
ducts Assembly. (LRA). 
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AJotandcr, Wilma Jca^ And Others 
Basisess Education bta the Eigbties. 
Illinois State Univ. Normal. Dept. of Business Education 
Spons Agency-Illinois State Office of Education, Springfield. Div 

of Adult Vocational and Technical Education 
Pub Date— 79 - 

Available from— Curriculuip Publications Clearinghouse, Western iV 
linois University, 47 Horrabin Hall, Macomb, IL 61455 ($8.00) 

Pub Type-Guides/Methods/Techniques- Classroom 
Use— Teaching Guides (052). 
Guidcs/Meth^s/Tcchniqucs— Non-Oassroom Use (055) 

EDRS Price-MFOl Plus Postage. PC Not Ayallable from EDRS 

Descriptors— 'Business Administration, •Business Education, 
•Course Descriptions, • •Distributive E^cation, •Economics, 
♦Marketi]jg, Accounting, Adult Educ^n. Business Com- 
munication, Business Skills, Career Education; Qcrical Workers, 
Consumer Education. Continuing Education, Cooperative 
Education, Course Content, Course Objectives, Curriculum 
Development, Curriculum Guides, Data Processing, Economics 
Education, Legal Education. Mathematia, Metric 5ystem, Of- 
fice Occupations Education, bffice Practice, Postsccondary 
Education, Program Development, Secondary Education, 
Statewide Planning, Two Year Colleges 

Identifiers— Illinois, Small Busmess Admmistration, Word Process- 
ing * ' ' 

This publication is a comprehensive curriculum guide designed to 
assist local educators in planning for comprehensive business pro- 
grams at the secondary and postsccondary levels. Information is of 
value for use by teacher educators when preparing* student* for 
teaching careers The curriculum guide is divided into 18 sections. 
The fint five sections and the last section deal with major 
philosophical as well^ current issues relevant to business education. 
The other sections deal with specific subject areas: Orientation and 
Exploration in the Business. Marketing and Management Occupa- 
tional Area^ Infusion of CaFcer Education, Metrics, and Economic 
Education; Mathematics for Business; Basic Business and Economic 
Education Programs; Accounting Programs; Data Processing Pro- 
gCUKs; Qerical, Secretarial, Word Processing, .and Administrative 
Office Careers; Business Communications and Word Processing Pro- 
grams; Marketing and Distributive 'feducation Programs; Cooperative 
Method in Vocational Education; Adult and Continuing Education 
Programs; and Small Business Administration Programs. These sec- 
tions providcjmateHals for development of programs and courses and 
include disctjs^ion of course objectives, issucs^d problems, content, 
mcthodoIog>t and sources of teaching aids, ^tensive appendixes in- 
clude a community occupational/ survey, values continuum, 
mainstream] ng resources, recommended program sequences, and an- 
notated bibliographies for several areas. (Author/YLB). 

ED 186 681 CE 025 229 

Drirer Eittcadoii CarHcsIom Guide. La^ratory Aide InstmctioQ Oir- 




ricttlimiGtdde. 

01^0 State Univ. Columbus. National Center for Research in Voca- 
tional Education 

Spons Agency— Ohio State Dept. of Educauon, Columbus. Div, of 

School Finance. 
Pub Date— 80 

Available from— Ohio E>epartmcnt of Education, Division of School 
Financc^Driver Education Section, 65 SouOTFiont Street, Room 
815, Columbus, OH 432J5 ' ' 

Put) Type— Guides/Met hods /Teclfhiques — Classroom 

Use-rTeaching Guided (052) 
EDRS Price— MF01/PC09 ?\vts Postage 

Descriptors— •Driver Education, •InscrykTe Teacher Education, 
•Teacher Aides^ Course Content, cSnriculum puides. Lesson 
Plan^ Ttoching Guides, Traffic Safety 

Idcntifien— Ohio ^ 

The purpose of this curriculum guide is to prepare laboratory aijic 
instructors to teach behind -the- wheel instruction to beginnmg dh\^ers. 
The guide is designed with 12 specific instrucuonal lessons to be con- 
ducted in conjunction* with the scheduled dnver educauon program. 
Each lesson follow? a iypical format that includes the following sec- 
tions; (1) lesson title, (2) time (estimated scheduled hours), (3) lesson 
overview, (4) lesson obie<;tive, (5) instructional concepts, (6) suggested 
contenjA)utline, (7) learning activities, (8) insuuctional resources, and 
(9)^didate resources. Appended is a list of films and filmstrips that 
be used in the course. (LRA). 

ED 186 687 * CE 025 254 

Gcmmil/, Perry R. Kiss, Mary EUtn 
Diagnostic Assessmwit of Disadvantaged Vocational Learners. 
Maryland Univ. College Park. Dept. of Industrial Education 
Spons Agency— Maryland State Dept. of Education, Baltimore. Div. 

of Vocational-Technical Education 
Pub Date— 79 

Available from— Tfie Maryland Vocational Curriculum Production 
Project, Western Maryland Vocational Center, P.O. Box 5448, 
McMullen Highway, Cresaptown, MD 21502 

Pub Type— Guides/ Methods/Techniques — Classroom 
Use— Instructional Materials (051) 

EDRS Price— MF01/PC02 Plos Postage 

Descriptors-^Coinpetency Based Teacher Education, •Educational 
Diagnosis, •Vocational Education Teachers, Diagnostic T^ts, 
WC^tionally Disadvantaged. Individualized Instruction, Inser- 
vice Teacher Education, Learning Modules, Postsccondary 
Education. Secondary Education, Tests . 
This learning activity package (LAP) titled Diagnostic Assessment 
of Disadvantaged Vocational Learners is one of a series designed to 
develop competencies needed b^wational teachers working with 
disadvantaged students. Each LAP concentrates on one general voca- 
tional teacher competency and contains (he following sections; an in- 
troduction, a teacher, competency sheet, an mformation se«ion<k 
worksheets, and evaluation devices. The introduction describes thJ 
purpose and direcijons for using the booklet. The teacher competency 
sheet identifies the unit, competency, performance objective, Icarmng 
activities and vocabulary to guide the learning of the vocational 
teacher. Information sheets and alternative print and nonprint media 
present content pertaining to the competency. A test is provided to 
check the teacher's comprehension of the information presented. 
Worksheets provide application of the content and a final evaluation 
instrument permits an assessment of the vocational teacher's per- 
formance. (LRA). 
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GcmmilU Perry R. Kiss, Mary EUcn 
Dlsadtaiitagcd Learner Rlferral Process, 
Maryland Univ. College Park. Dept. of Industrial §ducaUon 
Spons Ageticy— Maryland State Dept. of Education, Baltimore. Div. 

of Vocational-Technical Education 
Pub Date— 79 * , ^ 

Avaflable from— The Maryland Vocational Curriculum Producdon, 
Project, Western Maryland Vocational Center, P.O. Box 5448, 
McMuDen Highway, Cresaptown, MD 21502 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Insfiiictional M^erials (051) 
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EDRSPrke— MFOl/PCOlPlttsPosUge , 
Descriptors— *Compctcncy Based Teacher Education, •Educationally 
Disadvantaged, •Referral, •Vocational Education Teachers. In 
dividualized Instruction, Inservice Teacher Education, Learning 
Modules, Postsecondary Education, Secondary Education, Tests 
This learning activity package (LAP) utied Disadvantaged Learner 
Referral Process is one of a scries designed loAlcvdop competencies 
needed by vocauonal teachers working v^th disadvantaged students. 
Each LAP concentrates on one general vocauonal teacher competency 
and contains the foUowmg sections, an mtroduction, a teacher com- 
petency sheet, an mformation section, worksheets, and evaluation 
^devices. The introduction descnbes the purpose and directions for us- 
ing the booklet. The teacher competency sheet identifies the umt, 
competency, performance objective, learning activities and 
vocabulary to guide Ae learning of the vocational teacher. Informa- 
tion sheeu and alternative p9int and nonprint media present content 
pertaining to the competency. A test is provided to check the teacher's 
comprdicnsion of the information presented. Worksheets provide ap- 
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plication of tl^ content and a final evaluation instrument permits an 
assessment of the vocational teacher's performance. (LRA). 
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pannuli* Perry R._ Ki?s^Ma/yEIJen 
" Ciuiracteristks of Dis^Tantaged Learsefs. 
Maryland Univ. College Park. Dept. of Industrial Education 
Spons Agenoy— Maryland State Dept. of Education, Baltimore. Div. 

of Vocatibnal*Technical Education 
Pub Date— 79 

Available from— The Maryland Vocational Curriculum Production 
Project, Western Maryland Vocational Center, P.O. Box 
McMullen Highway, Cresaptown, MD 21502 

Pub Type — Guides /MethQds/ Techniques — Classroom 
Use— Instructional Materials (051) 

EDRS Price— MF01/PC02 Phe Postage 

Descriptors— *Competency Based Teacher Education, *Educationally 
Disadvantaged, •Individual Characteristics, •Student 
- Characteristics, •Vocational Education Teachers, Identification, 
^^^^ Individualized Instruction, Inservice Teacher Education, Learn 
ing Modules, Postsecondary Education, Secondary Education, 
Tcsu 

This teaming activity package (LAP) titled Characteristics of Disad- 
vantaged Learners is one of a series designed to develop competencies 
lieeded by vocational teachers workbg with disadvantaged students. 
Each LAP concentrates on one general vocauonal teacher competency 
and contains the f ollowmg sections, an introduction^ a teacher com- 
petency sheet, an information section, worksheets, and evaluation 
devices. The introduction describes the purpose and directions for us- 
ing the booklet. The teacher competency sheet identifies the unit, 
competency, performance objective, learning activities and 
vocabulary to gtiide the learning, of the vocational teacher. Informa- 
tion sheets and alternative print and nonprint media present content 
pertaining to the competency. A test is provide^ to check the teacher's 
comprehension of the hiformation ptesented. Worksheets provide ap- 
plication of the content and a final evaluation instrument permits an 
assessment of the vocational teacher's performance. (LRA). 
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GcmmiU, PciryR. Xiss, 

Dlstiruitigetf Leaner Asaly^ Profile. 

Maryland Univ. College Park. Dept. of Industrial Education 

Spons Agency— Maryland State Dept. of Educadon, Baltimore. Div. 

of Vocational-Technical Education 
Pub Date— 79 

Available from— The Mafyland Vocational Curriculum Production 
, Project, Western Maryland Vocational Center, P.O. Bo^ 5448, 

McMullen Highway, Cresaptown, MD 21502 
Pub Type— Guides /Methods/ Techniques— Classroom 

Use— Instructional Materials (05 1) 
EDRS Price— MF01/PC02 Pl«s PosUge 

^Descriptors— •Competency Based Teacher Education. •Diagnostic 
Tms, •Educationally Disadvantaged, •Evaluation Methods* 
•Vocation^il Education Teachers, Individualized Instruction, In- 
servipe Teacher Education, Learning Modules, Postsecondary 
Education, Sn^ondary Education, Tests 



This learning activity package (LAP) untied Disadvantaged Learner 
Analysis Profile is one of a scnei designed to develop competencies 
needed by vocational teacher^ working^ with disadvantaged students. 
Each LAP concentrates on one general vocauonal teacher competency 
and contains the following sections, ai^ntroducuon, a teacher com 
petency sheet, an in^rmation section, worksheets, and evalimtion 
devices. The introductten describes the purpose and directions for us- 
ing the booklet. The teacher competency sheet identifies the unit, 
competency, performance objective, learning activities and 
vocabulary to guide the learning of the vocational teacher Informa 
tion sheeti and alternative print and nonprint media present content 
pertaining to the competency. A ttet is provided to check the teacher's 
comprehension of the information presented. Worksheets provide ap> 
plication of the content and a final evaluation instrument permits an 
assessment of the vocational teacher's performance. (LRA). , 
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GtsaauXi, PcnyR. Kiss, Mary Elien 

Occapatkoal Cluster Analysb for Dlsadrantaged VocatioBal Learners. 

Maryland Univ. College Park. Dept. qf Industrial Education 

Spons Agency— Maryland Slate Dept. of Education, Baltimore. Div. " 

of Vocational-Technical Education *i 
Pub Date— 79 . 
Available^^rom— The Maryland Vocational Curriculum Production 

Project, Western Maryland Vocational Center, P.O. Box 544S, 

McMullen Highway, Cresaptown, MD 21502 / 
Pub Type— pu ides /Methods/ Techniques— Classroom 

Use— Instructional Materials (05 1) . - ^^^^ 

EDRS Price— MF01/PC03 Phfcs PWage 

Descriptors— •Cluster Analysis, •Competency Based Teacher Educa- 
tion, •Educationally Disadvantaged. •Job Analysis. •Vocational 
Education Teachers, Individualized Instruction, Inservice Teacher 
Education, Learning Modules, Postsecondary^ Education, Secon- 
dary Education, Task Analysis, Tests " 
This learmng activity package (LAP) utled Occupational Qustfer 
'Analysis for Disadvantaged Vocational Learners is one of a series 
designed to develop competenaes needed by vocational teachers 
workmg with disadvantaged students. Each LAP concentrates on one 
general vocational teacher competency and contains the following sec 
tions: an lntroduction,^a teacher competency sheet, an information* 
section, worksheets, and evaluation devices. The Introduction 
describes the purpose and directions for using the booklet. The 
teacher competency sheet identifies the unit, competency, per- 
formance objective, learning activities and vocabulary to guide the 
learning of the vocational teacher. Inf onhation sheets and alternative 
print and nonprint media present contertt pertaining to the competen- 
cy. A test is provided to check the teacher's comprehension of the in-^ 
formation presented. Worksheets provide application of the content 
and a fmal evaluation instrument permits an assessment of the voca- 
tional teacher's performance. (LRA). 
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OanmiU, PcnyR. Kiss, Mary Elien ' 
SidMi aad Commmdty'Resoarces for Dbadrantaged Learners* 
Maryland Univ. College Park. Dept. of Industrial Education 
Spons Agency— Maryland State Dept. of Educalion, Baltimortf. Div. 

of VocationakTechnical Education 
Pub Date— 79 ^ 

Availably from— The Maryland Vocational Curriculum Production 
Project, Western Mar^d Vocational Center, P.O. Box 5448. 
McMullen Highway, Cresaptown, MD 21502 

Pub Type^Ouides/Methods/Tethniques— Qlassroom 
Use— Instructional Materials (051) 

EDRS Price-MFOl/PCOZ P!« PosUge' 

Descriptors— •community Resources, •Competency Based. Teacher 
Education, •Educationally Disadvantaged, •Educational 
Resources, •Vq|4iuonal Education Teachers, Individualized In- 
struction, Inservice Teacher Education, Leambig Modules4 
Postsecondary Education, Secondary Education, Tests 
' This teaming activity package (LAP) titled School and Community 
Resources for Disadvantaged Learners is one of a series designed to 
develop competencies needed by vocational teachen working with 
disadvantaged studenu. Each LAP concentrates on one general voca- 
tional teacher competency and contains the following sections: an in- 
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troduction, a teacher competency sheet, an information section, 
worksheets, and evaluation devices The introduction describes the 
purpose and directions for using the booklet The teacher convpetency 
sheet identifies the unit, competency, performance objective, learning 
activities and vocabulary to guide the learning of the * vocational 
teacher Information sheets and alternative print and nonprint media 
present content pertaining to the competency A test is provided to 
check the teacher's comprehension of the information presented 
Worksheets provide application of the content and a final evaluation 
instrument permits an assessment of the vocational tcaiher'^ per- 
fprmance. (LRA). 
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The Respiratory System. Instroctional Mfteriab In Anatomy and 
Pbysioloaf for PcnnsylTanla Health Occupations Programs. 

National Evaluation Systems, Inc. Amherst, Mass 

Spons Agency— Pennsylvania State Dept of Education, Hanoiburg. 
Bureau of Vocational and Technical Education * 

Pub Date— ^9 

Pub Type — Guides 'Methods 'Techniques — Classroom 
Use— Instructional Materials (051). Guides/MBthods/Techni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price-MF0I^PC02 Pins Postage 

Descriptors- "Allied Health Occupations Education, 'Anatomy, 
•Human Body, 'Physiology. Allied Health Personnel, Behavioral 
Objectives, Dental Assistants, Emergency Squad Personnel, In- 
structional Materials, Learning Activities, Learning Modules, 
Medical Assistants, Nurses Aides, Posisccondary Educfifion. 
' Practical Nurses, Secondary Education, Teaching Guides ^ 
Identifiers— Lungs. Respiration, Respiratory System 

This instructional modular unit with instructor's guide provides . 
matenals on aspecu of one of the major systems of the human 
body— the respiratory system, lu purpose is to introduce the student 
to the structures and functions of the human respiratory system— and 
the intcnelationships of the two— and to familiarize the student with 
some of the terms and concepts necessary for an understanding of the 
respiratory system The modular unit is made up of several com- 
ponents a pretest, four instructional modules with objectives, in- 
formative materials, and corresponding post tests, optional activities 
for the students; and a glossary of terms used in the unit. Topics 
covered !n the modules include an introduction to the respiratory 
system, upper respiratory tract, the lungs, and respiration The in- 
structor's guide provides suggestions for effective use of thej naterials, 
mcluding descriptions of each component, use of th£«0erH'{k)n^nis, 
scoring the post tests and answers to the post t^ts<'Three^dditidnal 
modules on the circulatory, musculoskeletal ,>y^em. and digestive 
systems are available separately (see Note) (YLB). 
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The Moscnloskeletal System. Instructional Materials in Anatomy and 

Physiology for Pennsylvania Health Occnpatioi^ Programs. 
National Evaluation Systems, Inc. Amherst, Mass 
Spons Agency— Pennsylvania State Dept. of Education, Harnsburg. 

Bureau of Vocational and Technical Education 
Pub Date— 79 

Pub Type - Guides 'Methods 'Techniques — Classroom 
Use— Instructional Materials (051). •Guides/Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price--MF01 /PC03*Ins Postage 

Descriptors— •Allied Health Occupations Education, • Anatomy, 
•Human Body* 'Motor Reactions, 'Physiology, Allied Health 
Personnel, Behavioral Objectives, Dental Assistanu, Emergency 
Squad Personnel, Instructional Materials, Learning Activities, 
Learning Modules, Medical Assistants, Nurses Aides, Posisecon- 
Practical Nurses, Secondary Education, 
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dary Education, 
Teaching Guides 
Identifiers— Muscles, 
Skckton 

This instructional modular unit with instructor's guide provides 
materials on aspects of one of the major systems of the human 
body— the mu^uloskeletal system Its purpose is to introduce the ^tu- 
dent to the structures and fimctions of the human mjisculoskeletal 
system— amfthe intcrrclatioitships of the two - and to familiarize the 
student with ^ some of the terms and concepts necessary (x>t an 



understanding of the musculo^letal system, Thc^odular unit is 
made up of several components. a1>rctest,' seven instruciionai modules 
with objectives, informative materiab, and corresponding post-tesu, 
optional activities for the students, and a glossary of terms used in the 
unit. Topics covered in the modules include an introducuon tp the 
skeletal system, axial skeleton, appendicular skeleton, an introduction 
to the muscular system, qjajor muscles of the body, supporting struc- 
tures of the musculoskeletal system, anS movements. Tlje instructor's 
guide provides suggestion* for effective use of the materials, including 
descriptions of each component, use of the components, scoring the 
post*tesis, and answers to the post-tests. Three additional modules on 
the respiratory, circulatory, and digestive systems are available^ 
separately (see Note). (YLB). . . * 
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Tht Dlgestire System (and) Instructor's Galde. Instrinrtional Materiab 

in Anatomy and Physiology for PennsyWania Health Occnpations 

Programs. 

National Evaluation Systems, Inc. Amherst, Mass 

Spons Agency— Pennsylvania State Dept. of Education, Harrisburg, 

Bureau of Vocational and Technical Education 
Pub Date— 79 

Pub Type— Guides/ Methods/ Techniques — Classroom 
Use— Insfrucuonal Materials (051). Guides/ Methods/ Techni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price-MF01/PC02 Pits Postage 

Descriptors— •Allied Health Occupations Education, •Anatomy, 
•Human Body, •Physiology, AUied Health Personnel, Behavioral 
Objectives, Dental Assistants, Emergency Squad Personnel, In- 
structional Materials, Learning Activities, Learning Modules, 
Medical Assistanu, Nurses Aides, Postsccondary Education, 
Practical Nurses, Secondary Education, Teaching Guides 

Identifiers— Digestive System 

This instructional modular unit with instructor's guide provides 
materials on important aspects of one of the major systems of the 
human body— the digestive system. Its purpose is to introduce the stu- 
dent to the structures and functions of the human digestive 
system- and the interrelationships of the two— and to familiarize the 
student with some of the terms and concepts necessary for an 
understanding of the digestive system. The modular unit is made up 
of several components, a pretest, four instructional modules with ob-^ 
jectives, informative matcriah, and corresponding posi-t«js, optional 
activities for the students, and U ^ossary of tchns-ss^Tin the unit. ' 

£ics covered m the modules include an introduction to the digestive 
systc?ltr''«Jimcniary tract, accessory organs, and the utilization of 
•food. The mSnictor's guide provides suggestions for effective use of 
the materialSj inb^ding descriptions of each component, use of the 
components, scorii^ the post-tests, and answers to the post-tests. 
Three additional modules on the respiratory musculoskeletal, and cir- 
culatory systems are available separately (sec Note). (YLB). 
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The rircalatory System. Instroctionai Materiab^ in Anatomy and 

Phy^ology for PcnnsyWanla Health OccnpatldK Programs. 
. National Evaluation Systems, Inc. Amherst, Masl 
Spons Agency— Pennsylvaiila State Dept. of EduJfeition, Harnsburg. 

Bureau of Vocational and Technical Education > 
Pub Date— 79 

Pub Type— Guides/ Methods/Techniques- Classroom 
Use— Instructional Materials (051). Guides/Methods/ Techni- 
ques-Classroom Use— Teaching Guides (052) 
EDRS Price-MF01/PC02 Plos Postage ^ ^ 

Descriptors— •Allied Health Occupations ^^tion, 'Anatomy, 
•Blood Circulation, •Cardiovascular System, •Human Body, 
Allied Health Personnel, Behavioral Objectives, Dental 
Assistants, Emergency Squad Personnel, Instructional Materials, 
Learning Activities, Learning Modules, Medical Assistants, 
Nurses Aides, Physiology, Postsccondary Education, Practical 
Nurses, Secondary Education, Teaching Guides 
Identifiers— Blood, Heart, Lymphatic System 
. This instructional modular unit with instructor's guide provides 
materials on aspects of one of the major systems of the human 
body- the circulatory system. Its purpose is to introduce the student 
to the structures and functions of the human circulatory system— and 
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the interrelationships of the two- and to familiarize the student with " 
some of the terms and concepts necessary for an understanding of the 
circulatory system Th^ modular unit is 1nade up of several com- 
ponents: a pretest; five instructionaj modules with objectives, in- 
formative materials, and corresponding post tests, optional activities 
foj the students; and a glossary of terms used in the unit. Topics 
covercfNn the modules include an introduction to the circulatory 
system, the blood, the heart, blood vessels, and the lympfiatic system. , 
The instructor's guidt provides suggestions for effective use of the 
materials, including descr^>tions of each component, use of the com 
poncnis, scoring the post tests, and answcn to the post tests. Three 
additional modules on the respiratory , musculoskeletal, and digestive 
systems are available separately (see Note). (YLB). 
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Applied Agrkultaral Scieifce and Mechtnics 1 and 2. A Corricolmn 

Gslde for Agrkoltnral Grades^ and 10. 
New York State Education Dept. Albany. Bureau of Occupational 

Education Curriculum Development 
Pub Date— 80 

Pub Type — Guides / Methods/ Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC09 Pins PosUge 

Descriptors— f Agribusiness, • Agricultural Education, •Agricultural 
Engineering. 'C^ecr E<kication, •Vocational Educationr-^ 

' Agricultural Occupations, Course Content. Course Descriptions, 
Course Objectives. Curriculum Ouidcs, Grade 9,'*Grade 10, Stu 
dent Evaluation,'^eaf hing Guides 

Identifiers— Nc?v ^rk 

This curriculum guide is designed to provide students with op* 
portunities to explore different careers related to agriculture, to 
develop basic skill^^ knowledge related to the agriculture industry, 
and to make an^^^Uigent selection of the speciality fields m 
agriculture that they will pursue m the eleventh and twelvlh grades. 
An introductory section discuss«f program consideration such as time 
requirements, content areas, facihties, and the teaching calendar. The 
rcbiainder of the curriculum presents a course of study that includes 
the following sixteen uniu of instruction: Course Oricnution, Youth 
Leadership Training, Overview of the Agriculture Industry, Supervis- 
ed Work Experience Programs, Shop and Laboratory Procedures, 
Agricultural Welding. Agricultural Power and Machmery, 
Agricultural Structures, Soil Science, Agricultural Business Manage- 
ment, Environmental Protection and Safety, Renewable Natural 
Resources. Animal Science. Plant Science. Agricultural Economics, 
and Energy Conservation Each unit outline follows a typical format 
that includes the following information, number of class sessions, ob- 
jectives, content outline, instructional suggestions, student activities, 
and evaluative suggestions. (LRA). 
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Equal Is Better A Voc Ed Guide to Sex Fairftess Resoarces and the 
Law. Vocatknal EdBcatloa Development Series No. 8, 

Ohio State Univ. Columbus., National Center for Research in Voca- 
tional Education ' 

Spons Agency -Bureau of Occupational and Adult Education 
(DHEW/OE). Washington, D. C. 

Pub Date— 79 

Available from— National Center Pjiblications, The Nauonal Center 

for Research in Vocational Education, The Ohio State University! 

1960 Kenny Rd. Columbus, OH 43210 ($8.50) 
Pub Type — Guides /Met hods/Techniques — Classroom 

Use — Teaching Guides (052). 

Guides/Methods/Techniques-^Non-Classroom Use (055). 

Reference Materials— Bibliographies (131) 
EDRS Prke-MFOl/POr; Plv PosUge 

Descriptors— 'Equal Education, •Federal Legislation, *Resource 
Materials, 'Sex Fairness, ♦Vocational Education, Administrator 
Guides, Career Guidance, Community Education^ Educational 
Legislation, Inservice TeacheY Education, Instructional Materials, 
frcservice Teacher Education, Program Guides, S«c Bias. Sex 
Discrimination, Sex Stereotypes 

Idcntificn— Title H Education Amendments 1976, Title IX Educa- 
tion Amendments 1972 

ERIC 



Intended to serve as a guide to selected curreni resources promoting 
sex equity in vocational education and lo ihe legal regulauons wh^h 
mandate equitable programs, thb reference guide is organized into 
two major sections. Sex Fairness Resources and The Law, Sex 
Fairness Resources divides the resources listed into seciions thai 
reflect six aspects o^vocational programs, administrative x^ources, 
curriculum and classroom materials, resources for inserme/ preser- 
vice, guidance, community members, and references. Within each* 
section, print and mixed media matenall are identified alphabetically 
by title, one reference to a page,. and include a description of what the 
resource contains, how it could be used, the developer's name and ad- 
dress, price, and where to obtain a copy bf the document. Where 
resources can be in more than One aspea of a program, they are 
listed in more than one section, ERIC document numbers are includ> 
ed where appropriate. Part II, The Law^>riefly summarizes two ma- 
jor pieces of legislation designed to^y^ome sex bias and stereotyp 
ing. Title IX of the Education Amendments of 1972 and Title 11 M the 
Education i^cndments of 1976. Cross references are provided to the 
resources d&ribed in Part 1 According to their applicability to the 
laws. A final section contains capsule descriptions of other laws that 
affect sex equity andcmployment. A title index is included. (MEK), 
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Clucic, Janice Bora ' 
Marketing and Distribotlve Edocatlon Cunicalam Guide: Hardware- 
Building Materials, Farm and Garden^ 
Southern Illinois Univ. Carbondale, Dept. of Vocational Education 
Studies 

Spons Agency— Illinois Sute Office of Edii^tion. Springfield. Div. 

of Adult Vocational and Technical Education 
Pub Date— 80 

Contract— R-33-X-0442-240; RD3-A9-240 

Note— 51 Ip. , Several pages of'SmalKype will not reproduce welfTfor 
related documents sec ED 156 857 861, tD 174 822 823, and CE 
025 347. Contains colored paper \ 

Pub Type — Guides/ Met h<«ls/Techniques — Classroom 
Use— Teaching Guides (052) . ' 

EDRS Price-MF02/Pai Pltis PosUge 

Descriptors- 'Agribusiness, •Competency Based Education, 
•Construction Materials, • •Distributive Education, *Marketing, 
Advertising, Agricultural Education, Communications, Cur 
riculum Guides, Human Relations, Mathematics. Salesmanship, 
Secondary Education, Vocational Education * 
Identifiers— Hardware Building Materials 

Designed to be used with the General Marketing Curriculum Plann- 
ing Guide (ED 156 860>k this guide is intended to provide the cur- 
riculum voordinator with a basis for planning a comprehensive pro- 
gram in the field of marketing for farm and garden hardware building 
materials; it is designed also to allow marketing and distributive' 
education teacher*coordlnators maximum flexibility. It contains job 
competency sheets in ten instructional areas. (1) advertising, (2) com- 
munications, (3), display, (4) human relations, (5) management, (6) 
mathematics, (7) merchandising, (8) operations, (9) product/service 
technology, and (10) selling. Following sections containing informa 
tion on careers in hardware, building materials, and.farm and garden 
businesses and a bibliography of Resources, competencies are iden 
tifled and listed according to importance based upon structured inter- 
views with employers. A*sheet for each competency conuins the 
cluster instructional objective, the job skill, suggested learning ac 
tivities, and references. (LRA), 
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Marketing and Dl^bptlTe Edocatioo Ctirrlcalam Guide: Transjwrta- 
tiop aiH) Warehousing. ^ 

Northern Illinois Univ. DeKalb. Dept. of Business Education and 

Administration Services 
Spons Agency— Illinois Sute Office of Education, Springfield. Div. 

of Adult Vocational and Technical Education 
Pub Date— 80 v 
Contract— R-33-20-X-044M39; RD3-A9-239 
Note— 367p. \ Several pages of small type will not reproduce well. For 

related documents see ED 156 857-861, ED 174 822-823, and CE 
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User-Teaching Guides (052) 
EDRS PrIce-MFOI/Pas Pins Postage * 
Descriptors— •Competency Based Education, •Distributive Educa- 
tion, •Marketing, ♦Transportation, •Warehouses, Communica- 
tions, Curriculum Guides,' Human Relations,— Mathematics, 
Saicsmamhip, Secondary Education, Wholesaling 
Dcsigned^lo be used with theOeneral Marketing Curriculum Plann- 
ing Guide (ED 156 860), this guide is intended to^rovide the cur- 
riuclum coordinator with a basis for planning a comprehensive pro- 
gram in the field of marketing for transportation and warehousing. It 
contains job competency sheets in eight instructional areas; (1) com* 
muni^ations, (2) human relations, (3) marketing/economics, (4) 
management, (5) mathematics, (Q operations, (7) product and/or ser- 
vice technology, and (8) selling. Following sections containing in- 
formadon on careers in ir^portadon and warehousing and a 
bibliography of resources, competencies are identified and listed ac- 
cording to importance based upon structured interviews with persons' 
employed in the transportation and warehousing industry. A sheet for 
each competency contains the cluster instructional objective, the job 
skill, suggested learning activities, and references. (LRA). 
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Pub Date— . - 
Pub Type— Reference Materials— Bibliographies (131) 
EDRS Price-MFOl Pli» Postage* PC Not Available from EDRS 
Descriptors— ♦Business Edueatipn, ♦Distributive Education, 
•Instructional Materials, AbsuVcts, Annotated Bibliographies, 
Educational Resources, Informidon Dissemination, Resource 
Materials, Teacher Developed Materials 
Identifiers— ERIC V , 

This catalog of curriculum and-instructional materials for busmess 
education contains materials obtained from two sources: (I) selected 
materials from the Educational Resources Information Center (ERIC) 
and (2) original materials written by classroom teachers. Following an 
introductory section that explains how to use the catalog, the first of 
two major sections contains original materials organized into eleven 
areas: commoa core, office core, general office clerk, clerk typist, ^ 
stenographer, accounting clerk, additional occupations, distributive 
core, disiribfitive occupations, and speciality art<fi in business educa- 
tion, and general topics. Each document is abstracted and categorized 
by nine descriptors: teacher resource materials, bibliography, student 
learning activity package, measurable objectives, pretest and key, 
posttest and key, text required, audiovisual required, and equipment 
required The second part of the document contains an annotated list 
of selected ERIC material organized into lour areas: distributive oc> 
cupaUpns, office occupations, basic business, and miscellaneous voca> 
tions Appended material includes Business Education Data 
Dissemination System submittal forms and order forms, and a list of 
the locations of ERIC microfiche collections. (LRA), 
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E/t2cn, Steve O. Comp ^ ^ ^ ^ 

Common Core Compet^Ies in Bnsiiiess Edocatiom Stt^te^es Misual. 

.California State Dept. of Education, Sacramento. Bureau of Business 

Education * ' 

PubD^ite— 80 

Pub' Type— Guides/Methods/Techniques—Classroom 

Use— Teaching Guides (052) ^ 
EDRS Price-MFOl Pitt) PoeUgc PCNot AvalUble from EDRS 
Descriptors— ♦Business Education, •Classroom Techniques, 
•Competency Based Education, •integrated Curriculum, •Units 
of Study, Credits, Curriculum Development, Distributive Educa* 
tion. Educational Equipment, Educational Facilities Design, 
Grading, Individualized Instruction, Job Skills, Office Occupa- 
tions Education, Personnel Needs, Program Development, 
Secondary Education, Student Re^rds, Teaching Methods 
Identifiers-^Califomla, Common Core Units in Business Education 
^This manual provided recommendations for developing, implemen* 
tmg, and using Uie Common Core Units in Business Education 
(ecu BE)— instructional materials, methodologies, and strategics for. 



implementing the sixteen Common Core Competencies of the Califor* 
nia Business Education Program Guide for Office and Distributive 
J Occupations* Contents include a- definition and discussion of per- 
sonalized instruction, su^estions for integrating CCUBE into 
business curriculum, outiine of staff requirements, description of con* 
tent of CCUBE matCTia)s, suggestions for planning reproduction of 
materials, listing andtfccription of equipment and facilities needed, 
and discussion of classroom managements grading and credit, an^ 
management of student records. Appended materials and forms are 
intended to aid in dcvelopjng a management strategy for Uie im- 
plementation of tCUBE into a departmental program. They include 
a fact sheet on personalized instruction; facility diagrams of two high 
schools; guidance sheets on men's and women's grooming, oral com- 
munications, and adding m^dhine; record keeping • forms; and 
materials^eproduction guide. (YLB). 
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Manpower Services. Materials Development Center 
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Washington, D.C. 
Pub Date— 78 
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Descriptors-^DaUy Living Skilb, ♦FamUy Life Education, •Home 
Economics Skil]s, ♦Instructional Materials, ♦Rehabilitation, 
•Special* Education, Clothing, Communication Skills, Ecftica- 
tionai Resources, Foods Instruction, Functional Literacy, 
HealUi, Home Economics, Homemakir^ Skills, Hygiene. 
Language Skills, Physical Mobility, Safety 
This annotated list of 103 instructional materials for use In an in- 
dependent living program focused on personal, social, and communi- 
ty adjustment of Uiose witlj special needs is cross referenced using a 
* subject index Uiat lists skill areas within a fourtcqi-category system. 
Document descriptions arc arranged alphabetically by auUior andln- 
elude ordering and price informatioh. All printed materials on the list 
are available on loan from Uie Materials Development Center to those 
meeting elegibillty requirements listed in the document. Following Uie 
anijotated section, Uie subject index lists the entqf numbers ot ap- 
propriate document annotations to which the reader can refer. Cer- 
tain categories contain a general entry carrying ^e notation 'outiine' 
to indicate that these documents contain word or phrase outiine 
material, rather than the detailed information necessary to develop ac- 
tual lesson plans. (MEK). 
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Teacher Qualificauons, Vocational Education 
Identifiers— Emerging Oocupatlons, Illinois ^ 

This curriculum resource guide, one of seven developed by the State 
of Illinois to present information on new\^nd emerging curricula ex- 
isting in the nation, can^t^ used as a basis for local educators to deter- 
mine the resources needed to offer swine confinement manageipent 
curricuU and to initiate qurriculuift development' at the local level. 
Giapten i and 2 containM||krdduction and procedures for using the 
guide. Chapter 3 (fbdHTtbe Job duties and typical employers bf 
swine confinement^ facmty assistant managers. In chapter 4 alt 
native cufriculum approaches' arc presented— an associate degree 
gram and certificate program. Chapter 5 discusses these resou 
tluired to implpncnt the program: curriculum advisory commi' 
facilities and d:)uipment, and instructor qualifications. The fl 
chapter co;itains eighteen abstracts of curriculum and i: _ 
materials, information provided includes title, authpr(s), availabiliTy, 
and price. Appcndbces include lists of schools offering coursework in 
swine ccgifinement management, related agencies/ organizations and 
JoufnaU'/periodicals, and swine farmer competencies. (^Sspport on 
the pf^ect that identified the seven new and emerging occu^ions is 
available as CE 024 423. See Note for other ^curriculum resource 
guides in-ERIC. ).(YI,B)^ ' ^ ' 
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Descriptors— * Allied Health Occupations Education, ^Curriculum, 
^^urriculum Development, ^Medical^ Assistants, 'Podiatry, < 
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tions, Vocational Education - 

Identifiers— Emerging Occupatibns, Illinois 

This curriculum resource guide, one of seven developed by the State 
of IilinolrtO::p resent information on new and emerging curricula ex- 
isting in the nation, can be used as a ^asis for local educators to detcr^ 
mine i}ie resources needed'to offer do^^^ assistant curricula and to 
initiate curriculum development atulc local level. Chapters 1 and 2 
contain an introduction and procedures for using the guide. Chapter 3 
describes the job duties and typical employers of podiatric assistants. 
In chapter 4 alternative curriculum approaches are presented— an 
associate degree program, and certificate program. Chapter 5 
discusses these resources required to iipplementthe program: cur- 
riculum advisory committee, facilities and equipment, and instructor 
^ qualifications. The final chapter (chapter 6y<Dntams five abstracts of 
cturiculum and instructional materials; information provided includes^ 
title, author(s), availability, and price. Appendbces include lists of 
schools having a past or current interest in podiatric assistant pro* 
grams and related agencies/ organizations, tasks, American Podiatry 
Association accreditation information, and bibliographies of podiatry 
materials. (A report on the project that identified the seven new and 
emerging occupations is available as CE 025 423. See Note for other 
curriculuifi resource guides in ERIC. ) (YLB). ||| 

ED 186766 f ' # CE 025 427 

Thomas-Cordon, Sandy L. Spet2, SaJly H. ^ 

SoUr E»erty Teclmology: A Oixriptim Plaimljig and Resoorce GoUe. 

Comcpfkf Inc. Raleigh, N*C. ^ 

Spons Agency— Illihots State Office of%iucation, Springfield. Div. 

of Adult Vocational and Technical Educapon 
Pub Date— 80 

Contract-R-35,30-X.O222-206 



i7p. ; For related documents see CE 025 424-430 
pe— Guides Methods/Techniques— Non-Cfassroom Use 
(0$$). Reference Matenals— Bibliographies (131) 
EDRSPrice-MF01/PC62 Plus Postage * 
Descriptors— •Curriculum, *Curnculum Development, 'Program 
Development, 'Solar Radiation, 'Technical' Occupations, *Voca- 
ional Education, Advisory Committees, Annotated 
ibliographics, Assiciatc Degrees, Educational Certificates, 
ucational Equipment,* Educational Facilities, Employment 
Qualificauons, Labor^ Needs,' Oecupational Information, 
Postsecondary Education, R^ource Materials, Teacher Quidifica 
tions f . 

Identifiers— Emerging Occupations, Ilhnois 

This ctirriculum resource guide, one of seven developed bv the State 
of Illinois to present information on new and emerging curricula ex 
isting in the nation, can be used a^a basis for local educators to deter 
mine the resoi^ces needed to offer solar technology curricula and to 
inig&te currictUum developipent at the local level. Chapters 1 and^ 
contain ^introduction and procedures for using the guide. Chapter 3 
descrij>es the job duties and typical employers of solar energy techni 
ci^. In chapter 4 alternative curriculum approaches are 
oriented— an associate degree program, certificate, program, and 
''lieating, refrigeration, and air conditioning option. Chapter 5 
discusses these resources required to implement the program: cur- 
riculum advisory committee, facilities and equipment, and in^ctor 
qualifications. The final chapter (chapter 6) contains forty-six 
. abstracts of curriculun^and instructional materials; information pro- 
vided includes title, author (s), availability, and price. Appendixes in 
elude lists of schools offering coursework in solar energy technology, 
related agencies/organizations and journals/ periodicals/ news 
publications, (ask listings and job competencies, and equipment lists. 
(A report on Hie project that identified the seven new and emerging 
occupations is availabjic as CE 025 42^. See Note for other curriculum 
resource guid« in ERIC. ) (YLB). T 

ED 186 767 CE025 428 

Heath, Waiter D. Spetz, SaWyH. ^ 
Ittdnstrial Hygiene Technology: A CaiUculum "^Gnfimg Resource 

Conserva, Inc. Raleigh, N.C. 

Spons Agency— Illinois State Office of Education* Springfield. 

of Adult Vocational and Techipcal Education 
Pub-Date— 80 • . , n . 

^Contract-R-35-30-X-0222-206 ^ - J " ' 
Note— 30p. ; For related documents see CE 025 423-430 
Pub Type— Guides/Methods/Techniques— Non-Classroom 

(055). Reference Materials— Biblio^phies (131) 
EDRS Price— MF01/PC02 Plos PosUge 

Descriptors— 'Allied Health Occupations Education, 'Curriculum, 
'Curriculum Development, 'Industry, 'Preventive Medicine, 
'Safety, Advisory Committees, Annotated Bibliographies, 
Associate Degrees, Educational Certificates, Educational Equip-* 
. ment. Employment Qualifications, Environmental Technicians, 
Hygiene, Occupational Diseases, Occupational Information, 
Postsecondary Education, Program Develo^>mtnt, Public 
Health, Rcsour(Se Materials, Teacher Qualifications, Vocational 
Education 

Identifiers- Emerging Occupations, Illinois, .Industrial Health 

This curriculum resource guide, one of seven developed by the State 
of Illinois to present information on new and emerging curricula ex 
isting in the nation, can be used as a basis for local educators to deter- 
mine the resources needed to olfer industriaU^ygiene. lechniciifi cur- 
ricula and to initiate curriculum development at the local level. 
Chapters 1 and 2 contain an introduction and procedures for using the 
guide. Chapter 3 describes the job duties and typical employers of in- 
dustrial hyfeiene technicians. In chapter 4 alternative curriculum ap- 
proaches are presented— an associate degree program and certificate 
program. Chapter 5 discusses these resources required to implement 
the prograin: curriculum advisory comtittttee, facilities and equip- 
ment, and instructor qualifications. The final chapter contains fifteen 
abstracts of cturiculum and instructional materials; information pro- 
vided Includes title, author(s), availability, and jprice. Appendixes in- 
clude lists of schools offering coursework in industrial hygiene, 
related {igencies/organizations and journals/periodicals, and equip- 
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• mcnt lists and inventories. ^ (A report of the project that identified the 
seven new and emerging occupations is available as CE 025 423. See 
Note for other curriculum resource guidei in ERIC, ) (YLB). 

ED 186 768* ^ CE 025 429 

Thomas-Gordon^SanidyL. Spctz, Sally H, 
Halfway Hottse Maaagemeat: A Carrioiltun Plan^ Resource Gid4e. 
ConscrVa»Inc. Rafdgh.N.C, 

Spons Agency— lUinpis State Office of Education. Springfield. Div. 
of Adult Vocational and Technical Education 

• Pub Date— 80 » 
Contract— R-35-30-X^0222-206 

Note— 26p. ; For related documents sec C^24 423-430 

Pub Type— Ouldcs/Methods/Techniqlies— Non-Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Pricc-MF01/PC02 Pins Postage 

•Descriptors- •'Administrator Education, •Curriculum, •Curriculum 
Development, •Institutional Administration, •Program Deyelop- 
6icnt> •RehabUitatidn Centers, Advisory Committees, Annotated 
Bibliographies, Associate Deg:^, Educational Certificates, 
Educational Equipment, Educauonal Facilities, Employment 
Qualifications, Human Services. Labor Needs, Occupational In- 
formation; Postsccondary Education, Residential Institutions, 
Resource Material^ Teacher Qualifications, Vocational Educa- 
tion 

Identifiers^Emerging Occupations, Illinois 

This curriculum resource guide, one of seven developed by the State 
of Illinois to present hiformation on new and emerging curricula ex- 
istbg in the nation, can be used as a basis for local educators to dirter- 
mine the res6urc «^need ed to offer halfway house mani^ement cur- 
ricula" ?nd^ to inilSlft^urricnilum development at tl^e local level. 

• Chapters 1 and 2 cohtainan introJluction and procedures for using the 
guide. Chapter 3 describes the job duties and typical employers of 
halfway house managers. In chapter 4 alternative curriculum ap- 
proaches are presented— an associate degree program and certificate 
program. Chapter 5 discusses these resources required to implement 
the program: curriculum advisory committee, facilities and equip- 
ment, and instructor qualifications. The final chapter contains eleven 
abstracts of curriculum and instructional materials; information pro- 
vided includes title. author(s), availability, and price. Appendixes in* 
elude lists of schools offering courscwork or training , related to 
halfway house management and related agencies/organizations and 
journals/periodical^. (A report on the project that identified the 
seven new and emerging occupations is available as CE (fe5 423. Sec 
Note for othw cuniculum resource guides in ERIC. ) (YLB). 

ED 186 769 CE 025 430 

Spcu^SahyH. ' • ' 

Blom^pJ tiraipmeat Technclogy? A Curriculam. Plaaaiag Resoorce 

*Qonserva;5?)c. Raleigh, N.C. 

Spons Agency- Illinois State Office of Educauon. Springfield. Div."^ 

^ ' of Adult Vocatiosal and Technical Education 

Pub Date— 80 i 

Conf^-R-35-30-X-O222-206 ' 

Note— 69p.; For related documents see CE 025 423-429 

Pub Typc^Guides/Methods/Tcchniques— NondassrooQ? Use 

(055). RcfcrenceMaterials— Bibliographies (131) 
.EDRS Price-MF01/PC03 Plas Postage 

Descriptors— •Allied^ Health Occui^ions Education. •Biomedical 
Equipment, •Curriculum. •CurrWulum Development. •Medical 
Laboratory Assistants, •Program Development, Advisory Com- 
mittees. Annotated Bibliographies, * Associate Degrees, Educa- 
tional Certificates, . Educational Equipment, Educational 
Facilities, Elecuonlcs, Employment Qualifications, Equipment 
Evaluation, Equipment Maintenance, Labor Ne^. Occupa* 
tional Information, Postsccondary Education, Resource 
Materials, Teacher Qualifications? Vocational Education 
Identifien— Emerging Occupations, Illinois 

Thii curriculum resource guide, o^e of seven developed by the State 
of lllhiois to present information on new and emerging^ciuricula ex 
isth)g hi the nation, can be used as a basis for local educators to deter- 
mine the resources needed to offer biomedical equipment technician 
ctirrictila and to initiate ciuriculum development at the local level. 



Chapters 1 and 2 contain an introduction and procedures for using the 
guide. Chapter 3 describes the job duties and typical employers of 
biomedical equipment technicians. In chapter 4 alternative cur- 
riculum approaches are presented— an associate degree prograin, cer» 
tificate program, and electronics option. Chapter 5 discusses these 
resources required to implement the prograin*. curriculimi advisory 
committee, facilities and equipment, and instructor qualifications. 
The final chapter contains thirty-nine abstracts of currictilum and in-- 
structional materials; information provided includes title. author(s), 
availaJ^ity, and price. Appendixes include lists of schoob offering 
coursework in biomedical equipment technology and related agen- 
cies/organizations and journals/periodicals, task listings and job 
competencies, certification of biomedical equipment technicians, and 
equipment lists and inventories. (A report on the project that iden- 
tified the seven new and emerging occupations is avafl§ible as CE 025 
Ap, See Note for other Oirriculum resource guides in ERIC. ) (YLB). 

; ED 187 864 ^ ^ CE 025 100 

Project EFFECT. Energy for the Fotore: Education, Conserration, 
Training. Citrricalimi Gdiie for the Tndnhig of Energy ExtoisioD 
Agents. A Working Paper,' Section 1: General Badcgroond. 
Indiana Univ. South Bend. Center for Energy Conservation 
Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date— 79 

Pub Type— GuJdes/ Methods/Techniques— Classroom 
Use— Teaching Gbi^Jcs (052) ' 

EDRS Price-MFOl Pl^R^^e, PC Not Available from EDRS ♦ 

Descriptors— •Algebra, •Energy Conservation. •Extension Agents, 
•Power Technology, •Review Reexamination. •Writing Instruc- 
tioiL Adult Bducdtion, Behavioral Objectives. Conservation 
EdKation. Core Curriculuni, Course Descriptions, Curriculum 
Guidps, Diagnostic Teaching, Energy, GrouprI>ynamics, Insmy:- 
tional Materials, Job Skilb, Learning Activities, Orientation 
Materials, Paraprofessional Personnel, Postsccondary Education, 
Pretests Posttcsts. Tests, Vocabulary, Vocational Education 

Identifiers- Energy Extension Agents 

This first of four sections in a curriculum guide for training energy 
. ^tension agents contains generaL4ntroductory matenab. an overview 
of the total curriculum, and fo^ modules: Onentauon» Mathemaucs 
Review, Basic Writing, and Energy Overview. The curriculum is 
designed for adults with at )«ast eighth grade readmg and math skiUs 
but without previous technical training. Following aibnef descnpuon 
of the project which developed the curriculum (Pr^oject 
EFffiCT— Energy for the Future: Education, Conservation, Train- 
ing), these supplementary jnaterials are provided: energy extension ^ 
agent competencies, core curriculum outline, and class calen4ar for 
the eight-month program. The modules in tliis section serve a dual 
purpose— diagnostic and introductory. A systematic review using 
the^ materials is based on student performance on provided writing 
and mathematics pretests. The fourth module itself introduces 
students to the technical, socio-political, and economic aspects of the 
energy situation and provides them with pertinent vocabulary. Con- 
tents of each module include objectives; teaching/learning activities, 
resources, .and evaluation (quizzes and examinations) keyed to the ob- 
jectives; and syllabi containing descriptions of content on a class-by- 
class basis. Also available in ERIC are « volume containing sample 
woVksheets, handouts, and examinations for each module as well as 
full references to all outside sources needed; oth^ sections of the , 
guide; and a final report of the project— see Note. (YLB). 

ED 187 865 • CE 025 101 

Protect EFFECT, f^rgy for the Fstnre: Education, Cot^natkm, 
Trahh^ Carricaliun Galdes for the Training of Energy Extession 
Agotts* A Working Paper, Section II: Technical Training* 
Indiana Univ. South ^end. Center for Energy Conservation 
Spons Agency— Of flee of Education (DHEW). Washington, D.C. ' 
Pub Date— 79 

Pub Type— Guides/ Methods/Techniques — Classroom 
. Use-Teaching Guides (052) 

EDRS Price-MFOl Flos Postage. PC Not Available from EDRS 
Descriptors— •Air Conditioning, •Construction Materials, •Drafting, 

•Electricity, • •Energy Conservation. •Extension Agents. 

•Heating, Adult Education, Behavioral Objectives, BlueprinU. 

.Conservation Education, Core Curriculum, Curriculum Guides, 



ERIC* 



5£ 



48 Document Resumes 



Energy, Instnictional Materials. Job Skills. Learning Activities, 
Lighting. Paraprofessional Personnel. Postsecondary Education. 
Power Technology, Solar Radiation, Tests, Ventilation, Voca- 
tional Education . 
Identifiers— Energy Extension Agents. Wood 

This second of four sections in a airriculum guide for traiifing 
energy extension agents contains general introductory materials, an 
overview of the total curriculum, and eight modules: Alternative 
Energy Sources (Solar and Wood). Basic Graphics' and Blueprint ° 
Reading, Building Materials. Electricity, Introduction to Cooling 
Systems, Introduction to Heating Systems, Insulation and Ventila- 
tion* and Lighting Efficiency. The curriculum is designed for adults 
with at least eight gradc*rcading and math skills but withbut previous 
technical training. Following a brief description of the project which 
developed the curriculum (Project EFFECT— Energy i^r the Future: ,< 
Education, Conservation, Training), these supplementary materials 
are provided: energy extension agpnt competencies, core curriculum 
outHnc, and class calendar for the eight-month progrjon. The modules 
for technical training comprise the bulk of the curriculum and assure a 
realistic, practical focus by providing for field trips, observations^ 
pVactical experiences, and lectures by mstructionaf faculty and others 
froHXslhe professional and busin&s community. Contents of each 
moduielnclude objectives; teaching/learning activities, resotu'ces. and 
evaluation (quizzes^ and examination) keyed to the objectives; and 
syllabi containing descriptions of content on a class-by-class basis. 
Also available in ERIC are a volume contaming sample worksheets, 
handouts, and examinations for eaplunodule as well as full references 
to all outside sources needed; otiier secuons^f the guide; an4 a fmal 
report of the project— sec Note. (VLB). 

/ ED 187866 . CE025 102 

Project EFFECT, Ewrgy for the Future: Education, Coosenration, 
Traifiisg. CvrrkvltiD GdlTfor the Trainbg of Energy ExtensioD 
Ageits, A^Workteg Paper, Secti<» III: Energy Audit Prcparatioo. 
. ^ Indiana Univ. South Bend. Center fpr Energy Conservation 
Spons Agency— Of f ice of Education (DHEW), wLhington. D.C. 
PubDatg-79 ' 
, Pub iSpc—Guides/Methods/Techniques — Classroom 
Use— Teaching Guides (052) ^ 
EDRSPricc-MF01/FC04PlBs Postage . 
Dc$cripiors-*Costs, •Efficiency, •Energy. •Energy Conservation, 
•Extension Agents. •Practicums, •Use Studies, Adult Educauon. 
Behavioral Objectives. Conservation Education. Core Cur- 
rictilum, Cost Estimates. Course £>escriptions. Employment Op- 
portunities, Experiential Learning, Field Trips, Fuels. Instruc- 
; tional Materials. Job Skills, Learning Activities, Observation, 

Paraprofessional Personnel, Postsecondary Education, Power 
Technology, Surveys. Tests, Vocational Education 
Identifiers— Energy Audits. Energy Extension Agents 

This third of'four sections in ajctfiffculum guide for training energy 
extension agents contains genem introduc^ry materials, an overview 
of the total curriculum, and four modulesNfinergy Cost Calculations, 
Energy Use Survey: Procedure and Techniques, Fidd Observations 
(Practicum), and Energy Use Surveys (Practicum). The curriculum b 
designed for adults with at least eighth grade reading and math skills 
but without previous technical training. Following a brief description * 
of the project which develops the curriculum (Project 
EFFECT— Energy for the Future; Education, Conservation, Train- 
ing), these supplementary materials are provided: energy extension 
agent -competencies, core curriculum outline, and class calendar for 
the eight'month program. Purpose of the modules is to enable 
students to conduct energy use surveys on residential or light commer- 
cial structures which Include (1) surveying all systems in a structure, 
(2) calculating energy use and costs, (3) recommending approp/iate 
energy conservation changes, (4) figuring paybackjon investment, and 
(5) reporting to owner of structure so that he can make effective use of 
the information.^ Contents of each module include objectives: 
teactiing/lcaming activities, resources, and evaluation (quizies and 
examlnatloris) keyed to Jhc objectives; and syllabi containing descrip- 
tion! of content on a class-by-class basis. Also Included in ERIC are a 
volume containing sample worksheets,. handouts, and examinations 
for each module as well as full reference^ to all outside sources need- 
ed; other sections of the guide; and a final report of the project— sec 
Notc,(YLB), • * 
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Project EFFECT^ Eaergy for the Future: Education, Conservation, 
Tralnlig, Cnrrfculam Guide for the Trainhig of Energy Extension 
Agcats. A Working Paper, Section IV: Comtnunity Education. 
Indiana Univ. South Bend. Center for Energy Conservation 
Spons Agency— Office of Education (DHEW), Washington, D.C, 
Pub Date— 79 

Pub Type— Guides/Methods/Techniques— Classroom 

Use— Teachmg Guides (052) 
EDRS Price— MFOl Plus Postage, PC Not AvaOable from EDRS 
Descriptors—^Community Education, •Community Surveys, 
•Conservation Education,' •Energy Conservation. •Extension 
Agents, •Information Needs. •Job Placement, Adult Education, 
Behavioral Objectives. Communication Skills, Core Curriculum, 
Course Descriptions. Curriculum Guides. Data Collection^ 
Demography. Extension Education. Individual Development. In- 
structional Materials, Job Search Methods, Job Skills. Learning 
Activities, Local Government, Paraprofessional Personnel, 
Policy, Postsecondary Education, Practicums, Questionnaires, 
Research Methodology, State Government, Tests, Vocational 
Education, Workshops ^ 

This fou^ of four sections in a curriculum guide for training 
energy extension agents contains general introductory materials, an 
overview of the total curriculum, and five modules: Regional 
Demography, State and Local Government, Community Education, 
Neighborh<?pd Workshops (Practicum), and Miscellaneous Activities 
(Practicum)— Placement, Critique. The curriculum is designed for 
adults with at least eighth grade reading and math skills tut without 
previous technical training. Following a brief description of the pro- 
ject which developed the curriculum (Projoct EFFECT— Energy for 
the Future: Education. Conservation, Training), these supplementary 
materials art provided: energy extension agent competencies, core 
curriculum outline. Ibd class calendar for the eight-month program. 
Purpose of this component is to train students through learning ex- 
periences involving (1) personal growtlf. (2) 'hands-on' group 
dymanics and public relations workshops, and (3)^ academically 
oriented background studies to design and deliver energy educati9n 
workshops to the public. Placement activities enable students to iden- 
tify and follow up job interests. Contents of each module indude^b- 
jectives; teaching/learning activities, resources, and evaluation 
(quizzes and examinations) keyed to the objecuves^ and syllabi con- 
taihing descriptions of content on a class byk:fass basis. Also included 
in ERIC are a volume containing sample worksheets, handouts, and 
examinations for each module as well as t^Ii references to all outside 
sources needed; other sections of the guide, and a final report of the 
project— see NotMYLB). 

ED 187 868 , " CE025 1CfS 

Project EFFECT, Ecer^ for the Future: Edticatio^ CoBserradon, 
Trabdfig. Corrkolum Guide for the Training of Energy Extension 
Agetits* A Working Paper. Volume li: Sspplemeotal Materiab. 
Indiana Univ. South Bend. Center for Energy Conservation 
Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date— 79 

Pub Type — Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MFOl Plus PoeUgc* PC Not AvaUable from EDRS ' 
Descriptors— •Conservation Education, •Energy Conservation, ^Ex 

tension Agents, Instruction^ Materials, Learning Activities. 
^^Atsource Materials, Tests, Vocational Education 
Idflh/iers— Energy Extension Agents 

Intended to be used in conjunction with the Project yEFFECT 
(Energy for the Future— Education. Conservation. Traimng) Cur-, 
riculum Guide for Training Energy Extension Agents (available in 
ERIC as CE 025 100-103), this volume contains supplementary 
materials and full references to all outside resources used in teaching 
the modules. Samples of worksheets, . handouts, and examination 
(with answers) are arranged in sections by module. An introductory 
page to each section indicates the nymber of the objective in the 
module to Which material corresponds. To facilitate jhe locating of 
specific refer^ces, a bibliography-index Is arranged alphabetically by 
modulorMaterials are divided ^i^thin each module into resources and 
evaluaoanm&terials and then arranged alphabetically under these two 
headings. P^e numbers key resources to Volume il. .(YIB). 
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Peifonnaiice Based CnrrkaloiD Development for Disadvantaged and 

Haadkapped Stadoits* Final Report (and) Modoles* ' 
Piirduc Univ. Lafayette. Ind <> 
Spons Agency— Indiana' Slate Board of Vocatfonal and Techlfilfttf- 

Education, Indianapolis 
Pub Date— 80 

Pub Type— Guides/ Methods/Tec hniques—Classroom.-_ 
Use— Instnietional Materials' (051). Guides/Melhods/Tcchni" 
que$T Classroom Use — Teaching Guides (052). 
Reports- Descriptive (141) 

EDRS PTfce-MF0!/I^14 Plus PosUge 

Descriptors— •Aut^ Mechanics. •Curriculum Develoj^ment, 
•Disabilities. •Disadvantaged Youth. •Horticulture. Competency 
Based Education, Course Content. Curriculuill Guides. Instruc- 

tid nal Materia^ Secondary Education ' 

Idcn^fiers^ Vocational Technical Education Consortium States 

This project was undertaken to develop a mpdel for the construe- 
tion of curriculum material using Vocational Techmcal Consortium of 
States (VTECS) occupational mformation as the primary background 
source. Each instructional package developed related to one specific 
task listed in the VTBCS c^og and was totally self-contained. The 
packages w^ along a tri*modal approach: i.e. teacher centered, stu- 
dent centered, oiva combination of the two. the student -centered 
componenyvas dbigned for use b^ disadvantaged and handicapped 
students with low riding ability,^ short attention spans, or with pro 
blems in absthict coql^hension and reasoning Antong the fmdings 
reported was that the tri modal approach was an improyement over 
either teacher-centered or student ^centered material in <bakiuatiows 
the teacher the flexibility to tc^ch the material conventionally, has 
students work individually or in small groups, or uses the activity 
sheets to Supplement conventional instruction, (Appended to the 
document ^c the twenty modules developed in horticulture and auto 
mechanics)* Some representative titles are (1) Transplanting Annuals, 
(2) Resccding Established Lawns, (3) Repairing Damaged Bark. (4) 
Protecting Trees from the Weather, (5) Check Coolant Freezing 
Point, and (6) Remove and Replace the Air Cleaner Shell (LitA). 

ED 187891 CE 025 462 

Barclay. Leney • 
Reddottial Plsmbing. 

Mid- America Vocational Curricuj^im Consortium, Stillwater, Okla 
Pub Date— 80 - * ^ 
* Pub Type— Guides/Methods/Techniques — Classroom 
Use— Instructional Materials (051). Gyidcs/Methods/Tcchni- 
qqes—Qassroom Use— Teaching Gufdcs (052) 
EDRS Price-MF07 Plus Ppstagc, PC Not AtalUble from EDRS 
Descriptors— •Equipment Maintenance, 'Hand Tools. •Plumbing, 
•Repair, ^Sanitary Facilities; •Vocational Education. Behavioral 
Objectives, Blueprints, Course Descriptions. Curriculum Guides. 
Human Relations. Instructional Materials, Job Application. Job 
Performance. Learning Activities, Maintenance, Measurement. 
Occupational Information. Postsecondary Education, Safety, 
Secondary Education. Tests, Waste Disposal " 
Identifiers— Building Codes. Mid America VocatioTnal Curriculum 
Consortium. Vocational Technical Education Consortium Sutes 
This twenty nine-unit residential plumbing curriculum contains 
teacher and student materials based on the Vocational-Technical 
Education Consortium of States (V TECS) Plumbing Catalog of Pcr- 
* formance Objectives, Performance Guides, and Tool and Equipment 
Lists An introduction contains a V TECS task listing showing the 
relationship beiwc^ the catalog and the resulting instructional 
matcriaU. including the rationale for excluding tasks. The twenty- 
nine units arc divided into seven sections which cover these topics, 
orientation (4 units). Tools and Equipment (5 units). Residential 
Systems (4 units); Fixture and Appliance Installation (4 units); and 
System Maintenance and Repair (2 units). Each instructional unit in- 
cludes some or all of the basic components of a unit of instruction, 
performance- objecUves (both unit and specific), suggested activities 
for teachers and students, information sheets, assignment sheets, job " 
sheets (with cvalifetion), visual aids, tests, and answers to the tests 
Units arc planned for more than one lesson or class period of instruc 
tion Bibliographic material is cited for suggested references for each 
unit. (YLB), 



ED 187 934 ) CE025 6?5 

Military CQn;lctila for Vocational & Technical Education. Drug and 
Alcohol Abise Classroom Coarse !7.!0, ^ * 

Ohio State Univ^ Columbus, National Center for Research in Voca- 
tional Education 

Spons- Agency— Bureau of Occupational and Adult * Education 

(DHEW/OE). Washington. D. C. 
Pub Dale— 78 « 

Pub Type — Guides /Me't hods/Techniques— Classroom 
♦Use— Instructional Materials (051), Guidcs/Methods/Techni-** 
ques— Classroom Use— Teaching Guides (052) 
EDRS Price-MF09/PC48 Plus Po^e 

Descriptors— •Alcoholism. 'Counseling Techniques, •Drug Abuse. 
•Drug Rehabilitation. •Program Administration. •Rehabilitauon 
Counseling. Alcohol Education. Behavioral Objectives, 
Counselor Training, Course Descriptions, Crisis Intervention, 
Curriculum Guides, Drug Education. Etiology. Group 
Dynamics. Hotlines Public. Human Services, Individual Counsel 
. ing. Learning Activities, Mental Healthy Pharmac>, Postsecon 
dary Education, Program Development, Referral. Rehabilitation 
Programs. Secondary ^ucation, Social Action, Values Cfarifica 
tion. Workbooks 
Identifiers- Military Curricula 

These teaching guides and student study guides and v)(Orkbooks for 
a secondary-postsecondary-level course for drug and alcohol abuse 
program personnel are one of a number of military-developed cur- 
riculum packages selected for adaptationio vocational insiruaion and 
curriculum development in a avihan setting. Purpose stated for the 
292-hour course is to provide instruction m the area^ of drug a^d 
alcohol abuse, rehabilitation, and education. The course contams two 
blocks of instruction -4n^oducuon to Social Acuons and Basic Skills 
£nd Knowledge. Section^/ contamed m the first part of the course, 
. 'Equal Opportunity andTreatmeni,' (see Note) mcludes four lessons 
requiring 66 hours ofi^instruction. Secuon 2^ contained in this docu- 
ment, covers Basic Drug and-Alcohol Skills and Knowledge (31 
hours). Counseling Techniques (69 hours). Program Management and 
Application (39 hoursj. Principles and Techniques of Drug/ Alcohol 
Education (42 hours), and Grouj? Facilitation Techniques (45 hours). 
The teaching guides contain topic outlines for class presentation along 
with behavioral objectives, assignments, and group exercises. Con- 
,ten& of the student study guides and workbooks include text materials 
and some review exercises. (YLB). 

ED 187 935 CE 025 636 

MUlUry Carrlcda^for Vocational & Tecbnka! Education. Equal Op- 
portunity and Treatment Classropm Coorse 17*9. 
Ohio Slate Univ, Columbus. National Center for Research in Voca- 
tional Education 

Spbns Agency— Bureau of Occupauonal and Adult Educauon 
(DHEW/OE), Washington, D, C. 
, PubDatc^78 

Pub Typfr—Gujdes/ Met hods/Techniques — Classroom 
Use— Instructional Materials (05l>. Guides/ Methods/ T>cchni- 
ques— Classroom Use- Teaching Guides (052) 
V EDRS Price— MF04/PC30 Plus Postage 

I>escriptors— •Conflict Rcsoluuofi. •Counselor Traming, 'Group 
Dynamics, 'Leadership Traimng., 'Social Acuon, 'Social Bias, 
Behavioral Objectives. .Behavior Change. Course Ddscnpuons, 
Cultural EHffcrences. Curriculum Guides, Decision Making. 
Ethnic Bias, Ethnic Discrimination, Human Services. Individual 
Development, Interviews. Leadership, Learning Activities, 
Postsecondary Education. Problem Solving. Professional 
Development, Questioning Techniques, Racial Bi/is, Racial 
Discrimination, Secondary Education, 'Sex Bias, Sex Discrimina- 
tion, Social Attitudes, Values Clarification, Vocational Educa- 
tion, Workbooks 
Identifiers— Group Managers, Military Curricula 

These instructor lesson plans and t^chmg guides and student study 
guides for a secondary-postsecondary-level course for equal op- 
portunity and treatment personnel are one of a number of military- 
develop^ curritulum packages selected for adaptation to vocational 
instruction and curriculum development in a civilian setting. Purpo*e 
stated for the 134-hour public service course is to provide basic skilb 
and technical knowledge to work effectively in entry-level positions. 
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The course contain? two blocks of instruction— Introduction to Social 
Actions and Prgblcra Recognition Section 1 covers Personal Growth 
and Professional Development (20 hours), Personality Theory (12 
hours), Psychology of Prejudice (6 hours), and Cross-Cult ural Dif- 
ferences and Difficulties (28 hours) Section 2 qo^^s Group Manage^ 
mem (14 hours). Values, Clarification (5 hours). Support Systems (3 
hours), Interviewing Techniques (23 hours). Problem 
Solving.^Decisioii-Making Process (12 hours), and Conflict Manage- 
mcnrU 1 hours) Lesson plans outline objectives, suggested aids, and 
instructional guidance.^ The teaching guides contain topic outlines for 
class presentation along v^ith behavioral objectives, assignments, and 
group exercises. Contents of the study guides include text materials 
with some exercises. (YLB). 

ED 187 940 ' . ' CE 025 657 

Gailion, Leona M. 

Teacidng Sbortband. DetuPi Epdloo Rapid Reader No. 4. 
DeltaPiEpsilon,Sl. Peter, Minn 
Pub Date— 80 

Available from— Delta Pi Epsilon National Office, Gustavus 

. AdolphusCollege, St. Peter, MN 56082 ($3.00) ^ 

Pub Type — Guides/ Mel hods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl/PCOZ Plus Postage 

Descriptors— 'Business Education, 'Shorthand, 'Student Evalua 
tion, ♦Teaching Methods, Audiovisual Aids, Behavioral Objec 
tives. Business Skills, Course Objectives, Instructional^Maicnali 
Media Selection, Secondary Education, Testing 
"This guide provides secondary business teachers with ideas for 
teaching shorthand and evaluating ^tud^ts Content ts presented m 
SIX sections The first section lists seven behavioral o&jecijves for 
shorthand instruction Section 2 presents slra'legies (suggestions) for 
handling the various components of shorthand instruction and in 
dudes discussions of organizing the class, prcsenting^eory, building 
reading skill, introducing writing, devel(^ping dictaSorTtaking ability, 
introducing transcription, developing^ transcription ability, and 
assigning homework. In discussing selection of instructional 
maicnals, section 5 focuses on vocabulary-controlled materials, dicta* 
lion materials, prograrnmed materials, and workbooks. Section 4 
considers using-' audiovisual aids— dictation tapes and transparen- 
cies—as alternatives for shorthand (nsirucuon. Section 5 discusses the 
following areas and tests used for evaluation of student progress: 
reading, bnef/spccd form tests, theory tests, dictation tests, and 
u^scription tests. A sample evaluation plan is presented. The last 
stSlon lists references An appendix contains a listjjig of supplemen- 
tary materials, including speed-building tapes, dicuttion and test 
materials, bulletin boards and games, and miscellaneous) (YLB). 
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Agricdtaral Marketing. Instructor *s Gdde« 

A^dex^lO, Caulog Nambcr AG^M. 
Missouri Univ. Columbia. Instructional Materials Lab 
Pub Date- 79 

Available from^ Insirucuonal Materials Laboratory, 10 Industrial 
Education Building, University of Missouto^ Columbia, Colum 
bia,MO($8.00) , > • 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MF0I/Pa)9 Plus PosUge 
Descriptors— 'Agricultural Education, 
food, 'Livestock, 'Marketing, 
Agribusiness, Instructional Materials, 
ing Modules, Teaching Guides 
This instructor's guide contains twenty lessons for teaching a cur 
riculum unit in agricultural marketing. Each lesson mtludes t^e 
following" instructional elements, objecuves, study questions, 
references, leaching pro(;(dures, transparency masters, exams, and 
tnswer\ey$ The lessons cover the following questions. (1) What is 
gnarkcting'* (2) What are goals of the marketing system? (3) How do 
cksh grain markets operate? (4) How does grain grading affect price? 
(5) How can I market grain with a protected price? (6) What are some 
alternative grain rnarketing methods? (7) How can futures markets 
aid in the marketing of grain? (8) What is the significance of 
marketing trends in Itv^tock? (9) How are cattle prices determined? 



'Dairy Farmers, 'Grains 
'Vocational Education, 
Learning Activities, Leam- 



(10) How IS the value of market hogs determined? (1 1; ^ hat is involv- 
ed in marketing livestock by the carcass weight and gra'de method? 
(12) What is involved in the markeung of feeder cattle and fe|:der 
pigs? (13) How can I market livestock with a" protected price? (14) 
What is the use of the futures market m livestock marketmg? (15) 
Why is basis s6 important? (16) What are some aliemaiivc livestock 
marketing methods? (17) What are raarketmg and pncing methods of 
milk? (18) How are dairy products marketed? (19) How ts the fluid 
and blend price for milk determined? and (20; ^hai marketing deci- 
sions are faced by the milk producer? (BM). 

ED 187 954 . CE 025 687 

Qothbsg and Textiles (Intermediite). lostnictor'sG (dde« Rerised. 
Missouri Univ. Columbia. Instructional Materials Lab 
Spons Agency— Missouri State Dept. of Education, Jefferson City. 

Dlv. of Career and Adult Education 
Pub Date— 79 

Available from— Instructional Materials Laboratory, 10 Industnal 
Education Bldg. University of Missoun— Columbia, Columbia, 
MO 65201 (Instructor- $12.50; student S4.50) 
Pub Type — Gu ides/ Methods/ Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC13 Plus P(^gc 

Descriptors— 'Clothing Instruction, 'Home Economics, 'Occupa- 
lional Home Economics, ♦Texules Instruction, Home Economics 
Skills, Instructional Materials, Learning Activities, Secondary 
Education, Teaching Guides, Transparencies 
This clothing and textiles teacher's manual .contains five instruct 
\ tional units for a semester course. Units included are (U Significance 
yof Textiles and Clothing to the Ifidivlduarm Society, (2) Nature of 
y Textiles and Clothmg, (3) Acquisition, Use, and Care of Textiles and 
Gothmg, (4) Garment Consiniciion, and (5;, Occupations in 
Goth ing/ Apparel and T«lile Produce Businesses and Industnes. 
Each unit follows a typical format that mdudes objectives, suggested 
aamdes, an information outline, assignment sheets and aiiswers, 
transparency masters, and a unit test and answers. Some units also in- 
elude job sheets. (LRA). 

ED 189 272 ^ CE 022 939 

WHiWzxRS.TtTryU, And Others 

Ta^ VaUdatloQ of 16 Gemral Merchandl^ng: Department Store Oc< 

CQpatiOQS. 

Interstate Distnbutive Education Curriculum Consortium, Colum- 
bus, Ohio 

Spons Agency— Bureau of Occupational and Adult Education 
(DHEW/OE), Washington, D. C. Drv. of Research and 
Demonstration 

Pub Date- 79 ^ 
* Contract— G007702226 

Note— 524p, ; For related documents see CE 022 936-938 

Pub Type— Reports— Research/Technical (143). Numencal/Quan- 
tative data (110) 

EDRS Price— MF02/PC21 PlosPosUgc 

Descriptors— 'Competency Based Education, 'Curriculum Research, 
'Distributive Education, 'Retailing, 'Task Analysis, Minimum 
Competencies, Relevance Education, Surveys / 
Identifiers— Interstate D«tributive Education Curriculum - 

A study was conducted to identify the tasks relevant to sixteen oc- 
cupations with the IDECC (Interstate Distribuuve Educauon Cur- 
riculum Consortium) course. General Merchandising; Department 
Store, in order to test new standards of occupational task analysis. 
Job relevancy data were provided by three types of task data: (1) ex- 
tent that task is part of the job, (2) desirwl task occurrence, and (3) 
learning location. Completed task inventory questionnaires from thir- 
ty states provided task data for the sixteen occupations being studied. 
(Major findings of the research effort are summarized in a table of 
relevant tasks for sateen department store pccupaiiOns. The com- 
prehensive list of tasks and equipment and materials and a cross 
reference of task statements with existing IDECC competencies are 
appended. )j(LRA). 



ED 189277 

Traiaisg Fishermen at Sea. 



CE023 581 



ERLC 



59 



Document Resumes 51 



Spons Agency— United Nations Food and Agriculture Organization, 

Rome (Italy). 
Pub Date— 7S 

Available froi)i— Unipub, 345 Park Avenue South, New York. New 

York 10010($8.75) 
Pub Type— Guides/Methods/ T c chniquc y— ^^>€ia s sr oom U set055) 
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Descriptors— •Boat Operators, ♦Seafarers, Course Content, Equip- 
ment Maintenance, Navigation, Radar, Recordkeeping, 
Teaching Guides, Vocational Education 
Idcptificrs— Fishing i 

This instructor's manual is desired to serve as a guide for a one- 
year course for training fishermen on board training vcssdsj^t 100 to 
200 gross tons. Fourteen chapten are included to deal with the sub^ 
Jects and problems most frequently faced by skippers and other m^ 
itructors on training vessels. Chaptet titles are (1) The Training 
Vessel, (2) Crew Requirements, (3) The Training Program, (4) Basic 
Meteorology. (5) Seamanship, (6) Navigation, (7) Elcctro^ic-Exmip- 
ment, (8) Fishing Gear and Methods, (9) Fish Handling on Board, (10) 
Safety Measures, (1 1) Fishing toz Books, (12) Economics of Rshing 
(Operations. (13) Vessel Maintenance, and (14) Performance Record 
»of Trainees. (LRA). 

ED189 295 " ^ CE025 056 

SmaUey, Shirley , 

Local ImptemestatioQ of Performaace-Based CarrkaltmL Final R^rt 

New Castle Community Schoot Corp. Ind 

Spons Agency— Indiana Stale Board pf Vocational and Technical 

Education, Indianapolis 
Pub Date— 79 

Pub Type— Reporu— Descriptive (141) 
EDRS Pifce-MFOl/Pao Pits Postage 

Descriptors— •Articulation Education, •Competency Based Educa- 
tion, •Curriculum Development, •Job Analysis, •Task Analysis. 
•4locational Education, Child Careg^yers, Qerical Workers, Day 
Care, Inscrvice Teacher Education, Machinists, Medical 
^ Assistants, Occupational Information, Postsecondary Education, 
Program Dcvdop^ent, Program Implementation, Secondary 
Education, Teacher Developed Materials 

I dentifiers— Jndiana 

An liuliana ctirriculum project involving the New^ Castle Area 
Vocational School and the Indiana .Vocational Technical College 
Regions 6 and 8 addressed the need for establishing an articulation 
plan to provide for vertical moveoSent of vocational students from 
secondary to postsecondary levels. Major objectives y ere (1) develop- 
ment and implementation of an economically feeble articulation 
plan, (2) implementation of inscrvice staff training, (3) joint 
performance-based curriculum development for the four program 
areas (job titles) of medical assistant, child care assistant, derk typist, 
and machinist apprentice, and (4) continuing curriculum develop- 
ment. The projea demonstrated that staff ^can be trained to develop 
performance-based programs and how tht^hange to performance- 
based vocational education can be accomplished without disrupting 
the efficient operation of existing programs. The articulation plan 
developed proved to be workable for students, staff, and ad 
mmistrators. Appendixes, comprising most of the report, include the 
articulation plan and summary of the articulation field test; teacher 
introduction to domain-referenced testing (DRT); materials for the 
domain (vital signs: task analyst, subtasks and DRJ); summary of 
the machine shop {S,^ test; the welding survey and summary; w^^ing . 
matrix, purge sheet for tasks, and course plan; distributive education 
management system; and teacher formative evaluation forms. (YLB). 



C:E025 364 



ED 189311 
HaaJcenson, Harvey ' 

Power a»4 Energy Systems TeckooloQr Program. Research Series No. 
43. 

l^marck Junior Coll. N. Dak. North Dakota State Board for 

Vocational Education, Bismarck. Research Coordinating Unit 
Sponi Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date— 77 



Pub type— Reports— Descriptive (141) _ ^ 

EDRS Prtce^MFOl Plos PosUge. PC Not AialUblc from EDRS 
Descriptors— •Curriculum Development, •Energy. •Technical Educa- 
tion, •Utilities, ♦Vocational Education, Community Colleges, 
Course Content, Postsecondary Education, Power Technology, 
Progranri>e$criptions, Program Development 
Identifiers- Power Plants — 



' The overall objective of this project was" to develop a training pro- 
gram and materials for power plant training inJ^orth Dakota. The 
project utilized four separate instructional units and four separate 
enrollment times with eight students enrolling in each phase to a max- 
imum of thirty-two students. The course that resulted from the project 
is comprised of five units. The first unit of instruction deals with a 
basic power plant orientation^ including ail the basic subjects, i.e. m 
troduction, basic subjects, print reading, auxiliary^ equipment, and 
meters and instruments. The second unit mcludes all auxiliary equip- 
ment, such as piping systems, valves, traps, pumps, feedwater heaters, 
and water treatment. The third umt. Boilers, and Auxiliaries, is com 
prised of types of boOers, boiler components, boiler accessones, steam 
generation, thermodynamic cycles, fuels— fossO, combustion, m 
strumentation, controls, procedures for operauon, and cleanmg. Unit 
4 focuses on generator and electncal systems. The fifth umt, Turbmes 
and Auxiliaries, includes steam turbines, mechanical drives, con- 
denser circtilating water, condensate systems, and gas turbines. (A 
course outline is appended. ) (LRA). 

ED 139 336 ' CE 025 705 

Mook, Cot^ti3L Legg, Marilyn 

Prelect: Strategloifor Sex Fairness. Is My Texti>ook Limiting Me Is 

Conddcring Fntorc Roles, . ^ , 
'KansasStateUniv.'Manhattan. Colli of education 
Spons Agency— KansaTState Dept. of EdticaUan, Topcka. Div. of 

Vocational Education 
Pub Dat*— 80 

Available from— Dr. Frank Slapar, Duecior, Kansas Cumculum 
m Materials Disseminauon Center, 207 Whitesitt Hall, Pittsburg 

State University, Pittsburg, KS 66762 ($1.50 per packet, S45.00 for 

set of tiiirty) 

Pub Type— Guides/ Methods/ Technique s — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MFOl PfflTPostage. PC Not AraiUble from EDRS 
Descriptors— •Sex Fairticss, •Sex Stereotypes, •Textbook Bias, ♦Tex- 
tbooks, Discussion; Teaching Technique, Lesson Plans, Secon 
dary Educati on, Teaching Guides 

One of a series of tmtructional packets to aid schools m reduang 
sex stereotyping, this guide for teach^^umor high and above) is 
designed to encoxirage students to tiiM^tiuough how textbooks and 
educational materials send out hidden messages that attempt lo shape 
their perceptions of acceptable roles for men and women. It was 
developed to present information and facilitate dtsc^ion m a fort> 
io> fifty mmute class penod. Contents include an instructor's scnp| 
(material to be presented), stx transparency masters, and a discussion 
guide. The following are examples of topics covered, occupations 
should be shown as open to.all, males and females should be shown 
able to do a variety of home tasks, and language should not refiea 
limited optioiu. The packet, hke others m the senes, can be used 
alone, in combination with other packets, or to supplement existing 
instructional units. (JT)? * . 
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Mook, Cotema Legg, Marilyn 

Proiect Strategies for Sex Fairness. Is My Guidance Test Limiting Me 

hi CossitoiBg Fetore Roles, 
Kansas State Univ. Manhattan. Colli of Education 
Spons Agency— Kansas State I>ept. of Education, Topeka. Div. of 

Vocational Education 
Pub Date— 60 

Available from-^. Frank Slapar. Director, Kansas Curriculum 
Materials Disseminauon Center, 207 Whitesttt Hall, Pituburg 
State University, Pittsburg, KS 66762 ($1 .50 per packet; S45.00 for 
set of tiiirty) 

Pub Type — Guide s/ Met hods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS jPrice-MFOl PIbs Postage. PC Not Available from EDRS 
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Descriptors— •Career Choice. •Interest Inventories. 'Sex Fairness, 
•Sex Stereotypes, rtest Bias. Lesson Plans, Secondary Educa- 
tion, Vocational Interests 

One of a series of instructional packets to aid schools m reducug 
sex stereotyping. ihaT^uide for teachers (junior high and above) ts 
designed to make students aware of the role interest tests can play in 
the process of choosing an occupation to prepare for. Focus is on in- 
terpreting test results in such a way that past societal expectations are 
not limijing today's options. The packet is suggested for use as part of y 
a career exploration unit, in introducing the use of th<; Dictionary of 
Occupational Titles, or m preparing students to take an established in- 
terest test Contents include a teacher's script (materials to be 
presented), handout roaster for a 'Mini Interest Quiz,* a transparency 
master, and class discussion guide, (JT). 
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Mook. Ci^orena Legg. ^fariJy^ 

Prolect Strategies for Sex Fairness. Chaining pres: Future Trends. 
Kansas State Univ. Manhattan. Coll. ofEducadon 
-V Spons Agency— Kansas State Dept. of Education. Topeka. Div. of 
Vocational Edi^cation 
Pub Date— 79 

Available from— Dr. Frank Slapar. Du-ector, Kansas Cumculum 
Materials Dissemmation Center. 207 Whitesitt Hall. Pittsburg 
State University. Pittsburg. KS 66762 ($ 1 .50 per packet; $45 .00 for 
y set of thirty) 

^ Pub Type — Guides 'Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDi^ Prict-NfFOI PIbs Postage. PC Not ATailtble from EDRS 
Descriptors— •Labor Force. •Sex Fairness, •Sex Stereotypes. 

•Sociocultural Patiertss, Career Educatioc. ^ri^amily Life, 

Females. Inservice Tcachef Education, Lesson Plans, Males. 

Middle Class. Postsecondary Education. Secondary Education. 

Sex Role 

One of a senes of instructional packets to aid schools in^ reducmg 
sex stereotyping, this inservice guide for use with school personnel is 
intended to stimulate thought and discussion about the changes in oc- 
cupational outlook for young adults over the past decades and pro- 
spects for the future. Foctis is on socioeconomic changes already af- 
fecting career education and proposed changes in direction for the 
future of public education which might better prepare students to take^ 
their place as productive members of society. Contents include a 
leader's script (material to be presented), three transparency masters, 
three handout masters, and a class discussion guide. Topics covered 
include changes in the tabor force (males and females), changes in 
family patterns and roles, and changes in sex role. The packet is 
designed for use alone, in combination with other packets (see Note), 
or to supplement existing inservice units. ( JT). 
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Mook, CoTtnz Ltzg, Marilyn 

'Proiect: Strategies for Sex FalrBess. My Role As a Chaise Agent. 

Kansas State Univ. Manhattan. Coll. of Education 
^ Spons Agency— Kansas State Dept. of Education. Topeka. Div. of 
Vocational Education 

Pub Date— 80 * "^^^ 

Available from— Dr. Frank Slapar. Du-ector. Kansas Cumculum 
Materials Dissemination Center. 207 Whitesitt Hall. Pittsburg 
State University. Pituburg. KS 66762,($ L50 per packet. S45 .00 for 
set of thirty) 

Pub Type — Guides/ Methods/Techniques- Classroom 

Use— Teaching Guides (052) 
EDRS Price- MFOl Plw Postage* PC Not ATtflablelron EDRS 
Descriptors— •Attitude Change, 'Change Agents. •Sex Fairness, 'Sex 
Stereotypes. Inservice Teacher Education, Lesson Plans, 
Postsecondary Education. Secondary Education. Sex Role 
One of a series of mstn^cponal packets to ai<f schools m reducmg 
sex stereotypes, this ms^rvice guide for use with school personnel ts 
designed to give them a theoretical base that can guide them while , 
developing cooperation from others toward expanding option alter- 
natives for students. Focus is on the role of change agents. Contents 
include a leader's script (material to be presented), nine transparency 
masters, one handout master, and three situation descriptions to be 
used during brainstorming activities. Topics covered Include new sex 



roles, expected outcomes of attackmg discnmtnatton and understan- 
ding bias, and the stages of attitude change, shock/ surprise, disbelief, 
guilt, projection, using reason, identify/action, and acceptance. The 
packet is designed for use alone, in combination with other packets 
(see Note), or to supplement existing inservice units. (JT). 
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Mook, Corcna Lcgg, Marilyn 

Project: Strategics for Se?j Fairness, My SchooPs Role As a Change 
Agest. 

Kansas State Univ. Manhattan. Coll. of Education 

Spons Agency-^ Kansas State Dept. of Education, Topeka. Div, of 

Vocational Education , 
Pub Date— 80 

Available from— Dr. Frank Slapar. Director. Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall. Pittsburg 
^ State University. Pittsburg. KS 66762 ($ 1 .50 per packet; S45 .00 for 
set of thirty) 

Pub Type— Guid%$/Me t hods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl Flas Postage, PC Not AraiUble from EDRS 
Descriptors— •Change Agents, •School Role, •Sex Fairness. 'Sex 

Role. Educational Change. Inservice Teacher Education. Lesson 

Plans. Organizational Qimate, Postsecondary Educauon. Sccon 

dary Education 

One of a series of instructional packets to aid schoob in reducing 
sex stereotypes, this mservice guide for use with school personnel is 
designed to give them an understanding of the conditions that need to 
exist within a school for that* school to assume an effective role as 
change agent with regard toVstudents' sex role and occupational 
choices* Contents includes leather's so^pt (material to^ presented) 
and two handout masters (a tdM rating sheet on where the school 
stands con^emmg sex fairness and notes on necessary conditions for 
facilitatil$<haAge in a school). Trie packet is designed for use alone, 
in combination with other packet\ (see Note), or to supplement ex 
isting inservice units. (JT). 
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Mook, Corena Lcgg. Marilyn 

Project; Strategies for Sex Fairness, Legislation's Pnsh for Sex 
Fairsess. 

Kansas State Univ, Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Educauon. Topeka. Div. of 

Vocational Education 
Pub Date- 80 

Available from— Dr. Frank Slapar. Du-ector, Kansas Curr^ulum 
Materials Disseminauon Center, 207 Whitesitt Hail, Pittsburg 
State Univcrstty. Pittsburg. KS 66762 ($ 1 .50 per packet, S45 .00 for 
set of thirty) 

Pub Type— Guides/ Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Prfce-MFO! Htts Posta^ PC Not Available from EDRS 
Descriptors— •Educational Legislation, •Federal Legislation. ♦Sex 

Fairness. •Vocational Education. Civil Rights Legislation. Inser 

vice Teacher Education, Lesson Plans. Postsecondary Education, 

Secondary Education 
IdentiflOT^Tltle 11 Educadon Amendments 1976, Title IX "Educa 

tion Amendments 1972 

One of a series of instructional packets to aid schools m reducing 
sex stereotypes, this inservice guide for use with school personnel is 
designed to develop an understanding of the provisions of federal 
legislation that affect sex equity in vocational education. Legislation 
covered is Title IX of the 1972 Education Amendments and relevant 
portions of Htle II of the Education Amendments of 1976. Additional 
focus is on social factors that contributed to passage of the legislation. 
Expected presentation time is about an hour. Contents mclude a 
leader's script (material to be presented), thr^ transparency masters, 
and two handout masters The packet is designed for use alone, in 
combination with other packets (see Note), or to supplement existmg 
inservice units. (JT). 

EDI® 342 CE025 71I 

Mook, Corena Legg. Marilyn 

Protect: Stntet;le9 fot Sex Fain^ Recognhlog My Fair and Unfair 



ERLC 



y Document Resumes ^3 



BduTlor. 

Kansas State Univ. Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Education, Topcka, Div. of 

Vocational Education ^ 
^bDaU-~W 

Available from— Dr. Frank Slapar, Director, Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall, Pittsburg 
—State University, Pituburg, KS 66762 ($1 .50 pa packet; $45.00 ior 
setofUiirty) 

Pub Type — Guides/Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Pricer-MFOl Plw Postt^ PC Not Available from EDRS 
I^scriptors— •Stx Bia^ •Sex Discrimination, 'Sex Faimes$,^Inservicc 
Teacher Education, Lesson Plans, Postsecondary Education, 
Secondary Education, Self Evaluation Indivic^ials 
One of a scries of instructional iKtckeu to aid schools in reducing 
sex stereotypes, this inscrvicc guide for use with school personnel is 
dcslpicd to stimulate thought about the difference between sex 
discrimination and sex bias and to encourage «hool personnel to ex- 
amine and evaluate their own attitudes and behavior for sex fairness 
as they work with young p«)ple. The lesson plan pr;ovides opportuni- 
ty for* group discussion and exchange of ideas. Contenu include a 
leader^ script (material to be presented), three handout masters, and a 
class discussion guide (one of which is a sdf-evaluation sheet on sex- 
fair behavior). The packet is designed for use alone, in ^^mbination 
with other packets (see Note), or to supplement eiusting inscrvicc 
uniu. (JT). 



ED 189 343 



CE 025712 



Mock, Cbrcna Legg, Marilyn 
Project: Strategies for Sex Falroess. EvaloatJng Ow School for Sex 
F&hrness. 

Kansas State Univ. Manhatttan. Coll. of Education 

Spons Agency— Kansas State Dept. of Education, Topeka. Div. of 

Vocational Education 
Pub Date— 80 

Available from— Dr. Frank Slapar, Director, Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall. Pituburg « 
Slate University, Pittsburg, KS=^762 ($1 .50 per packet; J45.00 for 
set of thirty) 

Pub Type— Guides/Methods/Techniques— Classroom 

Use— Teaching Guides (052J 
EDRS Price-MFOl Fl» PosUge* PC Not AvallaWe from EDRS 
Descriptors— ♦Program Evaluafidn, 'School Surveys. 'Sex Fairness, 
•Vocational Education, Check lists. Evaluation Methods, Inscr- 
vicc Teacher Education, Lesson Plana, Postsecondary Education, 
Secondary Education, Vocauonal S(Jhools 
Identifiers— rule IX Education Amendments 1972 

One of a series of instructional packets to aid schools in reducing 
sex stereotypes, this inservice guide for u^ with school personnel is 
designed to assist vocational schoob and programs in evaluating their 
site for sex fairness. Covered are evaluations required by legislation 
and additional evaluations that may be added because of local in- 
terest^ Expected presentation time is about an hour. Contents include 
a leader's script (material to be presented), two transparency masters 
(Reaction Choices for Needs Ass<^ment and Variables Measured by 
Self Administered Survey of Sex Stereotypes for Project Massivt^ 
and four handout meters (Title IX Self-Evaluation of My School, 
Materwls and Data Needed to Assess Tide IX Compliaiwe, Needs 
Assessment- Summary of Activities for Expanding Student Options, 
and Posdble Action FrontsJ. The packet is designed for use alone, in 
combination with other packets (sec Note), or to supplement existing 
inservice units. (JT). 

ED189 344 ' CE025713 

Mook, Corena Lcgg. Marilyn 

Project: Strategies for Sex FalrMss, lietnictkwal Materiab-Usage 
Despite Bias* 

Kansas StateUniv. Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Education, Topeka. Div. of 

Vocational Education 
Pub Date— 80 

Available from— Dr. Frank Slajtfu-, Director, Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall, Pituburg 



State University. Pittsburg. JCS 66762 ($ 1 .50 per packet; J45 .00 for 
set of thirty) 

Pub Type — Guide$/Methods/Technique'*s— Classroom 

Use— Teachifig Guides (052) ' 
EDRS Pifce-MFOl Plra Postage. PC Not Available from EDRS 
Descriptors— •Instnictionaf Materials. 'Sex Fairness. ♦Sex 
- Stereotypes, Career Education, Inservice Teacher Education, 
Lesson Plans, Occupations, Postsecondary Education, Secon- 
dary Education, Teaching Methods, Textbook Bias, Textbook 
Evaluation, Textbooks 

One of a series of instructional packets to aid schools in reducing 
sex stereotypes^ this inservice guide for use with school personnel' ii 
designed to ihcrcasc their awareness of ways textbooks and. instruc- 
tional materials contribute toward limiting student options. Included 
are avenues personnel can take to counter stereotypical messages 
rdayed %y educational materials. Contents include a leader's script 
(matcrial'to be presented), three transparency masters, three handout 
masters, 'a class disctlssion guide. and*a resource list for further ex- 
ploring of stereotyping found in educational material. Topics covered 
include depicting moj and women in career materials, how language 
can reflect ^limited options, checklists of countering activities, and 
rating form for evaluating instructional materials. The packet^ 
designed for use alone, in combinauon with other packets (sec Note), 
or to supplement existing inservice units. (JT). 

ED 189 345 CEOlSi^ 
Mook, Conna Legg, MariJyn 

Protect: Strategies for Sex Fairness- Galdance Tests-Usage Despite 
Bias* 

Kansas State Univ. Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Educauon, Topeka. Div. of 

Vocational Education 
PutDate— 80 ' ► 
^ Available from— Dr. Frank Slapar. Director, Kansas Curriculum 

Materials Dissemination Center. 207 Whitesitt Hall, Pittsburg 

Sute University. Pittsburg, KS 66762 ($ 1 .50 per packet; $45 .00 for 

set of thirty) 

Pub Type— Guides/ Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOi Rns Postage* PC Not Available from EDRS 
Descriptors— *Interest Inventories, *Scx Fairness, •Sex Stereotypes. 
•Test Bias, Inservice Teacher Education, Lesson Plans, 
Postsecondary Education. Secondary Education. Vocational In- 
terests 

Identifiers— Education Amendments 1972 

One of a series of instructional packeu to aid schools in reducing 
sex stereotypy, this inscrvicc guide for use with school personnel is 
designed to reiterate the necessity for careful examinatidnuind evalua- 
tion of testing materiab to determme the degree to which they are free 
of sexual discrimination, bias, and stercotypmg. The applicable sec- 
tion of Title IX (Education-Amendmenu of 1972) is presented, and 
commonly-used types of tesu are discussed. Contenu include a 
leader's script (material to be presented), one transparency m^tcr and 
two handout masters. Topics covered include uses and abuses of 
guidance tests (achievement, aptitude, and interest tests), recommen- 
dations for use of career interest invcntones, and guidelines for assess- 
mjpt of sex biaff in career interest inventories. The packet is designed 
for use alone; in combination with other packeu (see Note), or to sup- 
plement existing inservice uniu. (JT). 

ED 189 346 CE 025 715 ,^ 

Mook, CoTcna Leg$, Marilyn 

Proie«t! Strategies for ;Stx Fairness. The Academic 

Tea^— Eocomragij^ Noii-Traditk)nal Options, 
KansasAte Univ. Manhattan. Coll. of Education 
Spons i?Icncy— Kansas State Dept. of Education, Topeka. Div. of 

Vocational Educadon 
PubDate— a> 

Available from— Dr. Frank Slapar, Director, Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall, Pituburg 
State University, Pituburg, KS 66762 ($1.50 per packet; S45.00 f8r 
setofthhty) 

Pub Type— Guides/ Met hods/Techniques— Classroom 
Use— Teaching Guides (052) 
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EDRS Price— MFOl Pitts PosUgt, PC Not ATifltWe frt^EDRS 
Dcscnpiors— •Academic Educauon, 'Sex Fairness, •ScxSiercotypcs. 
•Tcacbcr Role, • Inscrvicc Teacher Educauon, Learning Ac- 
Uviues, Lesson Plans, Posisccondar> Education, Secondary 
Educauon, Student Developmenti Teacher Attitudes 
One of a senes of tnstrucuonal packets to ajd schools in reducing 
sex stereotypesi this inservice guide for use with school personnel is 
designed lo sumulate academic teachers to encourage studenu to 
develop attitiidesi knowledge, and skills without the limitations im* 
posed by sex stereotypmg. Materials are designed for use m a ninety- 
^ . minute period but may be shortened or lengthened by adjustment of 
discussion or brainstormmg ume. Cefienis mclude a leader's scnpt 
(material to be presented), two transparency masters, five handout 
masters, and a class disctission guide. The handouts contam resource 
Ibts and classroom situations for use in brainstorming exercises. The 
packet is designed for use alone, in combinauon with other packets 
(see Note), or to supplement existing inservice units. (JT)/ 

ED 189 347 CE 025 716 

MooJc, Corena Legg, M?s\\yn 

Proiect: Strategies for Sex Fairness. Vocational 
Teacber—Encooraging Noo^Tradltioaal OptioD& 

Kansas State Univ. Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Educauon, Topcka. Div. of 
Vocational Education 

Pub Date— 80 

Available from— Dr. Frank Slapar, Director. Kansas Curriculum 
Materials Dissemination Center, 207 Whitcsitt Hall, Pittsburg 
SuufiUmversity, Pittsburg," KS 66762 (S 1.50 per packet, $45.00 for 
^etofiRTrty) 

Pub Type — Guides/ Methods/ Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFpl Pins PosUgc. PC Not Available from EDRS 
Descriptors- "Nontraditjonal^ Occupations, 'Sex Fairness. 'Sex 
Stereotypes, 'Vocauonal Educauon, Career Guidance, Inservice 
Teacher Educauon. Lesson Plans, Postsecondary Education, 
Secondary Educauon. Teacher Role, Vocational, Educauon 
Teachers 

One of a senes of instrucuonal packets to aid sch6ols in reducing 
sex stereotypes, this inservice guide for use with school personnel is 
designed to stimulate vocauonal teachers to mdividually and 
cooperauvely encourage students to prepare for noniraditional fields. 
Expected time for usg^j the matenals is 90-120 minutes, suggestions 
for shortemng are Included. Contents include a leader's script 
(material to be presented), one transparency mastn, and seven han- 
dout masters. Handouts include list of expandmg opuons acuviues 
and notes on the vocauonal teacher's role fn expanding opuons. 
resource lists (specifically for Kansas), and three classroom situations 
for use in brainstorming exercises (for the inservice group). The 
packet is designed fpr use alone, in combination with other packets 
(see Note), or to supplement existmg inservice units. (JT). 

ED 189 348. ' • CE 025 717 

Mooic, CoTtm Legg, Ma/liyn 

Project: Strategies for Sex Fairness. CoimselQT— Eocoaraglng Noo- 

TrtdhloQal Optloas. 
Kansas State Univ. Manhattan. Coll. of Education 
Spons Agency— Kansas Slate Dept. of Education, Topcka. Div. of 

Vocational Education 
Pub Dale— 80 

Available from— Dr. Frank Slapar. Director, Kansas Curriculum 
' Materials Dissemination Center. 207 Whitesitt Hall. Pittsburg 

Slate Umvcrsity, Pittsburg, KS66762{$l.50pcr packet, S45.00for 

set of thirty) * 

Pub Type — Guides/ Methods/'Techniques-^Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl Plos Postage. PC Not AralUble from EDRS . 
Descnpton— •Career Guidance. •Co^nselor Role, 'Sex Fairness. 

•3cx Stereotypes. Counselor Training. Educational Legislation. 

Federal Legislation. Inservice Education. Legal Responsibility, 

Lesson>lans. Postsecondary Education. Secondary Education 
Identifiers— Education Amendments 1972. Title 11 Education 

Amendments 1976 

One of a senes of mstruc tional packets lo aid schools in reducing 

ERLC 



sex stereotypes, this inservice guide for use with school personnel is 
** designed to reiterate for guidance counselors the requirements of sex 
fairness legislation in education and to reaffirm the necessity for mak 
ing young people aware of the expanding options open to them in 
choosing careen. Materials are included for self checks by counselors 
of their own attitudes in responding to typical counseling situations 
Contents include a Jeader's script (materials to be, presented), three ^ 
transparency masters, five handout masters, answer sheets, and a class 
discussion guide for use with two counseling case studies Topics 
covered iiwlud^ work life expectancy. Education Amendments of 19^2 
and 1976 (Tule IX and Title II), responsibilities of counselors 
employed in educational settings, and recognizing sexist and nonsexist 
behavior. The packet is designed for use alone, in combination witji 
other packets (sec Note), or to supplement existing inservice units 
(JT). 

ED 189 349 ' CE 025 719 

Mook, Corena Legg, MsLrilyn 

Project: Strategies for Sex Fairness, Differences betireen a Girl and 
Boy. 

Kansas State Univ. Manhattan. Coll. of&^ucatipn 

Spons Agency— Kansas Slate Dept. of Educauon, Topcka. Div. of 

Vocational Education 
Pub Date— 80 

Available from— Dr. Frank Slapar, Director. Kansas Curriculum 
Materials Dissemination Center, 207 Whitcsitt Hall, Pitlsburg 
Slate University. Pittsburg. KS 66762 ($*l 50 per packet; $45 00 for 
set of thirty) 

Pub Type — Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MFOl Plus PosUge. PC Not AyaUable from EDRS 
Descriptors^'Scx Differences, 'Sex* Fairness. 'Sex Stereotypes, 
Gassroom Icchmques, In^rvice Teacher Education, Lesson 
Plans, Postsecondary Education. Secondary Education 
One of a series of instructional packets to aid schools in reducing 
sex stereotypes, this inservice guide^fof use with school personnel is 
designed to stimulate thought and discussion about sex differences 
Focus is on the difference between real sex differences and cultural sex 
stereotypes, the origin of the latter, and the implications of sex equali- 
ty for ouTchanging society and particularly for our system of public 
education.^ Contents^ include a leader's script (material to be 
presented), four transparency masters, and three handout masters 
Topics covered include biological sex differences, intellectual sex dif- 
ferences (childhood and adolescence), myth and reality, intellectual 
and personality sex differences, and adjectives for son and daughter 
A checklist of teacher responses to specific classroon^tuations is also 
included. The packet is designed for use alone, UTcofnbination with 
other packets (see Note), or to supplement e)fi^ng An^rvicc units 
(JT). 

ED 189 350 CE 025 720 

Mook, Corena *Legg, Marilyn 

Project: Strategies for Sex Fairness, Profile of a Non-Tradltlonal Stu- 
dest 

Kansas State Univ. Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Education, Topeka. Div. of 

Vocational Education 
Pub Date— 80 

Available from— Dr. Frank Slapar, Director, Kansas Curriculum 
Materials Dissemination Center, 207 Whitesitt Hall, Pitlsburg 
State UnWcrsity, Pittsburg. KS 66762 ($1.50 per packet. $45 00 for 
'setofthirtflh 

Pub Type — Guides/Method sV Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl Plas Postage. PC Not ATaUable from EDRS 
Descriptors— •Noniraditional Occupations, •Sex Fairness, •Sex 
Stereotypes, •Student Characteristics, •Vocational Education, 
Bakery thdustry. Females; Fopd Service Occupations. Inservice 
Teacher Education^ Lesson ^Plans, Postsecondary Education, 
Secondary Education 

One of a senes of mstructional packets to aid schools in reducmg 
sex stereotypes, this inservA guide for use with school personnel is 
designed to provide vpcational educators with clues to potential pro- 
blems which their noniraditional students may face m their future 
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roles A picture b presented of nontraditional employees, women sent 
by their employers to the American Institute of Baking. Focus'is oft ' 
their attittides reading positive and negative aspccu and problem 
faced by women in ^he food indusii7 Additional preparation tnc 
women might have found useful is sugg^stedj^JComerils include a 
leader's script (material to be presented), two liandout masters, and a ' 
class discussion guide Handouts list (1) common problems faced by 
nontraditional blue collar workers, with matching counter measures 
and.(2) characteristics of nontraditional* students. The packet is 
da^ntd for use alone, in combination with other packets (sec Note), 
orto supplement existing inservice units. ( JT). 

ED 189 351 CE 025 721 

Mook, Corena Legg, Marilyn 

Projert: Stntegtes for Sex Fairuess. Home Economics for AU. 

Kansas State Univ, Manhattan. Coll. of Education 

Spons Agency— Kansas State Dept. of Education. Topeka. Div. of 

Vocational Education 
Pub Date-80 

Available from— Dr Frank Slapar, Director. Kansas Curriculum 
Materials Dissemination Center, 207 Whilcsitt Hail, Pittsburg 
State University. Pittsburg. KS 66762 ($1 .50 per packet; $45,00 for 
set of thirty) ^ 

Pub Type — Guides/Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price- MFOl Plus PosUge. PC Not Available from EDRS 
Descriptors— •Home Economics. •Males, •Sex Fairness, •Sex 

Stereotypes, Classroom, Techniques, Home Economics Skills. 

Home Economics Teacher?, Inservice Teacher Education. Lesson 

Plans. Postsccondary Education. Secondary Education, Student 

Needs. Teachei^^Role 

One of a series of feistructional packets to aid schools in reducing 
sex stereotypes, this inservice guide for use with school personnel is 
designs! to stimulate Ifome economics teachers to help students 
dcveloi> attitudes, knowledge, and skills that are not limited by sex 
stereotyping Focus is on the teacher's involvement in expanding op- 
tions for male students Suggested time frame for presentation and 
discussion is ninety minutes Contents include a leader's script 
(material to be presented), two uansparency masien, eight handout 
masters, anc^a class discussion guide. Topics covered include student . 
coping goals for tomorrow's world and essential conl^encies needed 
by both male and female homemakers. Handouts include situations 
for use in inservice brainstorming exercises, lists of suggested 
strategies for expanding options for boys, and -teachers' resources lists- 
(specifically for Kansas) The packet is designed for use alone, in 
combination with other packets (sec Note), or to supplement existing 
inservice units. (JT). * 
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Mook, Corcna Legg, Marilyn 
Prolect: Strategies for Sex Fairness, Math awl Science for All. 
Kansas State Univ. Manhattan. Coll. of Education 
Spons Agency— Kansas State Dept. of Education. Topeka. Div. of 

Vocational Education r 
Pub Date— 80 

Available from— Dr, Frank Slapar, Director. Kansas Curriculum 
Materials Dissemination Center, 207 Whitcsitt Hall, Pittsburg 
State University, Pittsburg. KS 66762 ($1 .50 per packet; S45.00 for 
set of thirty) ' 

Pub Type — Guides/Met hods /Techniques— Classroom 
Use- Teaching Guides (052) 

EDRS Pricf-MFOl PIm EpsUgc. PC Not Afillable from EDRS 

Descriptors— •Career Guidance. •Mathematics Education, •Science 
Education, •Sex Fairness, •Sex Stereotypes, Qassroom Techni- 
ques. Inservice Teacher Education. Lesson Plans, Mathematics. 
Mathematics Anxiety, Postsccondary Education, Sciences, 
Secondary Education, Student Attitudes^ Teacher Influence 

Id entifien— Kansas ^ 

. One of a series of instructional packets tp aid schools m reducing 
sex stcr'cotypcs. this inservice guide for use with school personnel b 
designed to increase awareness of the extent to which Kansans limit 
their career options by avoiding math and science. Focus is on why 
people do not develop more m^th knowledge and/or skills (such as 
mathophobia, math' anxiety and socialization influences) and how to 



) 

counter these causes. Suggested time-frame fpr prescnUtion is sixty lo 
ninety minutes. Contents include ji leader's script (material to be 
presented), a transparency master, and four handout masters. Includ- 
ed are lists of science and math related occupations, outline of sex dif- 
ferences in math skills, self-test and feelings about math, strategies to 
counter math anxiety, and list of projects conducted to encourage 
women into math and science. The packet ts designed for use alone, in 
combination with other packets (see Note), or to supplement existing 
inservice units. (JT). 

ED 189353, " CE 025 729 

Mook, Corcoa Legg, Marilyn ^ 

Project Strategies for Sex Fairness, Re-Eoteriog the Work 

Force— New Options, 
Kansas State Vniv. Manhattan. Coll. of Education 
Spons Agency— Kansas State Dept. of Education. Topeka. Div. of 

Vocational Education 
Pub Date— 80 " 
Available from— Dr, Frank Slapar, Director, Kansas Curriculum 
Mjaierials Dissemination Center, TXn Whitcsitt Hall. Pittsburg 
State University, Pittsburg, KS 66762 ($1.50 per packet; S45.00 for 
se\ of thirty) • ^ 

Pub Type— Guides/Methods/Techniques— C/ass room 

Use— Teaching Guides (052) / 
EDRS Price-NffOl Plus Postage, PC Not AyaiUbW fro A.EDRS 
Descriptors— •Career Guidance. •RcentryyAVorkcrs, Fairness. 
Community Programs, Fcn&ales. Lesson Plans, Ouueach Pro- 
grams. Staff Development 

One of a series of instniaional packets to aid schools in rcducmg 
icx stereotypes, this outreach packet is design«i to inform and 
stiipulate community support and encourage women in their attempt 
to assess and reenter the work worid. Materials are suggested for use 
in forty-five to sixty minutes. Contents include a leader's script 
(material to be presented), two transparency masters, three handout 
masters, and six case studies to be disinbuted to small brainstorming 
groups. Handouts include lists of resource groups for work-seeking 
women. The packet is designed for use alone, in combination with 
other packets (sec Note), or to supplement existing outreach umts. 

(j-n. 

ED 189 367 ^ CE 025 846 

Solar Job ReUted Training. 

Leimox Industries, Inc. Dallas. Tex « 

Pub Date— 79 

Available from— Lennox Educauon Products, P.O. Box 40050, 

Dallas, TX 75240 ($15.00) 
Pub T-ype— Guides/Methods/Techniques — Classroom 

Use— Instructional M aicrials (05 1 ) 
Doctmiait Not Available from EDRS 

Descriptors— •Equipment, •Equipment Maintenance, •Solar Radia- 
tion, Climate Control, Equipment Utilization, Heat, Instruc- 
tional Materials. Thermal Environment 

This book contains comprehensive instruction m design, instilla- 
tion, and service procedures for typical solar space heat and domestic 
hot water systems. The book is comprised jof five major sections. 
• Solar Systems: Past and Present presents a brief look at how far sopr 
technology has^ advanced. Included in this section are descriptions^ 
over fifty solar system projects being built throughout the country. 
The Sun and Solar Energy Cpllection sections discuss the sun as an 
energy source. Included in the Lennox Space Heat/Domestic Hot 
Water Systems sec^on are descriptions of components, operating 
modes, control, equipment selecnon, installation, maintenance, and 
uoublcshooting. The final section, Lennox Domcsuc Hot Water 
Systcm.^ describes a solar system witl^ou^ space heat capability. A 
glossary of solar terms is appended. (LRX). 

'ED 189 376 t CE 025 867 

Home Economics Edocatlom Qotblng and Textiles Modales. Samples 

forUyels III. IV. and V. 
New York State Education Dept; Albany. Bureau of Occupational 

Education Cumculum Development 
Pub Date— 80 

Pub Type — Guides/ Met hoSs/Techniquc£ — Classroom , 
Use— Teaching Guides (052) 
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EDRS Pike-MF01/PC03 Plus PosUgc 

Descriptors— *Bchavioral Objccuvcs, •Clothing Instruction^ •Home 
'Economics Education, •Learning Activities, •Learning Modules, 
•Student Evaluation, •Textiles Instruction, Careers, Curriculum 
Dcvdopracnt, Interpersonal Rclauonsh^p, Leisure Time, Safety 
Education, Secondary Education, Sta^r Curriculum Guides 
Identifiers— New York 

This QublicauoQ is the sixth uiy^cs of publications that explain 
the present curriculum plannm^rocess for home economics educa* 
tion for the schools of New York and provide resource materials to aid 
m course planmng. The book is mtendcd as an aid to home ccpnomics 
teachers on levels III, IV, and V (gjades 9 tbrough^lZ) in clothing and 
textilcs4idb^ction. The sample modules are grouped by instructional 
Jevd and^Kude emphases on inanagement, buymanship, leisure, 
career, health and -safety, and relationships. A chart presenting the 
s^pe ot learnings covered by the modules precedes each instructional 
Icvd gr^up. Each module follows a typical format that includes ithe 
following paru: learning outcomes, Wiavioral outcomes, .suggested 
learning experiences. Future Horaemakers of America cxperien«et 
suggested measurement of student programs, and related module 
titles. The modules can be used as they are, can be adapted to fit the 
local situauon, or can be models for producmg other modules. 
(LRA). 

ED 189 382 CE 025 913 

DeTd(^meBt of a Marketing Serriccs Corriculom Gdde* Final Report, 

Sept«nber 1, 1979-JBiie 30, 1980. 
Southern lUinois Univ. Carbondale. QDept. of Vocational Education 

Studies ' J 4 

Spons Agency— Illinois State Office of Education, Springfield Div 
^ of Adult Vocational and Technical Education " 
Pub Date-80 

'Pub Type -^Guides /Methods/ Techniques — CI assroom* 

* Use— Teaching Guides (052). Reporu— Research/Technical (143) 
EDRS Pikc-MF02/PG21 PIbs Postage 

Descriptors— •Business, •Curriculum Development, •Distributive 
Education, •Marketing, •Real Estate Occupations, Competency 
Based Education, Curriculum Guides, Postsecondary Education, 
Secondary Education, Teaching Guides 
Idenufiers— Illinois, Personal Services Occupauons 

A project was conducted to devdop a marketing services curriculum 
guide for iccondary and postsecondary distributive education pro- 
grams in the areas of real estate and business7personal services. Inter- 
views were conducted with business people in thc^e two areas to 
estal>lisfi their entry-lcvd positions and career-advancement* op- 
portunities. Competencies for entry-level positions were identified and 
validated. Comjxtencies were then categorized^ and instructional ob- 
jectives were written for each category Curriculum guicjes werc^ 
devdoped for real estate and business/personal services that included 
areas such as adve^isins.'communic^ons, display, human rdations* 
marketing/economics, management, product/service technology, and 
selling. (Appendcd^material includes xhe validation instruments, in- 
structional objectives and ' competences for real estate and 
business/personal services, and fidd-test copies of the real estate and 
btisincss/ personal services curriculum guides. ) (LRA). 

ED 189 383 . . ^ CE 0^5 915 

Core Cmkslsm la Agrkohore. Pha^ I Report ^ 
Illinois Univ. Urbana. E)ept.of Vocational and Technical Education 
S^ns Agency— Illinois State Office of Education, Springfield. Div. 
of Adul^ Vocational and Technical Education 
te— 80 

Pub Type— ReporU— Research/Technical (143) 
EDRS Price-^MF01/PC09 Ptas Posuge 

Descriptors— •Agrictiltural Education, •Core Curriculum, •Cur 
riculum Development, •Vocational Education, Competency Based 
Education, Needs Assessment^ Secondary Education, ' State 
"Surveys 

Identifien— Illinois * ; 

The primary purpose of this project is to devdop and Add (est a 
core ctirriculum In agnculture for rural secondary schools and a' core 
curriculum m agnculture for metropolitan or urban schools in Illinois. 
Activities of Phase 1 of the project were reviewing literature and in- 
terviewing mdustry representauves to identify pertinent research and 



gather employment information, organizing and meeting with a rural 
agriculture program advisory committee and a metropolitan 
agriculture program advisory committee, conducting observational 
trips to five states, developing a collection of core curriculum 
resour9CS from, other states, and surveying Illinois teachers to deter- 
mine content for the core curriculum. In addition, an assessmil^f 
employment needs for Illinois agriculture was made. As a result pf this 
assessment, employment trends within the framework of the seven 
taxonomic areas of agricultural education (agricultural production, 
agricultural supplies and services, agricultural mechanics, agricultural 
products, ornamental Horticulture, renewable natural resources, and 
forestry) were identified. Based on project finding, common com- 
petencies that are needed by those plannmg to enter occupations in Il- 
linois agriculture at entry or mid-managQUcnt levels were identified 
(LRA). 
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Legacy, James 

Pinal Report to AatomotlTe and Petroleam Corricalam 

Rcseardi— Phase L 
North Carolina State Univ. Raleigh. Sea Grant Coll 
Spons Agency— Illinois Slate Office of Education, Springfield. Div 

of Adult Vocational and Technical Education 
Pub Dale— 80 ^ 
, ConUact-R-33-10.X0442-318 
Note— 73p 

Pub T y p e — R e p 0 r t s — D e s c r i p t i V e (141). 

Reports— Research/Technical (143) ^ 
EDRS Price— MFt)l/PC03 Plus Postage 

Descriptors— •Career Ladders, •Distributive Education, •Minimum 
Competencies, •Motor Vehicles, •Petroleum Industry, •Sales Oc- 
cupations, Competency Based Education, Curriculum Develop- 
ment, Curriculum Research, Marketing, Secondary Education, 
Surveys, Wholesaling 
Identifiers— Illinois 

A project was conducted to (I) identify al^he competences that are 
most essential for the most common first-level jobs in the field of 
automotive and petroleum, (2) identify 'the common career ladders^ 
and the most important criteria for j>romotion in the field and (3) 
prepare a curriculum guide that includes a provision both for teaching 
the essential competencies aiid hdping students to be aware of career 
opportunities and promotion criteria for the fidd. Major project ac- 
tivities included conducting a feasibility study, reviewing competen- 
cies, developing a pand to identify essential competencies for first- 
levd positions and prorhotion critena, completing task analyses, 
pnotitizmg the competencies, and developing career material to use 
for interviewing and for.the first draft of the cumculum guide. As a 
result of the project, 238 competencies were identified and prioritized. 
In addition, career ladders were identified, and a written narrative on 
careers in automotive and petroleum was developed. (Appended 
material includes the hst of pnontiied competencies, automotive and 
petroleum industry career information, and the evaluation instrument 
used in the project. ) (LRA). 

ED 189 387 CE 025 920 

Competency-Based Hortktdture. Ganleniog/Grotrndsieeepiog. 
College of DuPage, Glen EUyn, III 

Spons Agency— Illinois Stat^ Office of Education, Springfidd. Div. 

of Adult Vocational and Technical Education ^ 
Pub Date— 76 

Contract— R-33- 1 0-X-(W42-3 1 7 

Note— 286p. ; For rdated documents see CE 025 919-920 

Pub Type— Guide S/ Methods/ Tech niqucs— Classroom 

Use— Teaching Guides (052) 
EDRS Pric€-MF01/PC12 Pins PoesUgc 

Descriptors— •Agncultural Education, •Competency Based Educa 
uon, •Groundskcepers. •Ornamental Horticulture, •Ornamental 
Horticulture Occupations, •Vocational Education, Administra 
tion. Behavioral Objectives, Check Lists, Curriculum Guides. 
Equipment Maintenance, Evaluation Criteria, Facilities, Fer- 
tilizers, High Schools, Hortictilture, Learning Activities. 
Maintenance, Personnel Management. Pesticides, Plant Pro- 
pagation. Postsecondary Education. Secondary Education. Stu 
dent Evaluation, Two Year Colleges 

Identifiers— Vocational Technical Education Consortium Sutes 
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One of two compctency-bas^ horticulture curriculum guides 
developed by an Illinois project, this Gardening/Groundskccping 
guide provides the classroom teacher with specific tasks deteriiiined by 
state industry personnel to be necessary for entry-level job placenfent. 
It is intended for horticulture education at the senior high school and 
two-year college level For each task^ a specific performance objective 
and evaluation ts given along with additional teaching strategies, 
evaluations, and instructional references. Both students and teachers 
may refer to Performance Guides and/or Instructor Checklists to 
determine an4 judge execution of the tasks. The ten units in this guide 
are Management-Personnel; Management-Job Actions; Soils; Lawns; 
Trees, Shrulfs, Annuals, and Perennials; Pesticides; Fertilizers; 
Maintenance of Facilitifo; Equipment and Supplies; and Equipment 
Operation and Maintenance. A master reference list is appended. 
(YLB). 
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Competency-Based Horticolture. Floricaltore, 
College of DuPage. Glen Ellyn. Ill 

Spons Agency— Illinois State Office of Education, Springfield Div. 

of Adult Vocational and Technical Educalion 
Pub Date— 78 
' Contract— R-33-10-X-(M42-3l7 
Note— 31 4p , For related documents sec CE 025 919-920 

Pub Type- Guides / Me thods/'Techniques- Classroom 

Use— Teacljing Guides (052) 
EDRS Price— MF01/PCI3 Plus PosUge 

Dcscnptors— 'Agricultural Education, 'Competency Based Educa- 
tion. •Floriculture, • •Ornamental Horticulture Occupations 
•Plant Pathology, 'Plant Propagation. •Vocational Education 
Behavioral Objectives. Check Lists, Curriculum Guides, Equip 
nrient Maintenance, Evaluation Criteria, High Schools. Hor 
ticulture. Learning Activities, Postsecondary Education, Sccon 
dary Education, Student EvaluathM^^-^fwo Year Colleges 
Identifiers— Vocational Technical Educauon Consortium States 

One of two competency-based horticulture curriculum guides 
developed by an Hlmois project, this Floriculture guide provides the 
arassroom teacher with specific tasks determined by state industry per- 
sonnel to be necessary for entry-level job placement It is intended for 
horticulture education at the senior high school and two year college 
level For each task, a specific performance objective and evaluation 
IS given along with additional teaching strategies, evaluations, and in- 
structional references Both students and teachers may refer to Per- 
formance Guides and/or Instructor Checklists to determine and judge 
execution of the tasks Jhc^cn units in this guide are Propagating 
and Planting of Plants, Soil and Planting Media Preparation. 
Cultural and igyironmental Control Practices, Irrigation Practices. 
Plant Pest anffiiseasc Control. Harvesting Crops, arvd Maintenance 
and Repairs. A master reference list is appended (YLbT. 
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WaJker. Gene C 
Solar Energy Installers Carrlcolom Guides. Final Report. 
College of DuPage. Glen feilyn. ill 

Spons Agency— Illinois State Office of Education, Springfield, Div 

of Adult Vocational and Technical Education 
Pub Date— 80 

Contract- R.33- 10-X-(M420 1 6 

Note— 2^7p , Some pages will not reproduce well due to light and 

broken type For related documents see CE 025 923-924 
Pub Type-Reports— Research/Technical (143) 
EDRS Prke-MFOI/PC12 Plus P(»tage 

Descriptors— 'Competency Based Education, •Curriculum Develop- 
ment. •Program Development, •Solar Radiation. •Vocational 
Education. Community Colleges, Curriculum Guides, Educa- 
tional Research. Postsecondary Education. Secondary Education 
A project was conducted to develop solar energy installers cur- 
riculum guides for use in high school vocational centers andcommuni- 
ty colleges Project activities included researching job competencies 
for the heating, ventilation, and air cohc^itioning industry and deter- 
mining through interviews and manufacturers' literature what addi- 
tional competencies were needed to add solar to the industry. Career 
jadders were developed from existing industry levels of success For- 
mulation of measurable course objectives was implemented through 



conaucting literature searches of varied manufacturers application 
engineering manuals, installation manuals, governjnent publications, 
industrial publications, umons, etc. and existing public books: In- 
structional resources were identified by sending requests to all 
manufacturers, contractors, industry-related sources. As a result of 
the project, twenty units of instruction were developed in six areas: (1)' 
Solar Application Installation, (2) HVACS Electrical. (3) Backup 
Heating Systems, (4) Refrigeration Theory, (5) Refrigeration Service 
Procedures, and (6) Heat Transfer Methods and Systems. (Consul- 
tant R^orts are appended. ) (LRA). 

ED 189 390 CE 025 923 

WaJker, Gene C. ^ 

Solar Energy Installers Carriculum Gtildes, Book I. ' 
College of DuPage; Glen Ellyn, III 

Spons Agency— Illinois State Office of Education, Springfield. Div. 
' of Adult Vocational and Technical Education 
Pub Date— 80 

Contract— R-33- 1 0-X-0442.3 1 6 

Note— 275p. , Not available in paper cop^ due to colored paper. 6or 

related documents sec CE 025 922 and CE 025 924 
Pub^Type — Guides/ Methods/ Techniques — Classroom 
Use — Teach J ng Guides (052). 
Guides/Methods/Techniqucs— Non-Classroom Use (055) 
EDRS Price-MFOI Pli^Postage, PC Not AralUble from EDRS 
Descriptors— •Competency Based Education, •Solar Radiation. 
•Thermal Environment, • 'Vocational Education, Air Condition- 
ing, Community CcJllegcs, Course Content, Curnculum Guides, 
Heating, Postsecondary Education, Refrigeration, Secondary 
Educauon, Student Evaluation, Teaching Guides, Temperature 
This first volume of a comprehensive curriculum guide for the 
hcating-ventilation-fiir conditioning-refrigeration-solar^ student is 
designed to assist high school area vocational centers or community 
college mstructors in the implementation and operation of comfort 
training programs. Following an introductory section, the guide pro- 
vides job competencies, including minimum entry levej, and career 
ladder advancement procedures. Additional sections describe how to 
use the solar energy installers curnculum guide and provide reference 
materials. The remainder of the guide Is comprised ml eighteen units * 
of instruction within four major areas, solar application installation, 
electrical, backup heating systems, and refrigeration theory. 
Presented for each unit are unit numbers, instructional objective, 
reference matenals; audio visual materials available, outline, per- 
formance conditions, student evaluation criteria, procedure of in* 
stitutinguiTit, unit tests, and exams. (LRA). 

ED 189 391 
WaiJcer. Gene C. 

Solar Energy Installers Curricolam Guides, Book II. 
College of DuPage, Gl^ Ellyn, 111 

Spons Agency— Illinois State Office of Educatiorf, Springfield. 

of Adult Vocational and Technical Educatioa 
Pub Date— 80 

Contract--R03-l6-X^2jyL6__^^ 
Note— 235p. . Not available in paper copy due to colored paper 
related documents %xA CE 025 922-92J 

Pub Type — Gui^s/ Methods/Techniques — Classroom 

Use— TcachingjGuides (052) 
EDRS Prke-MFOl Pltis Pos^ag^ PC Not Arailable from EDRS 
Descriptors- •Competency Based Education, •Solar Radiation, 
•Thermal Environment. • •Vocational Education, Air Condition- 
ing. Community Colleges. Course Content, Curriculum Guides, 
Heating. Postsecondary Education. Refrigeration, Secondary 
, Education, Student Evaluation, TeachingGuides, Temperature 
This stc^d volume of a comprehensive curriculum guide for the 
heating-ventilation-air conditioning-refrigcration-solar student is 
designed to assist high school area vocational centers or community 
college instructors in the implementation and operation of comfort 
^ training programs The guide is comprised of ten units of instruction 
' within three areas, refrigeration theory, refrigeration service pro* 
cedures, and heat-transfer methods and systems. Presented for each 
unit arc unit numbers^ instructional objective, reference materials, 
audio visual materials available, outline, performance conditions, stu- 
dent evaluation criteria, procedure of insiitutmg umt, umt tests, and 
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Bcasley, Georgia Blair, Comp > 

Ai Acthitks Hasdbook for CkUd Care: Matk 

h^^&ppi Research and Curriculum Unit for Vocational and 
Technical Eduoition, State College. Mississippi State Dept. 
of Education, Jackson. Div. of Vocational and Technical Educa- 
tion 

» ^PubDate^79 

Pub Type— Guides/ Met hods/ Tech niques — Classroom 

Use-Teaching Guides (052) 
EDRS Price-MF01/PC05 Plw Po«Age 

Descriptors— •Day Care. •Home Economics. •Mathematics Instruc- 
tion^ •Preschool Curriculum, Instructional Materials, Learning 
Actividcs, Mathcmaiics Materials, Preschool Children 
This activiues handbook is designed to give access to math activities 
appropriate for preschool children. Six areas are covered in the guide. 
. (1) counting, (2) geometry. (3) numerab, (4) money. (5) pre*number 
experience, and (6) measurement. Included within each^rea are 
Hngerplays and learning activities* The learning activities are designed 
for use on an individual, small-groups, or whole-group basis. Visuals 
are included throughout the handbook for use as bulletin board aids. 
Appended material includes suggested math resources, shape and 
numeral patterns, math vocabulary terms, and checklist for math 
presentations. (LRA). 

ED 189399 , * CE 025 943 

Leigh. RobcnK. 

Good Ideas for Teaching DaOy Adolt Lirittg. 
Alabama State D^L. of Education. Montgomery, Div. of Adult 
Basic Education 

Spons Agency— Office of Education (DHEW), .Washington. D.C. 
Pub Date— 76 

Pub Type — Guides/ Met hods/ Tech niqucts— Classroom 

Use— Teaching Guides (052) ' 
EDRS Price-M FOl Ptos Postage. PC Not AvaihOile from EDRS 
Descriptors— ^Adult Basic Education. •Citizenship Education, 

•Coihmunity Services. • •Daily Living SkiHs. •Employincnt 

Potential. •Work Attitudes. Bchaviora^Objectives. Citizen Par 

ticipation. Citizen Role. Citizenship. Citizenship Responsibility. 

Commimity Organizations. Government Role,' Instruction^ 

Materials, Job Skills, Learning Activities 

Intended for practicmg Adult Baste Education teachers, this hand- 
book provides matenak for teaching specific coping skills in the area 
of daily adult livmg. Thm areas of study are explored. (1) commum- 
ty, which includes organizations, health, nutrition, safety, money 
management, and media, (2) goifmment and law, which includes 
citizenship, voung, safety, wills, social security, and levels of govern- 
ment, and (3) occupational knowledge and attitudes, which mcludes 
how to get and keep a job. applications, interviews, and employee 
orlenuUon. Introductory materials include an outline of the areas of 
study and specific activities and a listing of characteristics of the adult 
learner. A one-page introduction begins each section on ope of the 
three areas. Bach area, designed as a self-contain^ teaching module, 
contains several adult-oriented activities (16 in ar^l. 6 in area 2, and 
in area 3) organized in the following format: instructional goal, in- 
structional objective, introduction for teacher, suggested activities, 
and list of resources. A bibliography is appended. (YLB). 

ED 189420 CE 026 051 

Dorr, Eugene L. Ahien, Many 

Cottpeteacy-Bascd Commoii-Core Ctrrkslaia for Fire Sdeice £4ttca* 
tioa. 

Arizona State Board of Directors for^ior Colleges, Phoenix 
Spons Agency— Arizona State Dept. of Education, Phoenix. Div. of 

Career and Vocational Education 
Pub Date— 79 ' r 

Pub Type— Ouidcs/Methods/Techniqifes— Non-Classroom Use (055) . 

• EDRS Price-MF01/PC05 Plw PosUge 

Descriptors— •Certificafbn, •Competency Based Education. •Core 
Curriculum. •Fire Science Education, •Minimum Competencies. 
•Standards* Community Colleges, Curriculum Development, 



Fire Fighters, Fire Protection, Safety Education, Stote Surveys. 
Two Year Colleges • ^ 

Identifiers-^Arizona, International Fire Service Trainmg Association 

This booklet, is comprised of eight courses for fire science which 
were identified as common-core by a statewide f|re science education 
advisory council composed of experts in the field of fire science educa- 
tion in Arizona. Common-core courses included are (1) Introduction 
to Fire Protecdon, (2) Introduction to Fire Prevention. (3) InUoduc- 
tion to Fire Suppression. (4) Rre Operations I, (5 J Fire Operations II, 
(6) Fire Hydraulics, (7) Fire Apparatus, and (8) Fire Fighting Tactics 
and Strategy. Each course is presented in a summary table which pro- 
vides an mventory of mimmum coihp^tencits and skills stated in 
bdiavioral terms. In addition to competencies and skiUs, each table 
provides the International Fire Service Trainmg Association 
Reference Manual numbers and where further information concern- 
ing this c6mpetency may be found. Reference numbers are provided 
that indicate the national certification standard that is relevant to the 
competency. The level of achievement required for national certifica- 
tion in the Fire Fighter I and Fire Fighter II categories is designated 
(LRA). 

. EDI© 424 CE 026 056 

BtslMSS and Office Education Curricultmi Framework. 
Texas Education Agency. Austin. Div. of Curriculum Development 
Pub Date— 74 

Pub Type — Guides/ Met hods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MF01/PC02 Plus Postage 

Descriptors— •Business Education. •Core Curriculum, •Course 
Descriptions, •Curriculum Development. •Job Skills, Business 
Education Teachers. Career Education, Curriculum Design, Cur- 
riculum Guides. Elective Courses, General Education, Office Oc- 
- cupations Education. Program Administration, Safety. School 
Community Relationship. Student Organizations. Teacher Educa- 
tion, Teacher Role 

Designed Wor administrators and teachers, this curriculum 
framework outlines a comprehensive business and office education 
program thatAs both general education and career preparation. Sec- 
tion 1 wo^^ an overview of the business and office education pro- 
gram. Topi^ include role.and scope of the business and office educa- 
tion program, career education, role of the business teacher, student 
organizations related to business, business and office education and 
the community, teacher education, administration of the program, 
and safety. In section 2 planning tjie student's curriculum is discuss- 
ed. Following an overview of granting credit, scheduling of courses, 
local course offerings, and bilingual courses, a chart summarizing 
recommended and/or desirable business and office coursestis describ- 
ed. The third section contains descriptions of the thirty-one courses in 
the thirteen course categories as discussed in section 2. accounting and 
recordkeeping, business communications, business data processings 
business law, business mathematics, career investigation, finance, 
management, office procedures, shorthand and notetaking, 
typewriting, idependent study, and vocational office education. 
(YLB). 

ED 189436 CE026O95 
Electrical Experiments. VT-2I410.1. Part^One. Grade 10. £x- 

perimeats 1*63 Rerised; 
ConnecticutStateDcpt. of Education, Hartford. Div. of Vocational 

Education 
Pub Date— 77 

Pub Type— Guides/ Met hods/Techniques— Classroom 

Use— Instructional Materiab (05 1 ) 
EDRS Price-MFDl/PC09 Plus PosU^ 

Descriptors— •Electric Circuits. •Electricity. •Vocational Education. 
Electrical Occupations, Electrical Systems, Grade 10, IiiVestiga- 
tions. Learning Activities, Science Experiments. Secondary 
Education 

Designed for tenth-grade students, this activity book contains sixty- 
three electrical exQ^ments. Experiments focus on topics such as the 
direction of flow of electricity in an electric circuit, comparison of 
heating effect using different amounts of current, comparison of 
heating effecu of electric current in conductors of different sizes, and 
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connecting and reac^g a voltmeter. Each experiment follows a 
typical format that includes the following parts: purpose, materialsr 
used, procedure, questions, and references. (LRA). 

ED189437 CE026096 
Ekctrical Experim«ts, yT.214-n. Part One. Grade 11. Revised. 

Connecticut State Dept. of Education. Hartford. Div. of Vo<^tional 
Education 

Pub Date— 78 « \ 

Pub Type— Guides /Met hods/Techniques— Classroom 

Use— Instructional Materials (051) * 
EDRS Prlce-MF01/PC08 PlBS Pottage 

E>cscriptors— •Electricity. •Elecuonics, •Magnets, •Vocational 
Education, Electrical Occupations. Electrical Systems, Electri- 
cians. Grade 11, Investigations, Learning Activities, Science Ex- 
periments, Secondary Education . , ' 
Identifiers— Commercial Generators 

Designed for dcvcnih-grade students, this activity book contains 
nineteen electrical experiments. Experiments focus on topics such a^ 
commercial application of electromagnets, electromagnetic in- 
struments, and conunercial generators. Each ecperiment follows a 
typical fopnat ihatTncludes the following parts: purpose, material us- 
«i, procedure, questions, and references. The experiments are precW- 
ed by a series of infomiation sheets and job sheets ^t provide the 
student with information on topics such as electrical wiring specifica- 
tions, testing fuses, interior lighting design, home lighung. and the m- 
candescent lamp. (LRA). 

ED 189 438 ° CE 026 097 

Hectrfcal Experiments. VT 214.1Z-1. Part L Electric Motor Control. 
Connecticut SUte Dept, of Education, Hanford. Div. of Vocational 

Education 
PubDateH-T7 ' ^ 

Pub Type— Guides/ Met hods/Techniques— Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Price— MF01/PC02 Pitts Postage 

Descriptors— •Electrical Occupations, •Electric Motors, •Vocauonal 
Education, Electrical Systems, Elc<;tncity, Learning Activities, 
Secondary Education 

• Designed for high school electronics students, this first document in 
B series of nf^cctrical learning activity packages focuses on electric 
motor control. An introductory section gives the objective for the ac: 
tivlties, an introduction, and an outline of the content. The remsdnder 
of the activity book is comprised of information shecU and job sheets 
on topics such as (1) magnetic full voltage starters for direct current 
motors up to two horsepower, (2) manually reduced voltage starting 
for direct current motors. (3) installing a four^point starter with speed 
control, and (4) wiring dynamic braking circuits. Each job sheet 
follows a typical format that includes the objective, materials^ ex- 
planation, procedure, and evaluation questions. (LRA). 
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A-C Across tlie Line 

Control 

Connecticut State Dept. of Education, Hartford. Div. of Vocational 

Education • 
Pub Date— 77 

Pub Type — Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Price— MF01/PC03 Pie Postage 

Descriptors-* Electrical Occupations. •Electrical Systems. •Elecuic 
Motors, •Vocational Education, Electricity, Learning Activities, 
Secondary Education 

Designed for high school electronics students, this second document 
in a series of six electrical learning activity packages focuses on alter- 
nating current across-the-Iine control. An introductory section gives 
the objective for the activities, an introduction, and an outline of the 
content. The ronainder of the activity book is compris^ of iittonna- 
tiott sheets and job sheets on topics such as (1) electric motor cdntrol 
fundamentals, (2) low-voltage conuol circuits, (3) reversing magf^c 
conUoUers, and (4) three-phase plugging with lockout protec^n. 
Each job sh^ follows a typkal format that includes the obLdctive, 
materials, explanation, procedure, and evaluation questions. (LRA). 
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ED489440 >CE026099. 
Electrical Experim^ts. VJ.21412-3. Part UL Basic Electro&Ics. 
ConnecticutStateDept. of Education^ Hartford. Div. of Vocational 

Education 
Pub Date— 77 

Pub ' Type— Guides/ Klet^ods/ techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Prfcc2-.MF01/PC04 Pins Postage 

Descriptors— •Electrical Occupations, •Electric Circuits. •Elec- 
uonics, ♦Voc^tion|l Education, Electric^ Systems, Electric Bat- 
teries. Learning Activities, Secondary Education. Transistors 
Designed for high school electronics students, this third document 
in a seriesjof six electrical laming activity packages focuses on basic 
electronics. An introductory section gives the objecdve for the ac- 
tivities, an inuoductlon, and an outline of the content, the iltmdinder 
of the activity Jbook is comprised of information sheets and job sheets 
on topics such as (1) the electron tube, (2) the uiode tube. (3) use of a 
*B* battery, (4) transformers, and (5) solid state. Each job sheet 
follows a typical*format that includes the objective, materials, cx- 
planation,'procedure, and evaluation questions. (LRA). ^ 

ED 189 441 CE 026 100 

Electrical Experiments. VT 2R-124. Part TV. A-C Reduced VolUgi 

Controls. ^ 
Connecticut State Dept. of Education. Hartford. Div. of Voc^ional 

Education 
Pub Date— 77 

Pub Type— Guides/ Methods/Tech niques^Classroom 

Use— Instructional Materials (051) 
EDRS Prke-MF01/PC03 Plus PosUge 

Descriptors— •Electrical Occupations. •Vocattonal Educauoi^, Elcc- 
Uical Systems, ElecUicity, Learning Activities, Secondary Educa- / 
tion • * y 

Identifiers— Alternating Current, Voltage Conuols V 
Designed for high school electronics students, this fourth dociunent 
in a series of vak electrical learning activity packages foci^ses dn ^ter- 
nating current-reduced voltage controls. An introductory section gives 
the objective for the activities, an introducdon. and an outline of t])e 
con^t. The remainder of the guidebook is comprised of information 
sheets and job sheets on topicslCi^4iKl) part-windmg starting and 
(2) autoiransformer startmg. Each job sheet follows a typical format 
that includes the cbjective, materials, explanation, procedure, ^d 
evaluation questions. (LRA). v 

ED1KF442 CE 026 101 

Electrical Experiments. VT.214.12-5. Part V. Traasformers. 
Connecticut State Dept. of Education, Hartford. * Div. of Vocational 

Education 
Pub Dale— 77 

Pub Type«- Guides/ Methods/ Techniques— Classroom 

Use— Instructional Materials (051) . 
EDRS Price-MF01/PC03 Plus PosUge 

Descriptors-^Electrical Occupations, •Electricity. •Vocational 
Education, Electrical Systems, Learning Activities, Secondary 
Education 

Identifiers— Transformers 

' Designed for high schopi electronics students, this fifth document in ' 
a series of six el^j^ learning activity packages focuses on 
transformers. Airiiffiroductory section gives the objective for 'the ac- 
tivities, an introdticdon. and an outline of the content. The remainder 
of the activity book is comprised of informauon sheets and job sheets 
on topics such as (1) pol ^ y of u^nsformers and (2) three-phase con- 
necdons. Each job sheeMUows a typical format that includes the ob- 
jective, materials, explanation, procedure, and evalimtion questions. 
(LRA). 

ED 189 443 CE 026 102 , 

Dectrical Experimeats. VT.214.12^. Part VI. Poly Phase Alternators. 

Connecticut State Dept. of Educauon, Hartford. Div. of Vocational 

Education 
Pub Date— 77 

Pub Type — Guides/Methods/Techniques — Classroom 
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U^— Instniqtional Materials (051) ' 
EDRSPriC€-MF01/PCa2P!asPosUgc, ^ \ 
Descriptors-- •Electrical Occupationsv *Elcctric^y, •Vocational 
Education, Electncal Systems, Learning Activities, Secondary 
Education " " 

Identifier$--AItemators ^ 
Designed for high school electronics students, this sixth document 
, in a>serics of six electrical learning activity packages focuses on phase 
alteniators. An introductory section givc^ the objective for the ac- 
tivities, an introduction, and ai) outline of the content. Jht remainder 
of the guidebook is comprised of information sheets and job sheets on 
topics such as (i) poly-phase alternators, (2) ojxration and p^leling 
of alternators, and (3) synchronous motors. '"Each job sheet follows a 
typical format that includes the objective, materials, explanation, pro- 
cedure, and evaluation questions. (LRA). 

ED 189 451 - CEQ26II8 
Artel, Linda Wheat, Valerie / 
Women and Work— New Options, A Guide to Nonprint Media. 
Women's Educational Equity Communications Network, San Fran> 
^ Cisco, Calif 

Spons Age^^c^Office of Education (DHE'W), Washington, D C. 

Women's Educational Equity Act Program 
Pub Date— 79 ' ' , 

Contract— 30Ot77-O535 " j.' 

Note— 86p. ; Photographs In thrs document will nofreproduce well 
. Pub Type— Reference Materials— Bibliographies (131). 
Guicles/Methods/Techniques— Non-Classroom Use (055) 
EDRS Prk€-MF0l/PC04 Plus Postage ^ 
Descriptors— •Career Education, 'Females, 'Nontraditional Occupa- 
tions, •Sex' Kole, * Annotated "Bibliographies, Citations 
Referj^nces, Film6graphies, Films, Occupational Uiformation, 
Sex Stereotypes 

The purpose of thb guide is to gather together in one volume in 
formation about nonprint media dealing with new career options for 
women. The 112 filnts, filmstrips, videotapes and cassettes, slides, 
photograph seu and games included m the guide are listed in 
alphabetical order by title For each entry the following information 
is provided titlS. format, running time, colo^of black and white, year 
1 made, recommended age level, rental price, and sale price. In addi- 
tion, a ^ief abstract of each entry is mcluded Appended materials in 
elude h list of university media centers cited, a list of selected 
resources, and ^ subject index. (LRA). « 
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Go wen, Doris 

Special Needs in Bosiness. Learn the Basics. 
Pittsburg State Univ. Kans 
Pub Date— 79 

Pub Type— Guides/ Methods/Tec hniques — CI assrooTm 
Use— Instructional Materials (051). Guid^Methods/Techni- 
ques— Gassroom Use— Teaching Guides (052) I 

EDRS Prfce-NJFDl/PCl 1 Plus Postage^ 

Descriptors— •Career Plaivning, •Daily Living Skills, •Employmeilt 
• iipiential, •Job Skills, •Learning Disabilities, •Vocational Educa- 
tion, Aspiration, Behaworal Objectives, Behavior Change, Cu^ 
riculum Guid^, Employment Interviews, G6al Orientation, 
Hygiene, Interpersonal Competence, Job Appjjoition, Learning 
Activities, Money Management,. Nutrition, Practical Art's, 
Recordkeeping, Secondary Education, Self Concept, Telephone 
Usage Instruction, Travel Training, Vocational Interests, Work 
Attitudes 

This curriculum guide is designed to aid in teaching a course cover- 
ing business-related inf^mation, skills, and attittldes. Intended for 
vocatiopai students with special netds^ the ten units of instruction are 
written at elementary T^ing level. Components of the units are 
statement of objectives, oitTttffe of teacher and s^ident activities, in 
formation sheets, transparency masters, assignment sheets, unit 
check up, answers to check up, and progress sheets on which work is 
mark^ as satisfactory or incomplpte. Units'include Planning for 
Hutur^V^ori, Collecting Personal Information. Human Relations, 
Getting Ready for Payday. Record Keeping. Telephone Techniques, 
Filing and Reference Material^ The Use of Money. Job Related Ac^ 
tiviti^s, and Personal Development. (Y LB). 
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Rasor, Leslie Brooks, Valerie 
Industrial Orientatioi?. 
Lane Community Coll. Eugene, Oreg. 
N Spons Agency— Oregon State Dept. of Education, Salem, Div. of 
Community Colleges and Vocational Education 
Pub Dale— 80 

Pul^ Type— Guides/ Met hods/ Techniques— Classroom 
Use— Instructional Materials (051) 

EDRS Price-MF01/PC06 Pius PpsUge ^ 

Descriptors— ^Building Trades, •Construction'Rroccss, •Drafting, 
•Industry, •Technology, •Trade and Industrial Education, Auto 
Mechanics, Blueprints, Careers, Electronics, Equipment Utdiz^ 
tioiu Instructional Materials, Job 'Skills, Mach^ie Tools, OC- 
1 cupational Information, Orientation Materials, Postsecondary 
Education, Remedial Programs,«.Transifional Classes, Two Year 
Colleges, Welding, Woodworking 

These eight Inodules for an industrial orientation class were 
developed by a project to design an interdisciplmary program of b^ic 
skills training for disadvantaged students in , a Construction 
Technology Program (sec Note). The Drafting module overviews 
draftmg career opporturrities, job markets, salaritS, educational re- 
quirements, and basic drafting skills, ^he Mechanics module covers 
mechanic;' terminology, tools, work environments, and basic 
automobile maintenance proced'ures. In the Construction module the 
basic concepts, terminology, tools, materials, and methods used m 
wood frame construction are introduced, the Machine Shop module 
covers working with machine tools. The Welding module concerns 
safety, fundamental principles, equipment, and procedures. Topics in 
the Industnal Environments module include characteristics, tests and' 
resources, women and work, sex stereotype information quiz, appren- 
ticeship, discnminatory intervie>oucstK)ns, and cogi^itive mapping. 
The Blueprint Reading m^le covers building and cartographic 
bluepnnts and symboliv, language and termiitology of blueprmts. The 
Woodshop modulexovers equipmem|i5e, terminology, story rod. and 
usmg blueprints to build a woodshop project. Electncal concepts and 
^ terminology ^e introduced in the Electronics module which al^o pro- , 
vides practice using electronic components and equipmeni, making 
simple electrical repairs, making a circuit tester, and domg household 
wiring. (Rehated jobs are^listed on the first page of each module. 
Hands-on projects are includccTin most modules. ) (YLB). » 
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Holmes, Ellen TrwiiU Debbie 

Vocational Home Economics Education. Custom Sewing. 

Oklahoma State Dept. of Vocational and Technical Education, 

Stillwater. Cucriculum and Instructional Materials Center 
Spons Agency— Oklahoma Statd Board of Vocational and Technical 

Education, Still watp. Div. of Vocational Home Economics 

Education. ' . 

PubDaie-80 . * 

Available from— Curriculum and Instructional Materials Center, 
Oklahoma State Department of Vocational and Technical Educa- ^ 
lion, 15i5^W^t 6th Ave. Stillwater, OK 74074 ($10.00, Teacher 
Manual: $5.00, Student Manual} 
Pub, Type — Guides/ Met hods/ techniques — Classroom 
, Use— Instructional Materials (051). Guides/ Methods/Tcchni 

ques— Classroom Use— Teaching Guides (052) 
tDRS Price-MF02 Plus Postage. PC Not Available from EDRS ' 
Descriptors— •Clothing Instruction, •Fashion Industry, •N^jCdle 
Trades, •Occupational Jlome Economics, •Sewing Instruction, 
•Textiles Instruction, Behavioral Objectives, High Schools, 
Human Relations, Job Search Methods, Learning Activities.'' 
Secondary Education, Tests, Vocational Education 
This curriculum guide for those who ^csire to make a full or part 
time career of cus^)m is designed with the domestic sewing 

machine in mind for the independent worker or small business. In 
tended for grades U-l^consumer and homemak^lg students with two 
> years of previous vocational home economics of students enrolled tn 
occupational clothing production and management classes, the 
^materials are developed for use in a twelve to-eighteen \veek, m depth 
course or m an occupational clothing production and management 
class. The giiide contains six instructional units. Fabrics and Textiles, 
Body Measurement and Altering Flat Patterns, Construction Techni- 
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ques, Home PM^c^i^l^eratioD of Ready-Made Clothing* and 
Business PrinciSEn Custom Sewing The format includes some or 
all of cji^^asic^mponenls' performance objectives, suggested ac- 
tivities q^pacher, information sheets, assignment sheets, job sheets, 
transpardl^ masters, tests, and answers to tests and assignment 
i sheets. (VLB). * 
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Fife, Sfiaran G. And Othtrs 
Integrating Aging Into the Home Economics CarrictilnnL 
Florida State Univ. Tallahassee. School of Home Economics 
Sp<?ns Agency—Florida State Dept. of Edacation, Tallahassee. Div. 
- of Vocational Education 
Pub Date— 80 v ^ « , 

Plib Typ-^^^-^Guides/Methods/Teclvtt^irts- Classroom 
Use— Instructional ^Materials (O5l),..^de5/Methods/Techni- 
> ques— iPlassroom Use- Teaching Gurde5ip52) 
EDRSPriie-rMFOl/PCOSPlnsPostage 

Descriptors— •Aging Individuals, •Clothing, •Consumer Education, 
•Home Econoijiics, • •Housing, •Nutrition, Age, Autoinstruc- 
tional Aids, Behavioral Objectives, Fused Curriculunh Geron- 
tology, Individual Development, fnfegratcd Cufrlculum, 
ing Aclivities, Older Adults, Secondary Education, 
Education, Vocatibnal Education 
This {publication provides' the high school home economic 
with (IJ self instructional materials with accurate inform^ 
concepts about aging and (2) a eurriculunff toa^ist in teachin 
the home economics classroom The4>urp<^of the self insS 
materials is to MIow the teacher to demonstrate knowlcdgc'wnn- 
troductory background information on aging, describe three methods 
of Implementing aging into the curriculum in five home economic* 
subject-matter areas, and utilize their knowledge in these areas. 
Materials are divided into these fivt subject-matter sections, human 
development, liousing, nutrition, clothing, and consumer problems. „ 
Each section coi\tains a discussion on integrating this area into, the 
classroom, subject matter content, and a learning activity. An appen- 
dix contains -learning activity answer keys. The curriculum is^lso 
divided into the five $ubjcc| matter J^ca^ Each linit (dh one subject . 
area) contains a conceptual structure;, generalization, objcctivfe, com 
petencies, list of resources, and Ic^ing experienced Cactivity sheets) 
with teacher suggestions, (Y LB). ^ ^ ^' 
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1 Clayton, Dean 
Arkansas' Office Procednres Qifricnlam Goide* 
Arkansas State Dept. of Education, Little Rock. Div. of Vocational, 

Technical and Adult Education. Arkansas Univ. Fayet- 

teville. Dept. of Vocational Education 
Spons Agency— Of fice of Education (DHEW), Washington, D.C. 
Pub Date— 80 

Pub Type--Guides/Methods/Techniques^CIassroom' 

Use— Teaching Guides (052) " *v . 

EDRS Pricc-MF01/PC09 Plos Postage 

D^criptors— •Business Q^pmmunication, •Business EngliSli, 
•Mathematics, •Money Management^ •Office Occupations 
Education, •Office Practice, Behavioral Objectives, Business. 
Corrcspondeupe, Career Chofce, Careers, Coop^ative Educa- 
tion, Data Processing, Human Relations, Job Applic^on, 
Laboratories, Learning .Acirvjtics, Legal Education, Lesson 
Plans, Payroll Rec'ords, ^Rmbion Plans, Secondary Education, 
Simulation, Spelling, Sute Curriculum Guides, Work Experience 

This curriculum guide provides teachers of office procedures classes 
^ with unit lesson plans and infprmation about resource materials that 
can be examined, selected, and integrated into the instructional pro- 
gram Contents are mainly esublished for ^e following two types of 
secondary level programs: cpoperative office education and intervsive 
office laboratory A battery plan (group Instruction) contains these 
ten^ units of instruction business communications, careers, 
developthCQtal skills, human relations, introduction to data process- 
ing, job preparation and application, legal aspects, mail handling and 
shipping, money management, and payroll. A unit cover sheet pro 
vidcs description of content* unit objective, special instructions, 
suggested time Each one page lesson plan, representing one 
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structibn for one period, follows this format, aids/ supplies needed* 
insimaional objectives, learner activities, ieacher activates, and 
assignments. Optional activities and selected resources are also pro- 
vided. FoUowiitg a list of minimum equipment requirements, two 
types of ro^tion plans— group and individualized— are provided. 
Other materials included, in this guide are selected sample fiow-of- 
work office simulations, enrichment of simulation, selected optional 
activiti^. Resources Directory, and sample student profile and lesson 
plan. (YLB). 
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Chacon, Louis, Jr. And Others 

Arizona Bllingoal Business and Office Education. Book 1— pilingoal 

Bosiness Grammar. 
Arizona State Dept. of Education, 'Phoenix. Arizona Univ. 

Tucson. Dept. of Business and Career Education 
Pub Date— 78 

Pub Type— Guides/ Met hods/Techniques — Classroom 

Use— Instructional Maierijils (051) 
EDRS Prke-MF01/PC14 Pins Postage 

Descriptors— •Business Education, •Grammar, •Office Occupauons 
» Education, •Spanish, •Spanish Speaking, •Vocabulary Develop- 
ment, Bilingual Students, Individualized 'instruction, Instruc- 
tional Materials, Learning Activities, .^Secondary Education, Se- 
cond Language Instruction, Tests ^ _ 
This book is the first in a set of four occupational and business 
education curriculum guides which were developed for Spanish speak- 
ing students ^ith limited English speaking backgrounds and also for 
foreign language students who desire lo reinforce their Spanish 
language skills. The guides jue struaured so that the teacher can pro- 
vide service to students of each category within the same classroom en- 
vironment. ^Volume I contains a review of basic Spanish grammar 
which stresses a strong business vocabulary. Some of the topics 
covered by the twenty-four units mclude. the Spanish alphabet, divi- 
sion of words Into syllables, capitalizauon and punctuation, greetings ^ 
and farewells, names and surnames, definiie and mdefimte articles, 
telling time, dates, and cardinal numbers, regular and irregular verbs, 
direct and indirect objects, grammar terminology, personal pronouns, 
demonstratives, descriptive and posseswe adjectives, affirmative and 
negative contrasts, comparisons and superlatives, suid formal com- 
m^pds. In all four guides, the vocabulary is listed^on a table for easy 
reference and shouldcbe reviewed prior ,to wprking through a unit. 
Tests and answer keys are also included. (BM). 
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Chacon, LouJs, Jr. And OtTiers 

Arizona BUingiia] Bpslness and Office Edocatlon. Book 11— Blllngnal 

Btt^essPricticc. < 
Arizona Stat^^ Dept. of Education, Phoenix. Arizona Univ. 

. Tucson. Dept. of Business and Career Educatidh 
Pub Date— 78 
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Use- Instructional Materials {06\) 
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Descriptors— •Business Communication, •Business Education, 
•Money Management, •Office Occupations Education, •Spanish, 
•Spalhish Speaking, bilingual Studeqts, Budgeting, Individualiz- 
ed Instruction, Record keepings Recreation, Secondary Educa- 
tion, Second Language Instruction, Tests, Transportation, , 
, Travel, Vocabulary Development. ^ 
This boolc is the second in a. set of four occupational and business 
education curriculum guides which were developed for Spanish speak* 
ing students with limited Engligh speaking backgrounds and also for 
foreign language students who desire to reinforce their Spanish 
language skills. The guides are structured^so that the teacher cao pro- 
vide service to students of each category within the same classroom en- 
vironment. Volume 2 is designed to give general information to 
second year -level students in high school. The eighteen units mduded 
are grouped under seven instructional areas, communications 
(telephone, mail), travel and transportation, entertainment, and 
miscellaneous (personal-use information— securing a social security 
number, a driver's license, recordkeeping, budgeting, etc. ). In all four 
guides, the vocabulary ts listed on a table for easy reference and 
should be reviewed priop to working through a unit. Tests and answer 
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keysarealso included. (BM). 
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Chacon, louist Jr. And Other* ' % 

Arfam^UBgaal and Office Edocatfoo, Book III— BiliBgDal BtKioess 

Arizona SutrDept. of Education, Phoenix. Arizona Univ. 

Tucson. Dept. of Business and Career Education « 
PubDatf«78 

Ptib Type — Guides/ Methods /Techniques — Classroom 

Use— (nstnictional Materials (05 1 ) 
EDRS Price— MF01/Pa4 Plis Posta«e 

T>escriptofs ^ jtf^iness Communication, ^Business Education. *0f- 
^ ficc Ocol^tions Educadon, •Retailing, 'Spanish, 'Spanish 
Speaking. Biljngual Students, Credit Finance, Employment Qp- 
portunities. Individualized Instruction, Insurance, Recordkeep- 
ing. Secondary Education, Second Language Instruction, "fests, 
.Voci^ulary Development 

This book is the third in a set of four occupational and business 
education curriculum guida which were developed forspanish speak* 
ing students with limited pn^h speaking backgrounds and al^ for 
foreign language students ,^ho desire to reinforce their Spanish 
languafe skills. The; guides are structured so that the teacher can pro* 
vide service to students of each category within the'same classroom en- 
vironment Volume 3 covers the specifics of several business practices 
which were quickly introduced in the second book. The fourteen units 
included are grouped under the following instructionaI^?tfcas; written 
^«?nmun|cations, retailing, insurance, credit, employment, and * 
miscellaneous (recordkeeping tasks). In all four guides, the 
vocabulary is Ibied on a tab;(e f or casy refcrence and should be review- 
ed prior jo working throuah a unit. Tests and answer keys ait also in*^ 
eluded. (BM). ^ 
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Chacon, Louis. Jr. And Others 

Arizoaa BUIb^ Biebesa^aod Offke Ediicatk>& Book IV— BmM;nal 
J Bisiiesi Careers. • T"^. 

Arizona State Dept. of Education, Phoenix. Arizona Univ. 

Tucson. Dept. of Business and Career Education 
Pub Date— 78 ^ ' , 

Pub Type— Guidjcs/ Met hods/Techniques — Classroom 
Use— lnstnictionaJA!alcrials(051) * ' 

EDR5 Price-MF01/|Cl4 PIbs PosUge • 
Descriptors— *Business Education, ^Employment Qualifications. 
•Occupational Information, ^Office Occupations Education, 
•Spanish, *S]^ish Sj^eaking, Bilingual Students, Qerical 
Workers. Employment Opportunities. Individualized Instruction, 
Office Occupations, Secondary Education, Second Language In- 
struction, Service Occupations, Vocabulary Development 
This book is the fourth in a set of four occupational and business 
education cturiculum guides which were developed for Spanish speak- 
ing stuctems with limited English speaking backgrounds and also for 
foreign language students who desire to reinforce thdr Spanish 
language skills. The guides are structured so Uiat the teacfiCT pro* 
vide service to students of each category within the same classroom en- 
vironment. Volume four explains the duties and responsibilities for 
employment in several entry^ievel business positions. The 1*2 units in- « 
eluded cover the following emp|pyroent areas: receptionist; clerical 
workers; and service clerks. In a|i four guidps, the vocabulary is listed 
on a table for easy referenc^Sira should be reviewed prior to working . ^ 
throu^ a unit. Tests ana answer keys are also includMl. (BM). 
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EkctrictlMedMikaJMiisteaaiice. lostnctor^s Gai^e. 
Sanu Clara County Superintendent of Schools, San Jose, Calif 
Pub Date— 79 

Contract-43* 10439-3.S-833 

Note— Il2p, . ProduMd under Project EXCITE (Ebtperienccd In 

formation Training and Employment) ^ 
Pub Type — Guides/Methods/Techniques — Classroom 

Use— Teaching Oui<le$ (052) 
EDfi$ Pric^7*MF01 Ptv Postage* PC Not AraUabte from EDRS 
Descriptors— *Currjcttlum Development. •Electricity,, •Elcc- 
' tromechanical Technology. *Trade and Industrial Education, 



Community Colleges. Course Objectives, Curriculum CJuides, 
Electrical Occupations. Individuldized Instruction. Postsecondary 
Education 

This instructor's guide describes the development of a six teen -week 
postsecondary course in electrical mechanical maintenance. Follo^y* 
ing introductory sections that provide background Informatidn and a 
course summary, the third section describes the dnstnjictional model 
used in the course. Section 4 present^ an ove^i^ of instructional 
media used in the course. The fifth section lists iMHt objectives and in- 
structional materials for nine electrical units and su mechanical units. 
Electrical units incljude direct cunent theory, alternating current cir- 
cuits, motors, poiver supplies, equipment and controls>v3«plilse ap* 
plication, lighting and distribution, electrical safety, and pi^entative 
maintenance. Mechanical units include basic mechanics, de^g, 
lubrication, drive components, pumps, and meohanical safety, 
tion 6 is included to describe the field laboratory component and sug- 
gest projects. A final section gives the task analysis rankings by 
employers in the electromechanical industry and the survey tasks in 
maintenance curriculdm skill areas. (LRA), 
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teadersiilp E^TcIopm^t Unit A-1 

North Dakota State Board for Vocational Education. Bismarck. 
North Dakota State Univ. Fargo. Depi. of Agncultural Educa- 
, tion 
Pubpate— 80 

Pud Type— Guides/Methods /Techniques— Classroom/ 

Use- Teaching Guides (052) 
EDRS Prke-MFOl/PCOSPlos Postage . 
Descriptors- 'Agricultural Education, 'A^cultural OcApations, 
•Career Education, •Leadership, •Vocational Education, 
Agribusiness. Agriculture, • Curriculum Guides'", Instructional 
Materials, Leadership Training, Learning Activities, Secondary 
Education. Units of Study 
Identifiers- Future Farmers of America 

This secondary curriculum guide b comprised of thirteen jobs (units 
of instruction) that focus on the as^ of leadership development. An 
introductory section lists the jobs included in the guide, intended use, 
unit objectives, and references. Among the jobs included are (1) Ex- 
amining the History of the Future Tarmers of America (FFA); (2) 
Understanding the FFA Creed; (3) Examining the Traditions and 
Principles of the FFA; (4) Determining Types of Supervised (Occupa- 
tional Experience Programs, (5) Participating m Chapter Mectmgs 
and Activities, (6) Using Parliamentary Prod^Slrrc. (7) Presiding Over 
Meetings. Banqueu. Committees, and Other Functions; and (8) 
^reparinjs and Delivering Speeches and Demonstrations. Each job is 
comprised of the following parts, objectives, guide questions, 
references, interest approach, key facts» student learning activities, 
and transparency masters. (LRA). 
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Luft, Vernon D. Backiund. Paul 
latro^octloa to Vocatioita] Agriodtiire/AgribBsiaess. Unit A*!. 
North Dakou State Board for Vocauonal Education, Bismarck. 
North Dakota Sute Univ. Fargo. Dept. of Agricultural Educa- 
tion 
Pub Date— 80 

Pub Type— Guides/ Methods /Techniques — Classroom 
. Use— Teaching Guides (052) % 
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Descriptors— •Agricultural Education, •Agricultural Occupations, 
•Career Education. •Vocational Education. Agribusiness. 
Agriculttue. Curriculum Guides, Instructional Materials. Learn- 
ing Activities. Secondary Education, Units of Study 
This secofidary curriculum guide is comprised of three jobs (units of 
instruction) d^^igned to introduce students to vocational agriculture. 
An introductory section lists the jobs included in the guide, intended 
use. unit Objectives, and references. Jobs included are (1) Recognizing 
the Importance of Agriculture. (2) Understanding the Vocational 
Agriculture Program, and (3) Exploring CiQrecrs in Agriculture. Each 
job unit is comprised of the following parts: objectives, guide, ques- 
tions, references, bterest approach, key facts, student learning ac- 
tivities, and transparcncjr mast^. (LilA). 
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LutU Vcmon D. BacJdundfPauJ 
iBtrodoctioa to Agribosiiiess* Unit A-6. 

North Dakota State Board for Vocational Education, Bismarck. 
North Dakota State Univ. Fargo. Dept. of Agricultural Educa* 

tion , ^ 
Pub Date-^80 ♦ 
Pub Type — Guides/ Met hods/Techniques— Classroom 

Use—Teaching Guides (052) 
EDRS Prke-MF01/PC02 Plus PosUgc 

Descriptors— •Agribusiness, •Agricultural Educauon, 'Agricultural 
Occupations, •Carwr .Education. •Vocational Education, 
Agriculture, Curriculum Guides, Instructional Materials, Learn- 
"^ing Activities, Secondary Education, Units of Study ^ 
This secondary curriculum guides is comprised of twp jobs (umts of 
instruction) designed to introduce students to Agribusmess. An m*'- 
troductory section lists the jobs mcluded m the guide, mtended use, 
omt objectives, and references. Jobs mcluded are (1) Understandmg 
the Importance of Agribusmess and (2) Defining Jypes of Busmess 
Organizations. Each job unit ts comprised of the followmg parts, ob- 
jectives, guide questions, references, mterest approach, key facts, stu- 
doit learning activities, and transparency masters. (LRA). 
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ProootiBg Sex Equity in the Classroom. Modole 1, An lotrodoctloiL 
Rerised, 1980. 

Iowa Slate Univ. of Science and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— Iowa State Dept. of Public Instruction, Des Moines. 

Div. of Career Ed ucatioa 
Pub Date— 80 

Pub Type— Guides/Methods/Techniques— Non-Classroom Use (055) 
EDRS Price— MFOl/PCOl Postage 

Descriptors— •Equal Education, •Sex Bias, •Sex Fairness, •Sex 
Stereotypes,* •Textbook Evaluation, •Vocauonal Education, Civil 
- Rights, Guidelines, Nonprint Media, Pdstsecondary Education, 
Secondary Education, Teaching Methods 
Serving as an introduction, this module is the first in a series of 
twelve modules designed to provide guiddines for evaluating recource 
materials and compiling creative strategies to promote sex equity in 
vocational technical education classrooms and in out-of -school lean- 
ing experiences. This introductory module explains what a teacher 
can'do to promote sex equity, how the sex equity guidelines can be us- 
ed, how strategies designed to promote sex equity can enhance iijStryC' 
tion, and how the sex equity materials are intended to be pted. 
(LRA). 
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Promotifig Sex Equity hi the CUssroom. 

GBUeUfies. Revised. 1980. 
Iowa State Univ. of Science and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— iQwa State Dept. of Public Instruction, Des Moines. 

Div. of Career Education ^ 
Pub Date— 80 
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Descriptors— •Content Analysis^ •Sex Bias, •Sex Fairness, •Sex. 
Stereotypes, •Tcxtbpok Evaluation, •Vocational Education, Art, 
Civil Rights* Equal Education. Guidelines, Language, Nonprint 
Media, Postsecondary Education, Secondary Education 
This second m a series of twelve modules presents sex equity 
guidelines for use m evaluating vocational and technical educauon 
prmt and non-pruit instructional media. The guidelines are separated 
into three categories^ art, language, and content. The specific 
guidehnes included within each category are illustrated usmg examples 
from various vocational education disciplines. A companion sex equi- 
ty guideline$\chcck sheet is designed to facilitate media evaluation. 
(LRA). 
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Promotisg Sex Equity Is the Qassroom^ Modole 3, Strategies— Art« 
Revised, 1980. 

Iowa State Univ. of Science and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— Iowa State Dept. of Public Instruction, Des Moines. 

Div. of Career Education 
Pub Dale— 80 

Pub Type— Guides/Methods/Techniques— Non Classi^m Use (055) 
EDRS Pricc-MFOl/PCOl Pins Postage 

Descriptors— •Art, •Sex Bias, •Sex Fairness, •Teaching Methods, 
•Vocational Education, Equal Education. Guidelines, Lesson 
Plans, Postsecondary Education, Program Implementation, 
Secondary Education, Sex Stereotypes 

This third in a series of twelve modules presents strategies to pro- 
mote sex equity in art. The fint of five sections provides suggestions 
for teacher organization/management vrith or without student in- 
teraction These strategies include aids to facilitate lesson preparation 
and program implementation. The following four sections present 
strategies that can be used with one of four teaching techniques. (!) 
discussion, (2) audio/ visual, (3) presentation and practice, and (4) ex 
periences outside the classroom. (LRA). 
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Promoting Sex Eqoity is the Classroom. Modole 4, 

Strategies— Language. Revised, 19^. 
Iowa State Univ. of Science and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— Iowa State Dept. of Public Instruction, Des Moines. 

Div.- of Career Education 
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Descriptors— •Language, •S^ Bias, •Sex Fairness, •Teaching 
Methods, •Vocational Education, Equal Education, Guidelines, 
Lesson Plans, Postsecondary Educauon, Program Implementa- 
tion, Secondary Education, Sex Stereotypes 
This fourth in a scries of twelve modules presents suategies to pro- 
mote sex equity in language. The first of five sections provides sugges- 
uons for teacher organization/management with or without student 
interaction. These suategies include aids to facilitate lesson prepara- 
^ tion and program implementation. The followmg four secuons pre- 
sent strategies that can be used* with one of four teaching techniques: 
(1) discussion, (2) audio/ visual, (3) presentauon and practice, and (4) 
experiences outside the classroom. (LRA). 
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Descriptors— •Content Analysis, ^cx Bias, •Sex Fairness, •Teaching 
Methods, •Vocational Education^ Equal Education, Guidelines, 
Lesson Plans, Postsecondary Education, Program Implementa- 
tion, Secondary Ediication, Sex Stereotypes 
This fifth in a series of twelve modules presents suategies to pro- 
mote sex equity in content. The first of five sections provides su^es- 
tions for teacher organization/management with or without stud^c 
interaction. These strategies include aids to facilitate lesson prepara 
tion^and program implementation. , The following four sections pre 
sent strategies that can be used with one of four teaching techniques. 
(1) discussion, (2) audiO/' visual, (3) presentation and practice, and (4) 
experiences ouuide the classroom. (LRA). 

ED 190 820 CE 026 326 

PnHBOthix Sex Eqidty In tk Classroom. Modole 6, Agricnitare, Reris- 
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Iowa State Univ. of Science and Technology, Anaes. Dept. of Home 

Economics Education 
Sjxms Agency— Iowa State Dept. of Public Instruction^ Des Moines. 

Div> of Career Education 
Pub Date— 80 

Pub Type— Guides/Methods/Techniques— Non-Oassroom Use (055) 
' EDRS Price-MFOl/PCOl Plw Postage 

Descriptors— •Agricultural Education, 'Sex Bias, 'Sex Fairness, 
•Teaching Methods, ♦Vocational Educauon, Art, Equal Educa- 
tion, Guidelines, Language, Lesson Plans, Nonprint Media« 
Posisccondary Education, Secondary Education, Sex Stereotypes, 
Textbook Content ^ \^ 
Designed to be used with modtiles ! through S, this sixth in a series 
of twelve modtiles presents sex equity tcachmg strategies umque to the 
agriculture classroom. Strategies are grou[>ed by sex equity guiddme 
categories: art, language, and content. In addition to specific 
strategies, instructional suggestions based on conunon strategies are 
adapted in an example lesson plan for both a secondary and 
postsecondary class. The module concludes with a sample media 
evalution. (LRA). 

ED 190 821 CE 026 327 

Promodtg Sex E^ftity is tfae Classroom. Modtde 7, otstribotiTe Edoca- 
tkft. Revised, im 

Iowa State Univ. of Science and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— Iowa Slate Dept. of Public Instruction. Des Moines. 

Div. of Career Education 
Pub Date— 80 - 

Pub Type— Guides/Methods/Techniques— hjon-<nassroom Use (055) 
£DRS Prfct-MFt)l/PC01 PIbs Postage 

Descriptors— •Allied Health Occupations "td^ication, "Sex Bias, "Sex 
Fairness, •Teaching Methods, •Vocanonal Education, Art, Equal 
I Education, Guidelines, Language, Lesson Plans, Nonpnnt 
1 Media, Postsecondary Education, Secondary Educauon, Sex 
Stereotypes, Textbook Content 

Designed to^ used with modules 1 through 5, this seventh in a 
series of twelve modules presents sex° equity teachmg sQategies amque 
to the distributive educauon classroom. Strategies are grouped by sex 
equity guideline categories, an, language, and content. In addiuon to 
tpccific strategies, instructional suggestions^ based on common 
strategies are adapted m an example lesson planXpr both a secondary 
and postsecondary class. The module concludes ^ith a sample media 
evaluation. (LRA). , 

ED 190 822 CE 026 328 

Prottodig Sex E^alty to t^ Classroom. Mo4ale 8, Health Occspa- 

tSott E^acatioi. Rerisei 1980. 
Iowa Stale Univ. of Science and Technology, Ames. Dept. of Home 

_ Economics Education 
•Sfcns Agcijcy— Iowa State Dept. of Public InsU^ction, Des Moines. 
•Div. of Career Education 
mDaie-80 . 

Pub Type— Guides/Methods/Techniques— Non-Qassroom Use (055) 
EDRS Prke-MFOl/PCOl Flis Postage 

Descriptors— •Allied Health Occupations Education, 'Sex Bias, "Sex 
'Fairness, •Teaching Methods, ^Vocational Education, Art, Equal 
Education* Guiddines, Language, Lesson Plans, Nonopnt 
Media* Postsecondary Education, Secondary Education, Sex 
Stereotypes, Textbook Content 
, Itoigned to be used with modules 1 through 5, tMs dghth in a series 
of twelve modules presents sex equity teadj^fag su-atcgies unique to the 
health occupations education classroom. Strategies are grouped by 
sex equity guideline categories: art, language, and content. In addi- 
tion to spedfic strategies, instructional suggestions based on common 
strategies are adapted in an example lesson plan for both a secondary 
and postsecondary class. The module concludes with a sampl^edia 
oraluation. (LRA). 

ED 190823 CE 026 329 

PrMMt^ Sex Entity iattMOtasnmu Modtle 9, Home Ecfwoiiiks* 
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Rerised, 1980. 

Iowa State Univ. of Sdence and Technology, Ames. Dept. of Home 

Economics Education 
Spons Agency— fowa Sute Dept. of Public Instruction, Des Moines. 

Div. of Career Education 
Pub Date— 80 

Pub Type— Guides/Methods/Tcchniques— Non-aassroom Use (05$) 
EDRS Price-MF01/PC02 Plos Postage 

Descriptors— 'Home Economics, 'Sex Bias, •Sex Fairness, •Teaching 
Methods, •Vocational Education, Art, * Equal Education, 
Guidelines, Language, Lesson Plans, Nonprint Media, 
Postsecondary Education, Secondary Education* Sex Stereotypes, 
Textbook C:ontent 
Designed to be used with modules I through 5, this omth m a series 
of twelve modules presents sex equit> teaching strategies unique to the 
bdme economics classroom. Strategies are grouped by sex equity 
guideline categories, art, language, and content. In addiuon to 
spedfic strategies, insti;uctional suggestions based on common 
strategies are adapted m an example lesson ^lan for both a secondary 
and postsecondary class. The modtile concludes with a sample media 
evaluiuion. (LRA). j, 

ED 190 824 CE 026 330 

Promotisg Sex Equity In the Classroom. Modole 10, Office Ocoipa* 
^ don. Rerised, 1980. 

Iowa State Univ. of Sdence and Technology, Ames. Dept. of Home 

Economics Education ^ 
Spons Agency— Iowa State Dept. of Public Instruction, Des Moines. 

Div. of OuecrEducatipn 
PubDate— 80 

Pub Type— Guides/Methods/Tcchniques— Non-Oassroom Use (055) 
EDRS Price-MFOl/PCOl Plus Posuge 

Descriptors— •Office Occupations Education, •Sex Bias, •Sex 
Fairness, "Teaching Methods, •Vocational Educauon, Art, Equal 
Education, Guiddines, Language, Lesson Plans, Nonprint 
Media, Postsecondary Education, Secondary Education, Sex 
Stereotypes, Textbook Content • * 

Designed to be used with modules 1 through 5, this tenth m a senes 
of twdve modules presents sex equit> teaching strategies unique to the 
office occupations classroonr. Strategies are grouped by sex equity 
guiddine categories, art, language, and content. In addition to 
spedfic strategies, instructional suggestions based on common 
strategies are adapted m an example lesson plan for both a secondary 
and postsecondary class. The module concludes with a sample media 
evaluation. (LRA). 

ED 190 825 , .CE 026 331 

PrtHBotiag Sex Equity fa the Classroom. Module lU Technical Edoca* 

tko. Rerfis^ 1980. 
Iowa State Univ. of Sdence and Technology, Ames. Dept. of Home 
^ Economics Education- 

Spons Agency— Iowa State Dept. of Public Instruction, Des Moines. 

Div. of Career Education 
Pub Date— 80 

Pub Type— Guides/Methods/Tcchniques— Non-Gassrbom Use (055) 



EDRS Prke-MFOl/PCOl Pies Postage 

Descriptors— •Industrial Arts, •Sex Bias, ♦Sex Fairness, ♦Teaching 
Method;!, •Vocational Education, Art, Equal Education, 
Guiddines, Language, Lesson Plans, Nonprint Media, 
Postsecondary Education, Secondary Education, Soc Stereotypes, 
Textbook Content 
Designed to be used with modules 1 through 5^ this eleventh in a 
series of twdve modules presents sex equity teaching strategies unique 
to the technibal education classroom. Strategies are grouped by sex 
equity guideline categories: art, language, and content. In addition to 
spedfic strategies, instructional suggestions based on common 
strategies are adapted in an example lesson plan for both a secondary 
and postsecondary class. The module concludes with a sample media 
evaluation. (LRA). 
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Promotii^ Sex Eqahy la tfee Classroom. Modttle 12, Trade and In- 
^ dttstriilEdocatioiL Rerfeed,1980. 

Iowa Slate Univ. of Science and Tcchno!og>, Ames. Dept. of Home 
, Economics Education * 

Spons Agency— Iowa State Dept. of Public Instruction, Dts Moines. 

Di^. of Career Education 
Pub Date— 80 

Pub Type— Gmdes/Methods/Tcchniques— Non-Classroom Use (055) 
EDRS Prfce-MFOl/PCOl Pha Postage 

Tjrcscriptors— •Sex Bias, •Sex Fairness, ♦Teaching Methods, 'Trade 
and Industrial Education,^ 'Vocational Education, Art, Equal 
Education, Guidelines, Language, Lesson Plans, Nonprint 
Media, Postsecondary Education, Secondary Education, Sex 
^ Stereotypes, Textbook Content 

Designed to be used with modules 1 through 5, this twelfth m a 
series of twelve modules presents sex equa> teachmg strategies umque 
to the trade and mdusinfd cducauon classroom. Strategies are 
grouped b> sex equity guideline categories, an, language, and content. 
In addition to specific strategies, instructional suggestions based on 
common strategies are adapted m an example lesson planxfor both a 
secondary and i postsecondary class. The module concludes with a 
sample media evaluation, (LRA). 

ED 190 827 ' CE 026 333 

Nebraska VocatioDal Agribosbess Canictdam for City Schools. Pro^ 

docdoQ Agrkoltsre. Natural Resoarces. A Canictilam Golde. 1 Ith 

Grade, 

Nebraska Univ. Lmcoln. Dept. of Agricultural Education 
,Spons Agency — Nebraska State Dept. of Education. Lincoln. Div . of 

Vocational Education 
Pub Date— 80 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOe Plus Postage* PC Not AralUble from EDRS 
Descriptors— •Agricultural Education. •Agrictiltural Production, 
•Natural Resources. •Off Farm Agricultural Occupations. •Urban 
Schools, •Vocational Education, Agribusiness. Conservation 
Education, Curriculum Guides, Grade 11, Learning Activities, 
Secondary Education, Units of Study 
I dcnti f iers— Nebraska 

Designed for use with high school juniors, this agribusiness cur- 
riculum for city schools contains thirty-two units of instruction in the 
areas of production agriculture and natural resources. Among the 
units included are (1) Livestock Selection, (2) Animal Digestion, (3> 
Livestock Diseases. (4) Soil Conservation Practices, (5) Fcnilizcrs, (6) 
Soil Sampling, (7) Environmental Protection, and (8) Pesticides. 
Each instructional unit includes objectives, suggested activities, m 
formation sheets, assignment sheets, transparency masters, a test, and 
answers to the test. (LRA). V 

ED 190828 . CE 026 334 

Nebraska Vocational Agribodoess Corriculcm Guide for Gty Schools. 

Agrkidttinil Processing. CcimpattioQ Animals. A Corrkulam 

pdtfe.-lltb Grade. 

Nebraska Univ Lincoln. Dept. of Agricultural Education 

Spons Agency -Nebraska State Dept. of Education, Lmcoln.* Div. of 

* Vocational Education 
Pub Date— 80 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Prkt-MFOl Plas Postage. PC Not AfaiUble from EDRS 
Descriptors—^ Agricultural Education, '•Animal Caretakers, •Crop 

Processing Occupations, •Off Farm Agricultural Occupations. 

•Urban Schoob, •Vocational Education, Agribusiness, Cur> 

riculum Guides, Learning Activities, Meat Packing 'Industry, 

Secondary Education. Units of Study 
Identifiers — Nebraska 

Designed for use with high scHool juniors, this agribusiness cur- 
riculum for city schools contains twenty- four units of instruction in 
thejtreas df agricultural processing and companion animals. Among 
^ the units included fa the cxirriculum are (1) The Meat Processing In- 

dustry, (2) Retail Cuts of Meat, (3) Buying Meat and Portion Control, 
(4) Dairy Processing. (5) Companion Animal Physiology. (6) Compa 
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nion Animal Nutnents, and (7) Diseases of Companion Animals. 
Each instructional unit includes objectives, suggested activities, in- 
formation sheets, assignment sheets, job sheets, transparency masters, 
a test, and answers to the test. (LRA). 

ED 190 829 . CE 026 335 

Nebraska Vocational Agribtislness Currkolom for City Schools. 

Career Opportimities In Agriboslness. Basic Skill in Agribtisisess. 

ACanictilimiGQide. lOtb Grade. 
Nebraska Univ. Lincoln. DepL of Agricultural Education 
Spons Agency— Nebraska State Dept. of Education, Lincoln. Div. of 

Vocational Education 
Pub Date— 80 

, Pub Type— Guides/Methods/Techniq ues— Classroom 
Use— Teaching Guides (052) 
EDRS Prke-MF(M Pins PosUge. PC Not Atallablc from EDRS 
Descriptors- •Agribusmcss, •Agricultural Education, •Career Ex 
ploration, •Careers. •Off Farm Agricultural Occupauons, •Urban 
Schools, •Vocational Educauon, Career Education. Cumculum 
Guides, Grade 10, Learning Activities, Secondary Education, 
Units of Study 
Identifiers— Nebraska 

Designed for use with high school sophomores, this agribusiness 
curriculum for city schools contains thirty-one units of instruction in 
^ the areas of career opportunities in agribusiness -and vocational 
agribusiness skills. Among the umts mduded are (I) Career Selection, 
(2) Parliamentary Procedure and Public Speaking, (3) Career Op- 
portunities in Horticulture, (4) Human Relations, (5) Animal 
Nutnents, (6) Compamon Animal Grooming, and (7) Planung Media. 
Each instructional unit mdudes objectives, suggested acuvities, m 
formation sheets, assignment sheets, job sheets, transparency masters, 
a test, and answers to the test. (LRA). 

ED 1^830 ^ CE 026 336 

Nebraska Vocational Agribasioess Corrictilam for Gty SdKKils. Hor- 

ttcatture. Agricdtnral Mechanics. A Corrlcalom Guide. 1 1th 

Grade. 

Nebraska Univ. Lmcoln. Dept. of Agricultural Education 
Spons Agency— Nebraska State Dept. of Education. Lincoln. Div. 

Vocational Education 
Pub Date— 80 

Pub Type — Guides/ Methods / Tech njq ues — Classroom 

Use— Teaching Guides (052) 
EDRS Price- MF04 Plos Postage, PC Not AraiUble from EDRS 
Descriptors— •Agricultural Educauon. •Agriculti/fal Er»gineenng, 
•Horticulture, ♦Off Farm Agncultural Occupauons, •Urban 
Schools. •Vocational Education, Agnbusiness, Cumculum 
Guides, Grade 11, Learning Activities, Secondary Educauon, 
Units of Study 
Identifiers— Nebraska 

Designed for use with high school juniors, this agribusiness cur- 
riculum for city schoob contains <hirty-two units of instruction in the 
areas of horuculture and agricultural mechanics. Among the units in . 
eluded in the curriculum are (1) Planting Media, (2) Fertilizer, (3) 
Plant Classification, (4) Turf Grass Management, (5) Landscape 
Design, (6) Fundamentals of Elecu-icity, (7) Engine Operation, (8) 
Position Welding, and (9) Plumbing. Each mstructionai unit includes 
objectives, suggested activities, information sheets, assignment sheets, 
job sheets, traiuparency masters, a test, and answers to the test. 
(LRA). 

ED 190 834 CE 026 345 

Snow, Rufm And Others 

REACH. Refrigeration Units. 

Georgia Univ. Athens. Div. of Vocational Education 

Spons Agency— Georgia State Dept. of Education. Atlanta. Div. of 

Vocational Education. Office of Education (DHEW), 

Washington, D. C* 
Pub Date— 80 

Pub Type—Guides/ Methods / Tc^chniq ues — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF0I/PC12 Plos Postage 

Descriptors— •Elecu'omcchamcal Technology, •individualized lof 
struction, •Refrigeration. •Refrigeration Mechanics, •Trade and 
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Industilal EducadQ^, Electrical Occupaiions, Electricity, Instnic- 
tional Materials/ Learning Activities. Mechanical Sljills, 
Postsecondary Education, Secondary Education, Units of Study 
As a part of the REACH (Rcfrigcrauon, Electro-Mechanical, Air- 
Conditioning, Heating) clccuo mechanical clusteC^this studwit manual 
- contains individualizal instructional unitJi in the area of refrigeration. 
The instnjctional units focus on refrigeration fundamentals, tubing 
and pipe, refrigerants, troubleshooting! window air conditioning, and 
refrigerator? and freezers. Each unit follows a typical format that in- 
cludes a unil sheet, information sheeu, assignment sheets^ and job 
sheeu. The^unit sheet is designed to ^ide the learner through each 
task and b comprised of two mam secuons. The first lists all mforma- 
tion needed to identify the task and the sequence m which activities are 
performed. The second section idenufies each activity. (Related 
teacher's guides are available separately as CE 026 352-355. ) (LRA). 

ED 190835 CE026 346 

Stanfidd, Carter And Others 
REACH. Heating Units. 

Georgia Univ. Athens. Div. of Vocational Education 

Spons Agency— Georgia State Dept. of Educauon, Atlanta. Div. of 

Vocational Educauon. Office of Educauon (DHEW), 

Washington, D. C. 
Pub Date—SO ' 

Pub Type— Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MFOI/Pao Plas PosUge 

Descriptors— •Elecuromechanical Technology. 'Heating, 'In- 
dividualkcd Insmiction, "Trade and Indusuial Education, Elec- 
uical Occupations, Electricity. Insmictional Materials, Learning 
Activities. Mechanical Skills, Postsecondary Education, Units of 
Study 

As a part of the REACH (Refrigeration. Hecuo-Mechanical, Air- 
Conditioning, Heating) electromechanical cluster, this student manual 
contains individualized units m the area of^heaung. The mstrucuonal 
uniu focus on electric heating systems, gas heating systems, and oil 
burning systems. Each unit follows a typical format that includes a 
umt sheet, information sheets, assignment sheets, and job sheets. The 
unit sheet is designed to guide the learner through each task and is 
comprised of two ma^ secuons. The first lists all mformauon needed 
to identif> the task and the sequence m which aaiviues are performed. 
" The second section idcntifi« each acUvity. (Related teacher's guides 
are available as CE 026 352, CE 026 354-355. ) (LRA). 

ED 190836 CE026 347 

Smiih, Gene And Others 

REACH. Electricity Units, Post-Secoiniary. 

Georgia Univ. Athens. Div. of Vocational Educauon 

Spons Agency— Georgia State Dept. of Education. Atlanta. Div. of 

Vocational EducaUon. Office of Education (DHEW). 

Washington, D. C. 
Pub Date— 80 

Pub Type — Guides/ Met hods/ Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF0!/PC12 Pits PosUge 

Descriptors— •Electricians, •Electromechanical Tecluiology, •In- 
dividualized Instniction. Trade and industrial Education, Elec- 
trical Occupations, Electricity, instructional Materials, Learning 
Activities, Mechanical Skills, Postsecondary Education, Units of 
Study 

Asa part of the REACH (Refrigeration, Electro-Mechanical, Air- 
. Conditioning, Heating) elecuromechanical cluster, this postsecondary^ 
student manual contains individualized instrvctional units in the area 
of electricity. The instructional units focus on elecUricity fundam^- 
^ tals, electric motors, electrical components, and conUrols and Installa- 
tion. Each unit follows a typical format that includes a unit sheet, in- 
formation sheets, assignment sheets, and job sheets. The unit sheet is 
designed to guide the learner through each task and is comprised of 
two main sections. The first lists all inforraau^ui needed to idcnufy 
the task and the sequence in which activities are performed. The se> 
cond secUon identifies each activity. (Related teacher's guides are 
available as CE 026 352, CE 026 354^355. ) (LRA). 

•ED 190837 CE 026 348 



Smith, Gene Sappc, Hoyt 
REACH. Electricity Units. Secondary. 
Georgia Univ, Athens. Div. of VocaUonal Education 
SponsAgency— Georgia State Dept. of Educauon. Atlanta. Div. of 
Vocational Education. Office of EducaUon (DHEW). 

.Washington, D. C. 
Pub Date— 80 

Pub Type — Guides/ Methods/Techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC07 Pins Postage 

Descriptors— •Elecuromechanical Technology, •individualized In- 
struction, Trade and industrial Educauon, ElecUical Occupa- 
tions, Elecuicity, Instrucuonal Materials. Lcanung AcUviues, 
Mechanical SkiUs. Secondary EducaUon, Units of Study 
As a part of the REACH (Refngerauon, HecUro-Mechanical, Air- 
Conditioning, Heating) elecuromechanical cluster, this student manual 
contains individualized instructional units in the area of electricity. 
' The instructional units focus on elecuicity fundamentals and electric 
mbtors. Each unit follows a typical fprmat th^tpncludes a unit sheet, 
infomiation sheets, assignment sheets, and job sheets. The umt sheet 
is designed to guide the learner through each task ami is comprised of 
two main sections. The first lists all informaUon needed to idenufy 
the task and^the sequence in which activities are performed. The se- 
cond section identifies each activity. (A related teacher's guide is 
, available as CE026 353.) (LRA). 

ED 190838 CE 026 349 

AnsJey, Jimmy Eimis, Mike 

REACH. Residential Electrical Wiring Units. 

Georgia Univ. Athens. Div. of VocaUonal EducaUon 

Spons Agency— Georgia State Dept. of Educauon, Adanta. Div. of 

Vocational Education. Office of Education (DHEW), 

Washington, D. C. 
Pub Date— 80 

Pub Type — Guides/ Methods/ Techniques — Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Pricc-MF01/PC04 Pies Postage. ' • 

Descriptors- •Electrical Occupations, •ElecUicians, •Elec- 
uromechanical Technology, •individualized instrucuon, •Trade 
and indusuial EducaUon, Electncity, insuiicuonal Matenals, 
Learning AcdviUes, Mcchamcal Skills. Postsecondary EducaUon, 
Secondary EducaUon, Units of Snidy 

As a part of the REACH (Refrigeration, ElecUro-Mcchanical, Air-. 
Conditioning, Heating) electromechanical cluster, this student manual 
contains individualized instructional units in the area of residential 
electrical wiring. The instructional units focus on grounded outlets, 
service enUrancc, and blueprint reading. Each unit follows a typical 
format that includes a unit sheet, informaUon sheets, assignment 
sheets, and job sheets. The unit sheet is designed to guide the learner 
through each task and is comprised of two main secuons. The first 
lists all informaUon needed to idenUfy the task and the sequence in 
which activiUes are performed^ The second section identifies each ac- 
Uvity. (Related teacher's guides are available as CE 026 352-355. ) 
(LRA). 

ED 190 8^ CE 026 350 

English^ Charles And Others 
REACH* Maior Appliance. 

Georgia Univ. Athens. Div. of VocaUonal EducaUon 

Spons Agency— Georgia Siau Dept. of EducaUon, Adanta. Div. of 

VocaUonal EducaUon. Office of EducaUon (DHEW), 

Washington, D.C. 
Pub Date— BO 

Pub Type — Guides/ Methods/ Techniques— Classroom 

Use— InstrucUonal Materials (05 1) 
EDR5 Price-MF01/PC09 Pl« PosUge 

Descriptors— •Appliance Repairing, •ElccUical Appliances, •Elec 
uromechanical Technology. •Individualized instruction, *Trade 
and industrial EducaUon. Appliance Repairers, Electncal Oc 
cupaUons, ElecUricity, InstrucUonal Materials, Learning Ac 
UviUes, Mecha^cal Skills, Postsecondary EducaUon,' Repair, 
Secondary Education, Units of Study 

As a part of the REACH (Refrigeration, Elecuro-Mcchanical. Air- 
CondiUoning* HeaUng) electromechanical cluster, this student manual 
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contains individualized instructional units in the area of major ap^ 
pliances. The instructional units focus oo installation of appliances, 
troubleshooting washing machines, troubleshooting electric dryers, 
troubleshooting automatic dishwashers, and troubleshooting electric 
ranges Each imit follows a typical fdrraat that includes a unit sheet, 
information sheets, assignment sheets, and job sheets. The imit sheet 
is designed to guide the learner through each task and is comprised of 
two main sections The first lists all information needed to identify 
the task and the sequence in which activities are performed. The sc 
cond section identifies each activity (Related teacher's guides are 
available separately as CE 026 352-355. ) (LRA). 

ED 190840 CE026 351 

Garrison,' Joe And Others ♦ 

REACH. Air Coi^itioalfig Units. 

Georgia Univ Athens Div of Vocational Education 

Spons Agency— Oeorgia State Dept. of Education. Atlanta, Div. of 

Vocational Education Office of Education (DHEW), 

Washington, D. C. 
Pub Date— 80 

Pub Type— Guides/Method s/Techniqoes — Classroom 

Use— fnstructional Materials (051) 
EDRS Price— MF01/PC09 Plus PosUge 

Descriptors— • Air Conditioning. 'Electromechanical Technology, 
•Individualized Instruction, •Trade and Industrial Education. Air 
Conditioning Equipment. Electrical Occupations, Electricity. In- 
structional Materials. Lcarnmg Activities, Mechanical Skills, 
Postsecondary Education, Units of Study 
As a part of the REACH (Refrigeration, Electro-Mechanical. Air- 
Conditioning. Heating) electromechanical cluster, this student manual 
contains individualized instructional units in the area of air condition- 
ing. The Instructional units focus on air conditioning fundamentals, 
window air conditioning, system and installation, troubleshooting and 
servicing, and heat pumps Each umt follows a typical format that in 
eludes a unit sheet, information sheets, assignment sheets, and job 
sheets The unit sheet is designed to guide the learner through each 
task and is comprised of »wo main sections. The first lists all informa- 
tion needed to identify the task and the sequence m which activiti^ are 
performed The second section identifies each activity. (Related 
teacher's guides are available as CE 026 352. CE 026 354-355. ) 
aRA). 

ED 190 841 CE 026 352 

Morris, James Lee And Others 

REACH. Teacher's GaWe, Voltme L Post-Secoodary Program 
Maaagement. 

Georgia Univ. Athens. Div. of Vocational Education 

Spons Agency— Georgia State Dept. of Education, Atlanta. Div. of 

Vocational Education. Office of Education (DHEW), 

Washington. D. C. 
Pub Date— 80 

Pub Type- Guides/ Met h ods /Techniques — Classroom 
* Use— Teaching Guides (052) 
EDRS Price— MF01/PC06 Phs Postage 

Descriptors— •Electricity. •Elecuomechanical Technology, •In- 
dividualized Instruction. •Trade and Industrial Education, Air 
Conditioning, Curriculum Guides, Heating. Postsecondary 
Education, Refrigeration 

Designed for use with iiidividuali^ instruction units (CE 026 345 
347, and CE 026 349-351) in the REACH (Refrigeration, Electro- 
Mechanical. Alr>Conditioning. Heating) electromechanical cluster, 
this first volume of the postsecondary teacher's guide is devoted to the 
establishment of standard instructional procedures. Following an in 
troductory section, sections provide information in the following 
areas* (1) use of materials, (2) program description, (3) articulation 
design. (4) occupational taxonomy, (5) task listing and unit titles, (6) 
progress report forms. (7) organizing the laboratory. (8) text book list, 
(9) managing the program, and (10) student evaluation. (LRA) 

ED 190842 CE 026 353 

Morris, James Lee And Othen 

REACH. Teadur^s Gti^ Volune 1. SecoiMary Program Maeage- 
Georgia Univ. Athens. Div. of Vocational Education 

O ' 
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spons Agenc>— Georgia State Dept. of Education. Atlanta. Div. of 
Vocational Educauw. Office of Education (DHEW), 

Washington, D. C. 

Pub Date— 80 

Pub Type — Guides/Methods/ Techniques— Classroom 

Use— Instructional Materials (05 1) 
EDRS Price-MF01/PC05 Pins Postage 

Descriptors— •Electricity, •Electromechanical Technology. •In- 
dividuali2ed Instruction, •Trade and Industrial Educauon. Air 
Conditioning, Curriculum Guides, Heating, Refrigeration. 
Secondary Education 

Designed for use with individualized insuiictional units (CE 026 34J 
and CE 026 348-350) in the REACH (Refrigeration, ElecUO- 
Mechanical. Air-Conditioning, Heating) electromechanical' cluster, 
this Secondary teacher's guide is devoted to the establishment of stan- 
dard instructional procedures. Followmg an introductory seaion. 
sections provide information m the followmg areas. (1) use of 
materials. (2) program descnption, (3) articulation design, (4) occupa- 
tional taxonomy, (5) .task listing and unit titles. (6) progress report 
forms. (7) organizing the laboratory, (8) text book list. (9) managing 
the program, and (10) student evaluation. (LRA). 

ED 190 843 CE 026 354 

REACH. Teacher's GtiWe Volame U. Check Points, 

Georgia Univ. Athens. Div. of Vocational Educauon 

Spons Agency— Georgia State Dept. of Educauon, Atlanta. Div. of 

Vocational Education. Office of Education (DHEW). 

Washington. D. C. 
Pub Date— 80 

Pub Type — Guides/ Methods / Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC08 Pita PosUge 

Descnptors — •Eleclncity, •Electromechanical Technology, •In- 
dividualized Instruction. •Student Evaluation, •Trade and In- 
dustrial Educauon. Air CondiUomng,^ Answer Keys, Heating. 
Ref ngeration, Teachmg Guides, Umts of Study • 
Designed for use with individualized instn^tional umts (CE 026 
345-347, CE 026 349-351) in the REACH (Ref ngeration, Electro- 
Mechamcal, Air-CondiUomng, Heating) electromechanical cluster, 
this second volume of th^ postsecondary teacher guide contains the 
check points which the instructor may want to refer to when the unit 
sheet directs the student to receive an instructor check. Each check 
point sheet also contains a general comments section designed to sug- 
gest to the instructor different media, tools, and equipment which 
may be necessary to accomplish the objective. (LRA). * 

ED 190 844 CE 026 355, 

hAonis, James Lee And Others 

REACH. Teacher's Gidde, Volome III. Task Analysis. 

Georgia Univ. Athens. Div. of Vocational Education 

Spons Agency— Georgia State Dept. of Education, Atlanta. Div. of 

Vocational Education. Office of Education (DHEW), 

Washington, D.C. 
Pub Date— 80 

Pub Type — Guides/Methods/ Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Pricc-.MF01/PC09 Plus PosUge 

Descriptors— •Electricity, •Electromechanical Technology, •In- 
dividualized Instruction, •Task Analysis, •Trade and Industrial 
Educauon, Air Conditioning, Curriculum Guides, Heating, 
Refrigeration 

JDesigned for use with individualized instructional umts (CE 026 
>45-347, CE 026 349-351) in the elecuomechanical cluster, this third 
volume of the postsecondary teacher's guide presents the task analysis 
which was us^ in the developme^tt of the REACH (Refngerauon, 
Elecuo-Mechanical, Air Condiuoningr, HeaUng^ curriculum. The ma- 
jor blocks of both the secondary elecuo-mechanical and postsecon- 
dary refngeration, heaung, and air conditioning programs arc broken 
down into major task areas. Each task analysis sheet follows a typical 
format that provides the following information: major block title, 
unit number, task, unit title, objectives, detailing and sequencing in^ 
formiition, learning type, and type of learning activity. (LRA). 

ED 190 863 CE 026 435 
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ScanJao, Thomas L And Others 
Eatrepreaevsldp £d«:atk>iK Learning tiM 

Illinois State Of fice of Education, Springfidd. Div. of Aduit Voca- 
tional and Technical Education 
PubOate— 80 

Pub Type— Guides/ Mel hods/Techniques— Classroom 
Use—Teaching Guides (052) , 
EDRSPricc-.MF0l/PQ3 Plus Postage Y , 

Descriptors— •Decision Making, •Human Relations, •Innovation, 
•Management Development, •Skill Development, •Vocational 
Education, Business Education, Community Colleges, Cur- 
riculum Guides, Learning Activities, Postsecondary Education, 
Sell Control, Units of Study 
Identifiers— Enircprcneurs 

Desi^ied to emphasize entreprenetiral skills in relation to manag^ 
mcni and industry, this first volume of the Entreprenetu^hip Educa- 
tion curriculum guide is comprised of nineteen sessions. The initial 
session is an orientation to the course and is followed by eighteen ses- 
sions dhdded into- four instructiona] units: (\) inner control, (2) in- 
novation, (3) decision making, and (4) human relations. Each unit 
begins with a general overview which serves as an introduction to the 
skUls addressed in the unit. Each unit contains from four to six ses* 
sions related to six management skill areas: determining product and 
market, selecting a locatipn, advertising and sales promotion, recor* 
dkeeping, obtaining initial capital, and employee and community rela- 
tions. Each session follows a typical format that includes the follow, 
ing sectioni: why do this, materials, dass activity, and a discussion 

* guide for out-of-class activity. MMerials such as transparencies, han- 
douts, and out-of-class assignmenf sheets needed for the session are 
include at the end of each session. (A levd 2 guide, which centers 
around student- plann^ projects, and a supplementary readings guide 
are also available— see Note. ) (LRA). 

ED 190864 * CE 026 436 

Eittrepromrsh^ £4ocatioa: A|rply{^ the SkHls. 

Hlinois Sute Office of Education, Springfield. Div. of Adult Voca- 

* ' tional and Technieal Education 
Pub Date— SO 

Pub Type— Guides/ Met hods/Techniques — Classroom 
Use— Insuuctional Materials (051). Guides/Mcthods/Techni' 
qucs— Classroom Use— Teaching Guides (052) 

EDRS Price-MF01/Pa»'Pl«s Po^ 

Descriptors— • Community Resources, •Marketing, •Recordkeeping, 
•Student PrOjccUr • •Vocational Education, Business Education, 
Commtmity Colleges, Curriculum Guidesr^lnstructional 
>lalcrials. Learning Activities,' Postsecondary Education, Skill 
Development 
Identifiers— Entrepreneurs ^ 

Designed for use with the level i* curriculum guide (Entreprencur- 
ihip Education: Learning the Skills^, this levd 2 (volume 2) guide 
focuses on planning and completing student projects. The first of 
three major sections is designed to f ainiliarize students with bow pro- 
jects are complied. The second section, Resources for Plannmg and 
Completing Projecu, contains a number of aids to heljjstudenu begin • 
projecu. Suggested project activities, issues for investigation, and 
pre-designed projects are included in the following areas: deciding on 
a product or nuuket, selecting a location, obtaining initial capital, 
choosing a legal form of organization, recordkeeping, credit and col* 
lection, advert&ng and sales promotion, employee and community 
relations, and huurance. Devdoping and'mainf^mftjg community 
resoinces is described in the final section. (^$>pended material in* 
eludes a resource person introductory letter, resource person recruit- 
ment form, and a commumty resource person's guide. ) (LRA). 

ED 190865 " C:E026 437 

ScanJan, Thomas J. AndOthtn 

EiCrcyrcseirsUf Uma!^^fm: Stt^^{e»esUry Reaibigs. 

nUnois State Office of Education, Springfidd. Div. of Adult Voca- - 

dona) and Technical Education 
PubDate— 80 Y ' 

PUjb Type— Ouides/Methods/Techniques— Classroom 
^Jsc- Instructional Materials (051). Guides/Methods>nrechni- 

qties— Non-CIassroom Use (055) 
EDRS ?rke-MF01/PC09 Plas Postage 
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Descriptors— •Management Development, •Resource Materials, 
•Skaf Dcvdopment, •Vocational Education, Business Education,' 
Community Colleges, Decision Making, Human Rdations, In- 
novation, Planning^ Postsecondary Education, Reference 
Materials, Sdf Control, Student Projects 
Identifiers— Entrepreneurs 

This third volume in the Entrepreneurship Education curriculum 
materials includes readmgs and suggested additional resources which 
complement the instructional strategies contained in the fu^t two 
volumes. Three sections are included in the guide: critical incidents, 
readings in entrepreneurial skills, and management skill area 
resources. Critical inddents are two types: those related to busmess 
and non-business situations. The second section contains student 
readings in dght entrepreneurial skill areas: inner control, innovation, 
decision making, hunum rdations, plaxming and goal settmg, reality 
perception, risk taking, and using feedback. The third secuon con- 
tains resources for the management skill areas. (LRA). 

ED190866 • C:E026 441 

DHtot E^Qcatkm CirrkiilBm Gidde. AdminlstradYe Gdde for Driver 
aad Traffic Safdy Edocadoo. 

Ohio State Dept. of Education, Columbus. Div. of Schooll^inance.- 
Ohio State Univ. Columbus. National Center f<5r Research 
in Vocational Educati(^n 

Spons Agency— Governor's Highway Safety Program Office, Colum- 
bus, Ohio. National Highway Traffic Safety Administra- 
tion (f)OT), Washington, D. C. 

Pub Date— 79 

Pub Type— Guides/Methods/Techniques— Non-aassroom Use (055) 
EDRS Price-MF01/PC04 Plus PosUge 

Descriptors— ^•Administrator Responsibility. •Administrator Role, 
•Driver Education. •Program Administration. •State Standards, 
•Traffic Safety, Admmistrator Guides, Curriculum Guides, 
Guides, InformaUoa Sources, Program Development. State 
Legislation, Vocational Education 

Identifiers— Ohio 

^ This guide is a practical and informative handbook designed to 
assist administraion in establislung effective dnver and traffic safety 
education programs. It is concerned with the standards for dnver and 
traffic safety education in Ohio and the organization, procedures, and 
guiddines for carrying out those responsibilities. Responsibilities in* 
voWe scheduling, curriculum, vehicle loan/lease program, community 
support, evaluation, accident procedures, financial procedures, driver 
education certificates of completion, and licensing procedures.. The 
guide also contains copies of the standards and other legislafTve 
stipulations for driver and traffic safety education. Appendixes ih- 
clude forms; listing of traffic safety education resources, divided into 
textbooks, traffic safety periodicab and newslettcn, selected 
resourca, materials and equipment, audiovisuals, and other 
audiovisual sources; and definitions of terms. (VLB). 

ED 190 870 CE 026 472 

Syiandcr, Nikki LUddca, Jinny 

Pn^ RAISE, TWe IV^ Howto Manual. 

Pima County Schools, Tucson, Ariz 

Pub Date— 80 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— TeicWng Guides (052) 
EDRS Price--NfF01/PC06 Has Postage ' • 

Descriptors— •Daily Living Skills, •Housing, •Maintenance. 
•Moderate Mentaljletardation, •Practical Arts, •Young Adults, 
Adult Education, Behavioral Objective, Consumer Protecuon, 
Course Descriptions, Curriculum Guides, femploymcni Potential, 
Health Education, Hometpaking Skills, Instructional Materials, 
Job Search Methods, Learning Activities, Money Management. 
' >lutrition Instruction, Pretests Posttests 
This manual for parents and teachers provides an appropriate 
teaching ctirricultmi for use with trainable mentally retarded adults, 
age dghtecn to twenty-one years. It provides first a course outiine baj« 
ed on five knowledge areas, health* nutrition, home maintenance, 
basic comumerlsm, and job readiness. Other contents inclu<fi tests, 
objectives, task sequencing, and knowledge area modules, Pretesu, 
also intended for use as checkups, and posttests, are correlated to the 
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knowledge areas In most cases they arc nonverbal and evaluated by a 
motor aqtiviiy The objectives for each area are in a sequential order 
whkh directly correlates lo the pretest, since pretest scores indicate ac* 
compUshment of objec;tiv«. A scoring key to the objectives is provid- 

' ed. Task sequencing is given for those areas needing a definite order 
of events tQ consistently teach the task. Each of the five knowledge 
area modules is divided into packets. The fofmat for each packet in- 

. eludes one or ail pf the following: contents, necessary materials, con« 
struction, and teaching instnictions. Some required materials are not 
provided. A bibliography lists these matcri^ and others (with their 
sources) used in developing and implementing the curriculum. (YLB), 

ED190875 CE026560 

MUilary Currictila for Vocational & Tccbnkal E4ocatioB- Durkdsm 
Oirtilw for Bask Electricity and Dectroaks. CANTRAC A lOO- 
0010. 

Chief of Naval Education and Training Support, Pcnsacola. Ha. 
Ohio State Univ Columbus. National Center for Research in 
Vocational Education 
PubE>atc— 78 

Pub Type— Guides/ Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl/PCOS Phal^ostage 

Descriptors— •Electricity, •Electronics, •Technical Education, 
Course Objectives, Curriculum Guides, individualized Instruc- 
tion,. Learning* Modules, Postsecbndary Education, Programed 
instruction. Student Educational Objectives 
IdentiHers— Military Curriculum Project 

This curriculum outline is a compilation of stud«it learning objec- 
tives for modules 1-14 of the militaryKlevelopcd basic electricity and 
electronics course. The course is one of a number of military- 
developed curriculum packages selected for adaptation to vocational 
instructional and currkulum development in civilian settings. For 
each module, the outline provides the estimated contact hours re- 
quired for^Qompietion. m<>dule terminal objectives, and a list of sup- 
porting modules Information provided for each lesson within the 
modules includes the lesson title, estimated contact hours, terminal 
objectives, and enabling objectives. (LRA). 

ED1^^6 CE026561 

Military Curricula for Vocational & Tedmical Edocatioo- Bask Elec- 
tricity ai^ Elcctroaks WiYidralized Learning System. CAN- 
TR AC A-IOO-OOIO. Modole Zero: OriaiUtiofl. Stady Bookie 

Chief of Naval Education and Training Support, Pcnsacola, Fla. 
Ohio State Univ Columbus. National Center for Research in 
Vocational Education^' 

Report No.— NAVPERS 94558-06 

Pub Date— 77 

Pub Type — Gttides/Methods/Techniques— Classroom 

Use— Instructional M aterials (05 1 ) 
EDRS Prfc^MF01/PC03 Plus Postage. 

Descriptors— •Electricity, 'Elecuonics, •individualized instruction, 
•Technical Education. Learning Activities, Learning Modules, 
Orientation Materials, Postsecondary Education^ Programed in- 
struction. Safety. Testing Programs 
identifiers- Military Curriculiim Project 

This student orientation module is one in a series of individualized 
modules for a course in basic d^ricity and electronics. The course is 
one of a number of military-developed curriculum packages selected 
for adaptation to vocational instructional and curriculum develop- 
ment in a civilian setting. Six lessons are included in the module: (1) 
Your Rating, (2) What an individualized Learning System is, (3) The 
Bask Electricity/Electronics Individualized Learning System Multi- 
Media Study Area, (4) The Testing Program, (5) Safety Precautions, 
and (6) Building Your Own Power Supply. Each lesson follows a 
typical format including a lesson overview and content material. 
(LRA). * 

ED 190877 CE 026 562 

NWtary Carricala for^ocatlosal & Tedmical Educatiofi. B;ts!c Dec- 
tridty ai^ Elearosks Iftdlriditalized Learaisg Syst^a. -CAN- 
TRAC A IOO-OOIO. Progress Cbeck^ I^ale. Progrtss Check 
Booklet* « 



Chief of Naval Education and Trainmg Support. Pensacola, Fla. 
Ohio Sutc Univ. Columbus. National Center for Research m 
Vocational Education 
Report Nb.-NAVEDTRA-34258-PC 
Pub Date— 77 

Pub Type— Guides/ Methods/Techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC13 Plos Postage 

Descriptors— •Electricity, •Electronics, •Student Evaluation, 
•Technical Education. Individualized instruction. Learning 
Modules, Postsecondary Education, Programed instrucuon 
Identifiers- Military Curriculum Project 

This document contains student progress checks designed for use 
with individualized modules 1-14 in the military-devetoped course on 
basic deciridty and dectronics. The course is one of a number of 
military-developed curriculum packages sdectcd for adaptation to 
vocational instructional and curriculum development in a civilian set- 
ting. One progress check is provided for each lesson in the modules. 
Answers are included at the conclusion of each module. (LRA). 

£0190878 CE 026 563 

Military Otrrkiila for Vocational & Technical EdticatioQ. Ba^ Elec- 
tricity and Dectronics bdlrldaallzed Leamln^ System. CAN- 
TRAC A-100^10. Module One: Electrical Current Study 
Booklet ' 

Chief of Naval Education and Traming Support, Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education 
ReportN6.-NAVEDTRA-34258-l ( 
Pub Date— 77 • '^^ ^ 

Pub Type— Guides/ Methods/Techniques — Classroom 

Use-^instnictional Materials (051) \ 
EDRS Price— MF01/PC06 Plus Postage \ 
Descriptors— 'Electric Circuiu, •Electncity, •Eiecuonics, •Mc^ure- 
ra'ent, •Technical Education, Elecuicai Systems, lndivideud«^ 
Instruction, Learning Activities, Learning Modules, Measure- 
ment Equipment, Postsecondary Education, Programed Instruc- 
tion 

identifiers- Electrons, Military Curriculum Project 

This individualized learning module on electrical current is one in a 
scries of modules for a course in basic electfkity and electronics. The 
course Is one oiSt number of military-develop curriculum packages 
*dected for adaptation to vocational instructional and curn(ftrium 
devdopmcnt in a dvilian setting. Five \<^ns are included in the 
module, (I) Electricity and the Electron, (2)JElcciron Movement, (3) 
Current Flow, (4) Measurement of Current, and (5) The Ammeter. 
Each lesson follows a typical format including a lesson overview, a list 
of study resources^ the lesson content, a programmed instruction sec- 
tion, and a lesson summary. (Progress checks arc provide for each 
lesson in a separate document CE 026 562. ) (LRA). 

ED 190 879 CE 026 564 

Military Corricola for Vocational & Technical EdDcation. Basic Elec- 
tricity and Dectronka Indiridaalized Learning System.^CAN- 
, TRAC A.100^10. Modole Two: Voltage. Study Booklet. 
Chief of Waval Education and Training Suppon. Pcnsacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education 
Report No.-NA VEDTRA'34258-2 
Pub Date— 77 f 
Pub Type— Guides/ Met hods/ Techniques — Classroom 

• Use— instructional Materials (051) 
EDRS Prkt-MF01/PC07 Plus Postage 

Descriptors— •Electricity, •Eiecuonics, 'Technical BducaUWh^4n- 
dividuallzed Instruction, Learning AcUvities, Learning Modules, 
Magnets, Postsecondary Education, Programed Instruction 

Identifiers— Alternating Current, Direct Current. Electric Power 
Generation, Electromagnetic Theory, Military Curriculum Pro- 
'ject 

This individualized learning module on voltage is one in a series of 
modules for a course in basic dectricity and electronics. The course is 
one of a number of military-developed curriculum packages selected 
for adaptation to vocational instructional and curriculum develop- 
ment in a civilian setting. Six lessons are indudedin the module: (1) 
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Electromotive Force for Chemical Action, (2) Magnetism, (3) Elec* 
tromagdetic Induction, (4) Alternating Cunent. Voltage, (5) The Uses 
o( Direct Cuncnt and Alternating Cuncni. and (6) Measuring 
Vohage. Each lesson follows a typkal format including a lesson over- 
view* a list of study resources, the lesson content, a programmed in- 
struction section, and a lesson sununary. (Progress checks are provid- 
ed for each lesson in a separate docuincnt, CE 026 562, ) (LflA), 

ED 190880' CE 026 565 

Military OotIcsU for Vocatkmai 4^ TecUcal Edacat!^ Basic Elec- 
tric^ aii4 Electrtmics MMAuHiU Learaiag System. CAN< 
TRAC A-!004)0!0« Mo^slt Three: Resistaice. Study Booklet 

Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columhus. National Center for Research in 
Vocational Education 

Report No.— NAVEDTRA-34258-3 

Pub Date— 77 

Pub Type— Guides/ Methods/ Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC05 Pitts Postage 

Descriptors— •Electricity, 'Elecuomcs, •Techmcal Education, Elec« 
trie Circuits, Individualized Instruction, Learning Activities, 
Learning Modules, P&stsecondary Education, Programed In- 
struction J 

Identifiers— Military Cump<uum Pro'jecf. Ohm Law of Electnaty. 
OhmmetCTs, Resistaiwtf (Elecuonics), Resistors (Elccincal Equip- 
ment) / 

This individualized learning module on resistance is one in a series 
of modules for a course in basic electricity and electronics. The cours^ 
is one of a number of military-developed curriculum packages solicted 
for adaptation to vocational mstructional and curriculum develop- 
meat in a civilian setting. Four lessons'are included iji the module: (I) 
Characteristics of Resistahce, (2) Resistors, (3) Resistor Values, and 
(4) Ohmmcters. Each lesson follows a typical format including ^ 
lesson overview, a list of study resources, the lesson content, a pro- 
grammed instruction section^ and a lesson summary. (Progress checks 
are provided for each lesson in* a separate document, C£ 026 562. ) 
(LRA). \ 

£01908^1 CE 026 566 

Military Cvrricsla for Vocatloaal & Tedmical £4ocatioa^ Basic Elec- 

trktty MMi Electronics bAMiuihei Learalsg System. CAN- | 

TRAC A lOO-OOlO. Module Fo«n Measarlag Carrest ai^ Voltage 

bsSfii^iarcaits. St^Bookid« 
Chief of Naval Education and Training Support, Pensacola, Fla. 
wr Ohio State Univ. Columbus. National Center for Research in 

Vocational Education 
Report NO.-NAVEDTRA-34258-4 

Pub Date— 77 ^ 
Pub Type— Guides /Met hods /Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price— MF01/PC06 Fin Postage 

Descriptors— •Electric Circuits, •Electricity, •Electro mcs. •Measure- 
ment Equipment, •Ted^nical Education, Individualized Instruc- 
tion, Learning Activities, Learning Modules, Measurement, 
Postsecondary Education, Programed Instruction 
Identifiers— Military Curriculum Project 

This individualize^ l^^niing module on measuring current and 
voltage in series circuits is one in a scries of modules for a course in 
basic electricity and electronics. The course is one of a number of 
maitary-dcvdopcd curriculum packages* selected for adaptation to 
vocationaT instnSctional and curriculum development in a civilian ^t-- 
ting. Three lessons are included in th? module: (1) Measuring Curt^t 
in a Series Circuit, (2) Voluge in a Scries Circuit; and (3) Using the 
Multimeter as a Voltmeter. Each lesson follows a typical format in- 
cluding a lesson overview, a list of study resources, the lesson content, 
a programmed instruction section, and a lesson summary. (Progress 
checks are provided for each lesson in a separate document* CE 026 ^ 
562.)(LRA). 

ED 190882 ♦ . 'CE 026 567 

MimaryCarricilaforVocatioBal&TeclBicaiE^icatioo* Ea^Ekc 
trkity airf Etectroaks Mlritfialized LcaniBg System* CAN- 
* TRAC A-100^10. Modale Fire: R^tioi^ of Corral Voltage, 



aadResisUUKe* Stiiy Booklet 
Chief of Naval Education and Training Support. Pensacola. Fla. 
Ohio Sute Univ. Columbus. National Center for Research in 

Vocational Education 
Report No.— NAVEDTRA-34258-5 
PubDate-77 

Pub Type— Gufdes/Metho ds/ Techniques— Classroom 

Use— Instructional Materials (051) • 
EDRS Pr^MF01/PC06 Postage 

Descriptors— ♦El«:tric Orcuiis, •Electricity, •Elecuonics, ^Technical 
Education, Force, Individualized Instruction, Learning Ac- 
tivities, Learning Modules, Postsecondary Education, Program- 
ed Instruction 

Identifiers— Electric Power Generation, Military Curriculum Project, 
Ohm Law of Electricity, Resistors (Electrical Equipment) 
This individualized learning module on the relationships oKcurrent, 
voltage, and resistance is one in a series of modu^ for a^urje in 
basic electricity and electronics. The course is on^ of a iiu 
military-devcloped curricultim packages selected for adaptation tA 
vocational instnictional and curriculum development in a civilian set-^ 
ting. Five lessons are iijcluiied in the module. (1) Voltage, Resistance^ 
and Current, (2) The, Ohm's Law Formula. (3) Power. (4) Internal 
Resistance, and (5), Troubleshooting S^es Circuits. Each lesson 
follows a typical format mcluding a lesson overview, a list of study 
resource, the lesson content, a programmed instruction section, and a 
lesson summary. (Process checks are provided for each lesson in a 
separatrdoctiment, CE 026 562. ) (LRA'). 

ED 190 883 ' CE 026 568 

Military CarricaU for Vocatiosal A tecjmk^EdocatioB. Basic Oec- 
tricity aad Occtroaics Miri^aalized Leamiag Systm. CAN- 
TRAC A lOO^lO. MoMe Six: ParaUd Qrodts. Study Booklet 
Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio Sute Univ. Columbus, National Center for Research in 
, Vocational Education 
Report No.— NAVEDTRA-M258-6 
Pub Date— 77 

Pub Type— Guides/Methods/Techniques— Classroom 

Use— Insmictional Materials (051) 
EDRS Frice-MF01/PC04 Plas Portage 

Descriptors— •Electric Circuits, •Electricity, •Electronics, •Equip- 
ment Maintenance. "Technical Education. Electrical Systems. In- 
dividualized Instruction, Learning Activities, Learning Modules, 
Postsecondary Education, ^ro»amed Instruction , 
Identifiers— Military Curriculum fl^oject '* 

This individually^ learning module on parallel circuits is one in a 
series of modules for a course in basic electricity and dectronics. The 
course ^is one o\ a number of military-developcd curriculum packages- 
selected for adaptation to vocational instructional and curriculum 
development in a civilian setting. Four lessQi^s are included m the 
module: (I) Rules for Voltage and Current, (2) Rules for Resistance 
and Power, (3) Variational Analysis, and (4) Troubleshooting Parallel 
Circuits. Each lesson follows a typical format mduding a lesson over» 
view, a li^ of study resources, the lessop content, a programmed in- 
struction section, and a lesson summary. (Progress checks are provid- 
ed for each lesson a scpafate document, CE 026 562. ) (LRA). 

ED 190884 ' CE026 569 

Military Cirricala for VocatioBal & TecUcal Edacatioa. Basic Elec- 

tricky tmt Ekctnmics Miridtalized Learaiag System* CAN- 

TRAC A40D4N)ia Modale S^ea: Com^laatioi Qrcaits aad 

V^tage Dividers. StBdy Bookie 
Chief of Naval Education and" Training Support, Pensacola, Fla. 
Ohio State Univ. Colun^bus. National Center for Res^ch in 

Vocadonal Education 
Report No.— NAVEpTRA-3425g-7 , 
Pub pate— 77 Jr 
Pub Type~Ouides/Met hods/Techniques — Classroom 

Use— Instrud^ional Materials (05 1) 
EDRS Price-MF01/PC05 PtttPostage 

Descriptors— •Electric CirctiiUiS •Electricity. ♦Elecuonics, •Technical 
Education, Individualized Instruction, U^ing Activities, Lear- 
ning Modules, Postsecondary Education, fi^ogramcd Instruction 

Identifiers— Military Curriculum Project 
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This Individualized learning module on combination circuiu and 
voltage dividen is one in a series of modules for a course in basic elec- 
tricity and elccuonics. .The course is one of a number of military- 
developed curricxihim packages selected for adaptation to vocational 
instructional and curriculuni development in a civilian setting. Three 
lessons are included in the modtik: (I) Solv'mg Complex Circuiu, (2) 
• Xoltage Reference, and (3) Vohaie Dividers. Each lesson follows a 
typical format including a lesson overview, a list of study resources, 
the lesson content, a p;ogranuncd instruction section, and a lesson 
summary. (Progress checks are provided for each lesson in a separate 
document, CE 026 5^2. ) (LRA).^ 

, ED 190 885 " CE026 570 

Military QmrfciU for Vocatiottal & Teckaktl EdocatkHU Basic Bee. 
tridty Electrotks Isditidialize^ Learxii^ System CAN- 
TRAC A.10(W)010. Modile Elgbt Moction. Stady Booklet 
Chief of Naval Education and Training Support, Pensacoltf, FJa. 
Ohio State Univ Columbus. National Center for Research in 
Vocational Education 
Report No.— NAVEDTRA-34258-8 
Pub Date— 77 

Pub Type — Guides/ Met hods/Techniques — Classrooii 

Use— Insmictional Materials (051) 
EDRS Price-MF01/PC06 Ptos Posta^ 

Descriptors— •Electricity, •Elccuonics, •Technical Education, In- 
dividualized Instruction, Learning Activities, Learning Modules, 
Postsecondary Education, Programed instruction 
Identificrs-^Elcctric Power Generation, Elecuomagnetic Theory, In- 
duction (Elccuonics), Military Curricnlum Project 
This individualized learning module on induction is one in a series 
of modules for a course in basic dectricily and decUonics. The course 
is one of a number of miliiary-dcvdoped curriculum packages selected 
for adaptation to vocational instructicfnal and curriculum develop- 
ment in a civilian setting Four lessons are included in the module. ( 1 ) 
Elecuomagnctism, ffi) In^ctors and Flux Density, (3) Inducing 
Voluge, and (4J Inductance and Induction. Each lesson follows a 
typical formal including a lesson overview, a list of study resources, 
the lesson content, a programmed instruqion section, and a» lesson 
summary. (Progress checks arc provided for each lesson in a separate 
document, CE 026 562. ) (LRA). 

ED 190886 ' • CE026*57i 

MUHary Carricula for Vocational & Technical Edocatiom Bask Elec- 

tridty aad J^ectroalcs h^hidtiallzed Leamiag System. CAN- 

TRAC A.lOOOaiO. Morale Nlse: RelatloB^lps of^Cflrrent. 

CouBter EMF, and Voltage in LR Qrcirfts. Study Booklet, 
Chief of Naval Education and Training Support, ^ensacola, Fla. 
Ohio State Univ Columbus National Center for Research in 

Vocational Education « 
Report No.— NAVEDTRA-34258-9 
Pub Date— 77 

Pub Type— Guides/ Met hods /Tech niqu<fs — Classroom 
^ Use— Instructional Materials (051) 
EDRS Prfce-:-MF01/Fa)6 Pl» Postage 

Descriptors— •ElccUic Circuits, •Electridty. •ElecUonics, •Technical 
Educadon, Individualized fnsuuction, Lwning Activities, Lear- 
ning Modules, Postsccoffidary Education, programed Instruction 
Identifiers— Inductive Circtiits, Military Curriculum Project 

This individualized learning module on the relationships of current, * 
electromotive force, and voltage in induct! ve-resUtive circuits is onfc in 
aperies of modules for a course in basic dectridty and dectronics.The 
course is one of a number of military-dcveldpcd idurriculum packages 
Selected for adaptation to vocational instructional and curriculum 
dfevdopmcnt in a dvilian setting. Six lessons are included in the 
module: il) Rise and Decay of Current and Vohage, (2) LR (inductive 
resis^ Time Constant, (3) Using Universal Time Constant Chart, 
(4) Iiifcctive Reactance, (5) Rdationship in Inductive Circuiu, and'(6) 
Phase Relalionshrps. Each lesson follows a typical format includingii 
lesson overview, a Ibt of study resources, the lesson content, a pro- 
grammed Instruction section, and a^csson summary. (Progress checks 
are provided for each IcSson in a separate document, CE 026 562. ) 
(LRA). 

ED 190 887 CE 026 572 



Mnhtry QurricnU for Vocational & Technical Edocatiom Basic E3ec. 
tridty and- Dectronics Indivldiu|llied Learning System. CAN* 
TRAC A-lOO-0010. Module Ten; Transformers. Study Booklet, 

Chief of Naval Education and Training Support, Pensacola, Flat 
Ohio State Univ. Columbus. National Center for Research m 
Vocational Education 

Report No.— NAVEDTRA-34258-10 

Pub Date— 77 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) • 
EDRS Price-MF01/PC06 Plie PosUge 

Descriptors- •Elecuicity, •Electronics, •Technical Education, In- 
dividualized Instruction, Learning Activities, Learning Modules, 
Postsecondary Education, Programed Instruction, Semicon- 
ductor Devices 
Identifiers— Military Curriculum Project, Transformers 

This indiv^ualized learning module on uansfotmcrs is one m a 
series of modules for a course in basic dectricity and decUonics. The 
course is one of a number of military-devdopcd curriculum packages 
sdected for adaptation to vocational instructional and curriculum 
devdopment in a civilian setting. Six lessons are included in the 
module; (1) Transformer Construction, (2) Transformer Theory and 
Option, (3) Turns and Voltage Ratios, (4) Power arid Current, (5) 
Transformer Effidency, and (6) Semiconductor Rectifiers. Each 
lesson follows a typical format including a lesson overview, a list of 
study resources, the lesson content, a programmed mstruction section, 
and a lesson summary. (Progress checks are provided for each iesson 
in a separate document, CE 026 562. ) (LRA). 

ED 190 888 . CE 026 573 

Military CGrricnla for Vocational & Technical Education. Basic Elec* 
tridty and Electronics Indiridoalized Learning System. CAN- 
TRAC A- 100^10. Module Elerem Capadtance. Study Booklet. 

Chie* of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education 

Report No.— NA VEDTRA-3425$- 1 1 

Pub Date— 77 

Pub Type — Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC08 Plqj PosUgc 

Ocscriptors— •Electricity, •ElecUonics, ^Technical Education, ln« 
dividuali2cd InsUuction, Learning Activities, Learning Modules. 
Postsecondary Education, Programed Instruction 
Identifiers- Capadtors. Military Curriculum Project 

This individualized learning module on capacitoncc is one in a series 
of modules for a course in basic decuicity and electronics. The course 
is one of a number of military-developed cumculum packages selected 
for adaptation to vocational instructional and curriculum d^dop- 
mcnt in a civilian setting. Seven lessons are included in the module: 
(1) The Capadtor, (2) Theory of Capadtoncc, (3) Total Capacitonce. 
(4) Resistive Capacitance Time Constant, (5) Capacitive Reactoncc, 
(6) Phase and Power. Relationships, and (7) Capacity Design Con- 
siderations. Each lesson follows a typical format including a lesson 
overview, a list of study resources, the lesson content, a programmed 
instruction section, and a lesson summary. (Progress checks^ are pro^ 
vidcd for each lesson in a separate document, CE 026 562. ) (LRA). 

ED 190889 " CE 026 574 

MOttary Ctrrictila for Vocational & Technical Education. Basic Elec- 
tricity and Electronics Ittdiridaalized Leamiag System. CAN* 
TRAC A-iOO^lO. Modtile Twdte: Series AC Resistife. Reactive 
Orcsits. Study Booldd. 

Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education 

Report No.— NAVEDTRA.34258-12 

Pub Date— 77 " " 

Pub Type— Guide s/Method$/Tcchniques — Classroom 

ilsc— Instructional Materials (051) 
EDRS Price-Mrtl/PC09 Plus PosUge 

Descriptors— •Electnc. Circuits, •Electridty, •Electronics, •Technical 
Education, Individualized Instruction, Learning Activities, Lear- 
ning Modules, Postsecondary Education, Programed InsUuction 
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Identifiers— Alternating Current, Military Cumculum Project 

This individualized^ learning module on senes alternating current 
resistive-reactive circuits is one in a senes of modules for a course in 
basic deanctty and electronics. The course is one of a number of 
military-developed curriculum packages selected for adaptation to 
vocational instructional and curriculum development m a civilian set- 
ting. Si^ lessons are included in the module: (1) Voltage and Im- 
pedance in Alternating Current Series Circuits, (2) Vector Computa- 
tions, (3) Rectangular and Polar Notation, (4) Variational Analysis of 
Series Resistive Inductive Circuits, {$) Frequency Discrimination in 
Resistive Inductive Circuits, and (6) Series Resistive Capacitive Cir- 
cuits. Each lesson follows a typical format including a lesson over- 
view, a list of study resources, the lesson content, a programmed m- 
struction section, and a lesson sumnuiry. (Progress checks are prowjfi 
cd fof^ch lesson in a separate document, CE 026 562. ) (LRA). 



ED 190 890 ^ ' 

MIIHiry Ctrrknla for Vocatioaal & Tedmlcal Edocai 
tikity md Elec^onks IndiTidoalized Leandsg 
TRAC A1G(M)0I0. Module Thirteen. Scries AC 
Resanaiice* Stsdy Booklet. 

Chief of Naval Education and Trammg Supp/brt, 




126 575 
Elec- 
CAN- 
XC Circtdts and 

Pensacola, Fla. 



Ohio State Univ. Columbus^ National Cybiter for Research in 
Vocational Education 
Report NO.-NAVEDTRA-34258-43 
Pub Date— 77 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Prfce-MF01/PC05 Plus PosUgc 

Dcscnpton— •Elfciru. Circuiis,^ •Elcctncity, •Elcttromts. •Tcchnjtal 
Education, Indfvidualized Instruction, Learning Activities, Lear- 
ning Modules, Postsecondary Education, Programed Instruction 
Identifiers— Alternating Current, Military Curriculum Project, 
Rcsonanc^(Physi^) ^ 
This indivfdualized learning niodule on series alternating cunent 
resistive-inductive-capacitive circuits and resonance is one in a senes 
. of modules for a course tn basic electricity and electronics. The course 
IS one of a number of nulitary-developed curriculum packages selected 
for adaptation to vocational instructional and curriculum develop- 
ment in a civilian setting. Four lessons are included in the module: (1) 
Solving Rcsi^tivc-Inductive-Capacitive Circuits. (2)^ Resonant Fre- 
quency in Series Circuits. (3) Conditions of Series Resonance,^d (4) 
Experiments with Series Resonance. Each lesson follows a typical for- 
mat includmg a lesson overview, a list of study resources, the lesson 
content^ a programmed instnicuon section, and a lesson summary. 
(Progress checks are provided for each lesson m a separate document, 
CE026 562.)(LRA). 

ED 190 891 CE 026 576 

, Military Currkula for Vocational & Teclmica] Edacatloo* Bask Elec 
* tricHy and Electronics Isdlridualized Leaniiug System. CAN 
TRAC A1004)010. Module FourteoK Paralld AC Rcsbtlte* 
RcactinOrcnits. Study Booklet. 
Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columbus. Nauonal Center for Research m 
Vocational Education « 
Report NO.-NAVEDTRA.34258-14 
Pub Date— 77 

Pub Typc'-Gufdes/ Methods/ techniques — Classroom 
* Use— Instructional Materials (051) 
EDRS PTice-MF01/PCa7 PInsPosUge 

Descriptors— •Electric Circuits, •Electricity, •Elccuonics, •Technical 
€dt!cation. Individualized Instruction, Learning Activities', Lear- 
ning Modules, Postscc<JndaryEdu(ition/ Programed Instruction 
Identifiers^ Alternating Current, Military Curriculum Project 

This individualized learning module on parallel alternating cunent 
resistive-reaction circuits is one in a series of modules for a course in 
basic deciricity and electronics. The course is one of a number of 
military-developed ci^iculum packages selected for adaptation to 
vocational instructional and curriculum development in a civilian set 
ting. Six lessons are included in the module: (1) Solving for Quantities 
in Resistive Inductive Parallel Circuits, (2) Variational Analysis of 
Resistive-Inductive Parallel Circuits, (3) Parallel Rcsistive-Capacitive 
and Resisiivc^pacitiv<;Inductive Alternating Current Circuits, (4) 



^ Jafollel Resonance, (5) Effective Resistance in Ps^llel Resistive In 
ductive Circuits, and (6) Parallel Resonance Experittrenj. Each lesson 
follows a typical format including a lesson overview, a list of study 
resources, the lesson content, a programmed instruction section, and a 
lesson summary. (Progress checks are provided for each lesson in a 
separate document, CE 026 562. ) (LRA). 



ED 190 892 



CE026 577 



Military Carricala for Vocatlooal & Technical Edocatios. CarrktilQm 
Outline for Bade Electricity and Dectrooks Modules 15*25. CAN- 
TRAC A-ICKMWIO. Rerised Edition. 

Chief of Naval Education and Training Support, Pensacola, Fla\ 
Ohio State Univ. Columbus. National Center for Research in' 
Vocational Education 

Report No^CNTT-p-028 

Pub Datf^ 

Pub Type — Guides /Methods/Techniques — Classroom 

Use— Instructional Materials (051) * 
EDRS Price-MFQl/FC03 PInsPosUge . 

Descriptors— •Electricity, •Electronics, •Technical Education. 
Course Objectives, Curriculum Guides, Individualized Instruc-^ 
tion. Learning Modules^ Posts^ondary Education, Programed 
Instruction, Student Educational Objectives 
Identifiers— Military Curriculum Project 

This curriculum outline is a compilation of student learning objec- 
tives for modules 15-25 of the military-developed basic electricity and 
electronics course. The course is one of a number of military- 
developed curriculum packages selected, for adaptation to vocational 
instructional and curriculum development in civilian settings. For 
each module, the outline provides student ob/ectivu for the module 
and for each lesson within the module. (LRA). 

ED 190893 ^ €£026 578 

MlliUry Carricala for Vocational & Technical Edocation* Basic Elec- 
tronics School, CANTRAC A lOO^lO. Module^ 15-19: Basic 
Troablesbooting Skills. Study an^Progress Check Booklet 

Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education 

Pub Date— 77 

Pub Type — Guides/ Met hods/ Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price— MFOl/PCll Pins Postage 

Descriptors— •Electricity, •Electronic Equipment, •Elcctromcs, •£ 
quipment Maintenance, •Technical Education, Individualized In 
struction, Leanung Activities, Learning Modyles, Postsecondary 
^ Education, Programed Instruction < 
Identifters— Military Curriculum Project, Troubleshboting 

These individualized learning modules on basic troubleshooting 
skills are one unit in a senes of modules for a course in'basic electricity 
and electronics. The course is one of a number of militafy-developcd 
curriculum packages selected for adaptation to vocational instruc- 
tional and curriculum developi ^Bt in a civilian setting. Five modules 
are included tn the set. Introduction to Electronic Maintenance, (2) 
Assembly and Repair Techniques, (3) Introduction to the 6B25 Radio 
Receiver; (4) Basic Troubleshooting: Radio Frequentry and tn- 
termediate Frequency Amplifier; and (5) Basic Troubleshooting: 
Systems Concept and Navy Documentation. Each module is compris- 
ed of individualized lessons. Each lesson follows a typical format in 
eluding a lesson overview, a list of study resources, the lesson content, 
a programmed inst^ction section, and'a lesion summary. (Progress 
checks are provided for each lesson. ) (LRA). 

ED 190894 ^ CE 026 579 

MOHary Carricala for Vocational & Technical Edacadoa* Bask Elec- 
tridty and Electronics. CANTRAC A 100-0010. Module 20: Solid 
State Power Supplies; 20T: Electron Tabe Power Sopplies. Stady 
\ Booklet 

Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ. Columbus National Center for Research in 
Vocational Education 
. Pub Date— 77 , 
Pub Type — Guides/ Met hods/ Techniques — Classroom 
Use— Instructional Materials (05 1) 
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EDRS Prict-MF01/PC09 Plus Postage 

Dcscriplon-^*Elcclrieiiy, •Electronics. •Technical EducaUon, Eicc- ^ 
trical Systan^, Individualized Instruction, Input Output Devices, 
Learning Activities, Learning Modules, Posisccondary Educa- 
' tion, Programed Instruction 

Identifiers— Electric Power Generation, Mjti^ry Curriculum Project, 
Power Supplies. Solid State (Electronics). Vacuum Tubes (Elcc- 
trical Equipment) 

This set ol individualized learning modules on power supplies is one 
in a series of modules for a course/in basic electricity and electronics. 
TRe course is one of a number of military-developed curriculum * 
packages selected for adaptation to vocational instructional and cur- 
riculum development in a civilian setting. Two modules are included 
in the set: (1) Solid Sute Power Supplies and (2) ^ectron Tube Power 
Supplies Each module is comprised of individual lessons. Each 
lesson follows a typical format including a lesson overview, a list of 
study resources, the lesson content, a programmed instruction section, 
and a lesson summary, (Progress checks are provided for each lesson 
in a separate document, CE 026 582. ) (LRA). 

ED 190 895 . CE 026 580 

Military Carrteula for Vocational & Technical Edocatiou, Basic Elec- 
tricity and Electronics, CANTRAC A lOO^lO. Modale 21: Bask 
TrajBistor Theory; Modale 2IT: Moltl-Element Vactiam Tobcs, 
Study Booklet. 

Chief of Naval Education and Training Support. Petosacola, Fla. 
Ohio State Univ Columbus National Center for Research in 
Vocational Education 
Pub Date— 77 

Pub Type— Guides/ Met hods/Techniques — Classroom 

Uie— Instructional Materials (051) 
EDRS Price-MF01/FC08 Plus Postage ^ 
Descriptors-'Elcctricity. •Electronics, 'Technical Education, 
•Transistors. IndividualiAd Instruction, Learning Activities, 
Learning Modules, Postsecondary Education, Progrwned In- 
struction 

Identifiers— Military Curriculum Project. Vacuum Tubes (Electronic 
Equipment) 

1^ set of individualized learning modules on transistor theory is 
onclh a scries of modules for a <ourse in basic electricity and elec- 
tronics The course is one of a number of^^^nilitary-developcd cur- 
riculum packages selected for adaptation to vocational instructional 
and curriculum development in a civilian-setting. Two modules^ in- 
eluded in the sef (1) Basic Transistor Theory and (2) Multi-Hcmcnt 
Vacuum Tubes, Each module is comprised of individual lessons. 
Each lesson follows a typical fortnat mcluding a lesson overview, a list 
of study resources, the Icssoi^content, a programmed instruction sec* 
tion, and a lesson summary. (Progress checks are provded for each 
lesson m a separate document, CE 026 582. ) (LRA). 

ED 190896 ^ CE 026 581 

MlllUry Carricula for Vocation^ & Technical Edocatlon. Bask Elec* 
tridty and Electronics* CANTRAC A-IOO^IO. Module 22: 
Osdllators. Study Booklet. 
Chief of Naval Education and Training Support, Pcnsacola, Fla. 
Ohio State Univ Columbus National Center for Research in 
.Vocational Education 
Pub Daic-\77 

Pub Typ\-Guides/Mcthods/Technique$ — Classroom- 

Use— Instructional Materials (051) 
EDRS Prfce-MF01/FC05 PIds PosUge 

Dc$criptors~*Elcctric Circuits, •Electricity, •Electronics. •TechnidW 
Education, Individualized Instruction, Learning Activities. Lear- 
ning Modules. Postsecondary Education, Programed Instruction 
Identifiers— Military Curriculum Project, Oscillators' 

This individualized learning module on osciii^)rs is one in a series 
of modules for a course in basic electricity and electronics. The course 
is one of a number of military-developed curri'<;ulum package^lectcd 
for adaptation to vocational instructional and curriculum develop- 
ment advilian setUng Four lessons are included in the module. <i) 
Functional Analysis^ (2) Parallel Resonance Circuits, (3) Measuring 
Frequency with an Oscaioscope, arfd (4) Oscillator OperaUon. Each 
lesson follows a typical format including tflcsson overview, a list of 
'^lurces, thelc^vtn conttnt, a progfanHnedHBsi 
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and a lesson summary. (Progress checks are provided for each lesson 
in a separate document. CE 026 58JU ) (LRA). 

ED 190 897 ^ , CE026 582 

Military Currlctila for Vocational & Technical Edocation, Bask Elec- 
tronks School CANTRAC ^-100^10. Modules 20-22: Power 
Supplies, Amplifiers, Oscillators. Progress Checks, ^ 

Chief of Naval Education and Training Sujfport. Pensacola. Fla. 
Ohio, State Univ. Columbus. National Center for Research m 
Vocational Education 

Pub Date— 77 

Pub Type— Guides/Me thods/Techoitiu es— Classroom 

Use— Instructional Materials (051) ^ ^ 
EDRS Prke-MFOl/PCO? Plus PosUgc 

Descriploi^s—'Electricity, ♦Electronics, *Student Evaluation. 
•Technical Education. Educiuional Experiments, Individualired 
Instruction. Learning Modul^ Postsecondary Education, Pro- 
gramed Instruction \ 

Identifiers— Amplifiers, Military Cih;riculum Project. Oscillktors. 
Power Supplies 

This document contains student progrCK checks designed for use 
with individualized modules 20-22 in the milHary-developed course on 
basic electricity and electronics. The cours<Ms one of a number of. 
military-developed curriculum packages selcc»d for adaptation to 
vocational instructional and curriculum, developrScnt in a civilian set- 
ting. One experiment and one progress, cfteck are provided for each 
lesson in the modules. Answers are included at the conclusion of each 
module. (LRA). ^ . \ 
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EJ)l9)^9S C\026 583 

Military Carrkula for Vocational^echnkal Edocation. Ba^ Elec- 
tricity and Electronics. CANTRAC A-IOO^IO. ModaiK 23: 
MoltiTibrators. Study Booklet 

Chief of Naval Education and Training Support. Pensacola. 

Ohio State Univ. Columbus, National Center for Research in^ 
Vocational Education 

Pub Date— 77/ , 

Pub Tvj^^duides/Methods/TecKnlques — Classroom 

Use-Instructional Materials (051) 
EDRS Price— MF01/PC04 Pltis PosUge 

Descriptors— •Electricity, •Erifetronics, •Technical Education. In* 
dividualized Instruaion. Learning Activities, Learning Modules. 
, Postsecondary Education, ProRramed Instrucuon 

Idemifiers— Military Curriculum Project. Multivibrators (Electrical 
Equipment) 

This individualized learning module on ^multivibrators is one in a 
series of modules for a course in bask electricity and electronics. The 
course is one of a number of military*developed curwculum packages 
selected for adaptation to vocational insUiictional and curriculum 
development in a civilian setting. Three lessons are included in the 
module: (1) Bistabk Multivibrator Operation (Flip-Flop). (2) Astable 
Multivibrator Operation (Frce-Runnirtg), and (3) Monostable 
Multivibratbr Operation (One-Shot). ^ch lesson follows a typical 
format including a lesson overview, a list of study resources, the 
lesson content, a programmed instruction section, and a lesson sum- 
mary. (Progress checks are provided for^ch lesson m a separate 
document, CE 026 586. )tLRA). ^ , 

ED 190 899 / CE 026 584 

MIKtary Corrkula for Vocational & Technkal Edocation. Bask Elcc- 

trklty and Electronic*. CANTRAC A-IOO^IO, Modale 24: Wave 

Sbaplfig Circuits. Study ^klet. 
Chief of Naval Education and Training Support, Pensacola. Fla. 
Ohio State Univ. Columbus. National Center for Research in 

Vocational Educati<^ 
Pub Date— 77 

Pub Type-Ouides/Methods/Techniques— Classroom 

Uses- Instructional Materials (05 1 ) 
EDRS Price— MF01/PC05 Plus Postage ^ 
EJescriptors-;;;Electrie Circuiu. •Electnaty, •ElccU'onics, •Technical 
Education. Individualized Instruction, Learning AcUvities, Lear- 
ning Modules, postsecondary Education, Programed Instruaion 
Identifiers— Military Curriculum Project, Waveform Analysis, 
Wave Generators, Wave Theory ^ 
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This individualized learning module on wave-shaping circuits is one 
in a seriiss of modules fpr a course in basic electricity ana electronics. 
The course is one of a number of miHtary*developed curriculum 
packages selcctcd^or adaptation to vocational instructional and cur- 
Hctilum development in a civilian setting. Three lessons are included in 
the modules: (1) Qippcrs, (2) Clampers, and (3) Int^^tors/Diffefcn- 
X tiators. Each lesson follows a typical format including ajesson over- 
view, a \hi of study if&urces, the lesson content, a programmed in 
struction section, and a lesson summary, (Progress checks are provid 
edior each lesson in. a separate document, CE026 586. ) (LRA). 

ED 190 900 ' CE 026 585 

Maitary Cmktih for Vt>catloiial & Technical Edocatioii. BaskE3ec- 
trk&y and Electronics^ CANTRAC A-100^10. Modolc 25: 
S|>cclftl PcTlces, Study Booklet 
Cliief 6t Naval Education and Training Suppprt, Pen^cola, Fla. 
Ohio State IJniv, Columbus National Center for Research in 
Vocational Education 
, PubJJate— 77 " ^ 
Pub Type — Guides/ Met hods /Techniques — Classroom 
Use— Instructional Msftedals (051) ^ 
EDRS Prfce-MF01/PC04 Plus Pos^ge 

tEIwtronjc Equipment, ' *Electronics> 
Education, MYan^ors, 'Electric Circuits, In- 
dividualized Instruction, Learning Activjities, Learning Modules, ' 
Postsecondary Education, Programed Iigtruction 
Identifiers— Military Curriculum Pjpject, Silicon (Electrical Equip- 
ment) 

Thjs individualized learning module on special devices is one in a 
series of modules for a course in, basic electricity and electronics. The 
course is oh^of a number of military -developed* curriculum package 
sdected'for adaptation to voca\ional instructional and curriculum 
development in a^civilian setting. Two lessons 'are ingluded^in the 
module: (i)Silicon Controlled Rectifier llieory and (2) Unijiinction 
Traafistor "nieory. Each l&sson follows a typical format including a 
lesson ovesview, a list of study resources, the lesson Content, a pro* 
grammed instruction section, and a lesson summary. (Progr^ checks 
are provided for each lesson in a separate document, ^ 026 586. ) 

(Lm ^ 



Descriptors— • Electrigity , 
•Technical TJ/fnr^inr 



ED190901 4 ^ ^.r . CE'02658S 

MOhary Cnnicsla for Vocattooal & Technikl EdocatloB. Bask Elec- 
troBks School. CANTRAC A*100*()OiO. Modilei 23*25: 
MihhibnUors, Watesiiapbi^ Circuits, Special Devices* Progress 
ChecL* 

Chief of Naval Education and Training Support, Pensacola, Fla. 
Ohio State Univ Columbus.* National Center for Research in 
\^ocational Education 
Pub Date— 77 , ' . 

T*ub Type -^Guides/ Met hods /Techniques — Classroom 
Use^InsthKtiona) Materials (051). Tests, Questionnaires, Evalua- 
tion instru men ts( 160) * 

EDRS t»rice-MF01/PC05 Pta^ PosUge 

Descriptors— ♦Electric Circuits, •Electricity. 'Electronics, 'Student 
^Evaluation, * *Techn^ Education,. Educational Experiments,* 

Individualized Instruction, Learning Modules, Postsecondary 

Education, Programed Instruction . 
Identif fees— Military Curriculum Project,. Multivibrators (Electrical. 

Equipment) ^ , 

This document dbntains student progress checks designed for use 
with individualized modules 23 through 25 in the military-developed-iii^ 
course on basic dcctricity and electronics. TlSe course is one of a 
nuumbcr of military-developed curriculum packages select^ foj^dap- 
<<ation to vocational instructional anS curriculum dcydfppment in^ 
civilian setting. One experiment and one progress. che<;k is providdl 
for «ach lesson in the modules. Ailswers are in^uded at'tlfrconclu- ^ 
sloi^ofeachTnodule.'(Lm>. . 



Ohio Stat^ Univ. Columbus. National Center for Research in 
Vocational Education 
Report No.— CNTT-E-059 
Pub Date— 80 . , ^ 

Pub 'Type — Quides/ Me ttfods/Technique^— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MFOl/PClO Plus Postage ^ 

Descriptors— *Electric Curcuits, •Slectricuy, *Electrowcs, 'Student 
Evaluation, * 'Technical Education, Individualized Instruction, . 
Learning Modules, Postsecondary Education^ Programed In- 
struction 

Identifiers— Amplifiers, Frequency (Electronics), Military Cur- 
riculum project, Regulators(Electrical Equipment) 
This student guidebook is designed for use with the stuc}y booklets 
^ in modules 30-31 included in the military-develop course on basic 
electricity and electronics. The course is one crf^ number of military- 
develdped curriculum packages selected for adaptation to vocational 
instructional and curriculum development in a civilian setting. An in- 
trdductory (section gives an brientatiofi to the ^uide and a safety' 
notice. Vm remainder of the guide cdntains a summary and a pro- 
. gress check test for each lesson included in the modules. Where ap- 
plicable, th^ guide contains instruction sheets for job-programs and 
fault, analj^is (paper troubleshc^ung) and actual performance 
♦troubleshoomng tests. (LRA). 
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MOhary C^inicula for Vocatlotial & Technical Edocation. Basic Elec- 
\ tridty and Electronics. fcANTRAC A-IOO^IO. Modjile 30: In* * 

^ termediate Power Supplies. Stud^ Bookie 
Chief of Naval Education and Traming Support, Pensacola, Fla. 
Ohio State Umv. Columbus. National Center for Research in 
Vocational Education 
PubDate-80 ^ 

T*ub Type — Guides/ Methods/ Techniques— Classroom 

Use— Instructional Materials (051) ' 
EDRS Price-^l/PClO Pltis Postage ' 
Descnptors— *Electnc Circuits, •Electncity, •Electronics, •Technical 
Education, Individualized Instruction, Learning Activities, Lear- 
ning Modules, Postsecondary Education,. Prpgramed' Instruction, 
Transistors , ^ 

I 'identifiers— Military Curriculum Project, Power Supply Circuits, 
\ Regulators (Electrical Equipment) < 

ThisJndividifalizedWming module on intermediate power supplies 
is one in a series of modules for a course in basic electricity and elec- 
^ tronics. The course is one of a number of military-developed cur- * 
riculum packages selected for adaptation to vocational instructional 
and cuniculum development in a civilian setting. Four lessens are in- 
clude m the module: (1) Voltage Multipliers; (2) Traniistor, Voltage, 
and Current' Regulators; (3) Silicon Controlled Repdfier Power Supp- 
ly Circuits, and (4) Silicon Controlled Reciifip Regulatory Power 
Supplied. Each lesson follows a typical format including a les^n 
overview, a list of study resources, the lesson content^ a programmed 
instruction section, and a lesson summary. (Progress checks and other 
supptqQjtttary material are provided^or each lesson in a student's 
guide, CE 025^87. ) (LRA). 
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Military CirrkiU for Vocatlond & TedtakaLEdBCttkHU BaskElec- 
. trkity 9oi Etectrooks* CA^^^q;AC A*100^10. Moiuh 30i Ib- ^ 
' Urwtdlate Fowet^Si^^ Mod«]e 31: RF./lP/ aad Vfi^ 
Sti^GiMe. * ' . ' • 

Education ind Training Suppoi\« Pensacola, Fla. 
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MOhary Cturkaia for V«ratloiial & Tec^cal EdocatloB. Bask Elec«, 
tridty and Elcctroaks. CANTRAC A lOO^lO. Modale 31: RF, 
• lF;aad Video AmpUfkra. StodyBookkt 

- Chief of Naval Education and Training Support, Pensacola, Ba. 
Ohio State Univ. ColumbuS. National Center for Research in 
Vocational Education . * r 

Report No.— CNTT-E-053 % 
Pub Date— 80 r\ 

P^ub^^Type — Guidi^/Me.thods/ Techniques— Classroom 
Use— Instructional NteBriallk05 1 ) 

EDRS Prke-MF01i)PC12pliis Postage . x 

Dcscriptors^*Electricity, •Electronics, •Radio. •Vocational Educa- 
tion, Individualized Instruction, Learning Activities, Learning 
Modules.' Postse^ndary ^Education, Programed -Instruction, 
VidecLEqtu'pment ' * v 

Identifiers— Amplifiers'. Frequency (Electronics), Militar^ju Cur- 
riculum Project 
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This individualized learning module on radio frequency (RF), in- 
termediate frequency (IF), and video amplifiers is one fti'a scries of 
modules for a course in basic dectriciiy and electronics. The course is 
one of a number of military-develops curriculum packages selected 
for adaptation to vocational instructional and curriculum develop- 
ment in a civilian seltmg. Four lessons are included in the jmodule: (I) 
RF. IF, and Video AmpUrier Characteristics; (2) RF Amplifiers; (3) IF 
Ampirficrs;'and (4) Video Amplifiers. Each lessoQ follows a typical 
format including a lesson overview, a list of study i^urces, and 
lesson summary. (Progress checks and other supplementary niatcrial 
are provided for each lesson in a student's guide, CE 026 587. ) 
(LRA). 

f • ' 
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MQltory OirricQia for Vocational & Tcchnktl Edocatkm. Bask Oe^ 
trictty and Electronics, CANTRAC A-iOO^lO. MwJrie 32: hh 
tennediate Oscillators; Modaie 33: Special Derices; Modtile 34: 
Linear Integrated Qrcidts. Students Gdde. 

Chief of Naval Education and'^^caimng Support, Pensacola, Ipa. 
Ohio State Umv. Colun\bus. National Center for Research m 
Vocational Education 

Report No.— CNTT-E-060 

Pub Date— 80 - 

Pub Type — Guides/ Mtt hod S / Techniques— *Classrooqi 

Use— Ij|structional Materials (05 1 ) 
EDRS Price-MF01/PC08 Plus Postage 

Descriptors— •Elcctnc Cu-cuits, •Electricity, •Electronics, •Student* 
Evaluation, • •Technical Education, Individualized Instruction, 
laming Modules, Postsecondary Education, Programed In* ^ 
struction 

Identifiers^ Integrated Circuits, Military Curriculum Project, 
Oscillators 

This student guidebook is designed for use with the study booklets 
m modules^2 through 34 mcluded m the military developed course on 
basic electricity and electronics. The course is t}ne of a number of 
military-develop^ curriculum packages selected for ' adaptation to 
vocational instructional and curriculum development in a civilian set- 
ting. An introductory section gives an orientation to the guide and a 
saf^y ^notice. The remainder of the guide contains a summary and a 
progress check test for? each lesson included in the modules. Where ap- 
plicable, the g(uide contains instruction sheets for job programs and 
fault, analysis^ (paper troubleshooting) and actual performance 
^troubleshooting tests. (LRA). 
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MUlUry Dtrrk^a for Vocational & Technical Education, Based Elec- 
tricity and Ekctrooks. CANTRAC A iO(W)010. Module 32: In- 
termedij^te Oscillators. Study Booklet. 

Chief of Naval Education and Training Support', Pensacola, Fla. 

, Ohio State Univ. Columbus. ''National Center for Research in 
' Vocational Education 

Report No.— CNTT-E-054 

Pub-Date— 80 ' 

Pub Type-*-G u id es/Melhods^Pcchniques — Classroom 

Use— lnstructionalvMaterials(051) . 
EDRS PrIce-MFOl/PCll Pins PosUge 

Descriptors— •Electricity, •Elcctrohlcs, ^Technical Education, In- 
dividualized Instruction*. Leaminsf Activities, Learning Modulds, 
Postsecondary Education, Programed Instruction 
Identifiers— Military Curriculum Project, Oscillators 
' This Individualized learning module fin intermediate osciUators is 
one in a series 13t modules for a course in basic electricity and /Aec- 
troni(^. The tourse is one of a number of military-developed cur- 
rioilum packages selected for adaptation to vocational instructional 
^and curriculum development in a civilian setting. Five lessons are in- 
cluded in the module: (t) Hartley Oscillaton, (2) R^istive Capacitive^ 
Phase Shift Oscillators, , (2) Wien-Bridge Oscillators, (4) Blocking 
Oscillators, and (5) Crystal Controlled Oscillators. EAch lesson 
foUows'a typical format including a lesson overview^ a list of study 
» resources, the less($n>Antent, a programmed instruction section, and a 
lesson summary. (Progress checks and other supplementary material 
J are provid^ for each lesson in a student's guide, CE 0^26 590. ) 
(LRA). . • : 
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MillUry Carrictiia for Vocational & Technical Education. Basic Elec- 
tricity and Electronics. CANTRAC A lOO^ia Module 33: 
SpecUl Devices. Study Booklet 
Chief of Naval Education and Training Support. Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research in 
Vocational Education- 
Report No.— CNTT-E-055 
PubDatc-80 

Pub (Type-^G^ides/Methods/Techniques — Classroom 

Use— Instnmional Materials (05 1 ) 
EDRS Price-MF01/PC09 Plas P^^ge 

Descriptors— •Electricity, •ElectJociic Equipment, •Electronics, 
•Technical Education, Individualized Instruction, Learning Ac- 
tivities, Learning Modules, Postsecondary Education, Program- 
ed Instruction, Transistors 
Identifiers— Military Curriculum Project 

This individualized learning module on special devices is one in a 
series of modules for a course in basic electncity and electronics. The 
course is one of a nimiber of military -developed cumculum packages 
sdected for adaptation to vocational instructional and curriculum 
'development in a civilian setting. Four lessons are included in the 
module: (1) Delay Lines, (2) Dummy Loads, (3) Special Solid State 
Devices- and (4) Field-Effect Transistors. Each lesson follows a 
typical format including a lesson overview, a list of study resources, 
the lesson content, a programmed instruction section, and a lesson 
summary. (Progress checks and other supplementary material are 
provided for each lesson m a student^s guide, CE 026 590. ) (LRA). 

ED 190 908 CE 026 593 

MOiUry Carricda for Vocational & Technical Education. Basic H^- 

tricitjLJBd Electronics. CANTRAC A-IOO^IO. Module 34; Uoear 

Ittte^ted Circuits. Study'Booklet. 
Chief oX Naval Education and Trammg Strpport. Pensacola, Fla. 
Ohio State Univ. Columbus. National Center for Research m 

Vocational Education 
Report No.— CNTT-E056 
PubDate-80 

Pub Type — Guide s/ Methods/ Techniques — Classroom 
Use— Instructional Materials (05 1) ^ 
EDRS Price-MFOl/PCOS Pins Postage * W 

Descriptors^ •Electric Oircuits. •Electricity, •Electronics, •Technical 
Education^ Individualized Instruction, Learning Activities, 'Lear- 
, hing Modules, Postsecondary Education, I^rogramed Instruction' 
Identifiers— Integrated Circuits, Military Curriculum Project 

This individualized Jeaming module on linear integrated circuits is 
one in a series of modtiles for a course in ba^ic electricity and elec- 
tronics. The course is one- of a number of mHitary-developcd cur- 
riculum packages selected for adaptation to vocational instructional 
and curriculum development in a civilian setting. Two lessons are in- 
cluded in the module: (1) Introduction to Linear Integrated Circuits 
and (2) Integrated Circuits Operational Amplifiers. Each lesson 
follows a typical format including a lesson overview, a list of study 
resources, the lesson contentva programmed instruction section, and a 
lesson summary. (Progress qvecks and other supplemental matenal 
are provided for each lesson in a separate document, CE 026 590. ) 
(LRA). ' r 
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Vocatiooal^lBsdr^tbnal' Materials for Agricnltnrn&d AgribosiDess 

Edttcatiofi ArailablefroA Federal Agencies. 
Human Resources Manageftieni> Inc. Washington, D.C. 
Spons Agency— Office of VocaUoAal and Adult Education (ED), 

Washington, D.C. , ^ 

Pub Date— 80 
Contract— 300-79-0420 

Note— 48p. ; Fof related documents sec CE 026 61 5-621 
Available from— Superintendent of Documents, U.S. GovVnment 

Printing Office, Washington. DC 20402 (Stock No. OdS-OOO- 

0001^1, S3.75) 

Pub Type— Guidcs/Melhods/Techniques— Non-Oassroom Use 

(055). Reference Materials-Bibliographies (131) 
EDRSPrice-MF01/PC02Pl98Po^ - 
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•Descriptors— •Agricultural Education, •Federal Programs, •Instruc- 
tional Materials, •Resource Materials, •Vocational Education, 
Adult ^Education, Agribusiness, Agricultural Engineering, 
Agricultural Production, Agricultural Supplies, Annotated 
Bibliographies. Career Education, Citations References, Hor 
' ticulture, Natural Resources, Postsecondary Education, 

Retirees, Secondary Educatipn 
Idtmificrsr-United States , , * 

Thts listing of federally produced curriculum and instructional 
materials for agriculture and agribusiness education is one of eight an* 
notated bibliographies that provide information for vocational 
educators at the secondary, postsecondary, and adult levels, introduc- 
tory information given mcludes a description ^f how to use the lisung 
and sources and ordering information. The remainder of the guide is 
comprised pf citations printed and audiovisual materials in the 
following subject areas, general references, agricultural production, 
agricultural supplies and marketing,- agricultural mechanics,- 
agricultural structures and facilities; agri6ultural products, process- 
ing, and marketmg,' plant disease and pest control, horticulture, 
renewable natural resources, and forestry. Also mcluded are sections 
containing general vocational education materials and career educa 
tion materials. The basic formaffor each entry is composed of three 
sections. (1) bibliographical mformauon, hstmg the title, pubhcauon 
number, type of materials, personal author, federal sponsor, 
pgjblisher, publication date, number o( pages, and the pnce, (2) a 
source code, which gives the federal organization from which the 
terial can be ordered; and (3) an annotation or explanatory notes 
descnbing the use and intended users of the materials An order form 
is appended. (LRA). ' 
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Hi'/I, Caxo] L.Cotnp 

Vocational (ostrpctioDal Materials for Marketing a^ DtstribotiTe 

Edocatioo ATaQable from Federal Agencies* 
Human Resources Management, Inc. Washington, D C. 
Sp«ns Agency— Office of Vocational anjd Adult Education (ED), 

Washington. D.C. r 
Pub Date— 80 
Contract— 300-79-0420 

Note— 31 p. ; For related documents sec CE 026 614-621 

Available from— Superintendent of Documents, U.S Government 

Printing Office, Washington, DC 20402 (Stock No. 065-000- 

00013-0, $2.25) 

Pub Type— Guides/Methods/Tcchniqucs—Non Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Price--MF0l/FC02 PlBs Postage 

Descriptors— •Distribii^ve Education, •Federal Programs, •Instruc- 
tional Materials, •MaW:eting, •Resource Materials, Adult Educa- 
tion, Advertising, Agribusiness, Annotated ^ Bibliographies, 
Banking, Career Educi^n, Citations References, Finance Oc- 
cupations, Food Service Occupations, Postsecondary Education, 
Rear Estate Qccupations, Resources, Sales Occupations, Secon 
dary Education, Tr^portation 
Identifiers— United States ^ 

This listmg of federally produced curriculum and instructional 
materials for marketing and distriSutive education is one of eight an- 
notated bibliographies that provide information for vocational 
educators at the secondary, postsecondary, and adult levels. Introduc- 
tory information given mcludesta descnption of how to. use the listing 
and sources and ordenng information. The remainder of the guide is 
comprised of citatiohs of pnnted and audiovisual materials in the 
• following subject areas: general references; advertising; marketing 
research, floristry*, farm, and garden supphes marketing, banking, 
securitites and commodities, food marketing, sales, purchasmg, home 
and office products marketing; building materials marketing; recrea- 
tional products marketing, real estate marketing, transportation and 
travel marketing, and mtemational tra^e. Also included are sections 
containing general vocational education material and career educa- 
tion materials. The basic format for eaclf entry is comprised of three 
sections. (1) bibhographicai information, listmg the title, publication 
number, type of matcjrial, personal author, federal sponsor, 
publisher, publication date, number of pages, and the price; (2) a 
4purce. cbde, which gives the federal organization from which the 
material can be ordered, and (3) an annotation or explanatory notes 
describing the use and intended users of the material. An order form 



is appended. (LRA). 
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HiJJ, Carol L. Comp 

Vocational InstnictioDal Materials for Vocational Home Economics 
^ Edpcatloo Availablejrom Federal Agencies. 
HtrlfJan Resources Management, Inc. W^hington, D.C. 
^pons Agency— Office of Vocational and Adult Education (ED), 
Washington, D.C. 
Pub Date— 80 
Contact- 300-79-0420 

Note— 45p. , For related documents see'CE 026 614-621 

Available from— Supenniendeni of Document, U.S. Government 

Printing Office, Washmglon, DC 20402 (§tock No. 065^000- 
^ , 00014-8,53.25) 
Pub Type— Guides/ Methods. Techniques— Non Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Price-MF01/PC02 Plos Postage 

Descnpiors— •Federal Programs, •Snstcucuonal Materials, •Occupa 
tional Home Economics, •Resource Macenals, Adult Education, 
Annotated Bibhographies, Career Education, Child Care OcA.upa 
uons. Citations References, Clothmg Instruction, Fashion In 
dustry, Food Service Occupations, Home Economics Education* 
Home Management, Housing Management Aides, Needle Tra4e$, 
Posisecondar> Education, Resources, Secondary Education 
Identifiers— United States 

This hsting of federally produced curriculum and mstructional 
materials for vocational home economics education is one of eight an- 
notated bibliographies that provide information Cor vocational 
educat&rs at pie ^o^dary, postsecondary, and'adult levels. Introduc- 
tory information giveI^^k^des a description of how to use the listing 
and sources and or^HHformation. The remainder of the guide is 
comprised^ ci^tWpoI 4>nated and. audiovisuaUnaterials^ ihe... 
following subi|^ a^s; general references, child development; 
clothing and t^Toles, consumer education, family living and paren- 
thood education, family and individual health, food and nutrition, 
dietetics; home management; housing, home furnishing, and equip- 
ment; child ^e; and food services and related occupations. Also in-* 
eluded are sections containing general vocational education materials 
and career education materials. The basic format for each entry is 
comprised of three sections. (\) bibhographical mformation, listing 
the title, pubbcation number, type of material, personal author, 
federal ^sponsor^publisher, publication date, number of^ages, and 
the pncc, (2) a ^iircc code, which gives the federal organization from 
which the material can beyordered; and (3) an annotation or ex» 
planatory notes describing tne use and intended users of the material. 
An order (orm is appended. (LRA). 
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Hill, Carol L. Comp 

VocatioBal IttstmctloDal Materials for Allied Health Edocatfon 

AraUable from Federal Agencies. 
Human Resource Management, Iiic. Washington, D.C. 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C, 
PubDate-80 ' ' ^' \ / 

Contract— 300-79-0420 

Noic^45p. . For related documents sec CE 026 614-621 *^ 
Available from— Superintendent of Documents, U S Government 

Printing Office, Washington, DC 20402 (Stock' No 065^000^ 

0(X)1 5-6. $3.25) 

Pub ' Type— Guides/Methods/Techniques— Non Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Prke-MF01/Pa>2 Pips PosUge 

Descriptors— •Allied Health Occupations, •Federal Programs, 
•lostnictional Materials, •Resource Materials, Adult Education. 
Annotated Bibliographies, Career Education, Citations 
References, Dental Technicians, Environmental Technicians, 
Medical Technologists, Postsecondary Education, Practical 
Nurse^ Radiologic Technologists, Resources. Secondary Educa- 
tion^ Veterinary Assistants 

Identifiers— Onited Sutcs " 
This listing of federally produced curnculum and instructional 

materials for allied health education is one of eight annotated 
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bihhographies that provide information for vocational educators at 
the secondary. posUccondary, and adult levels Introductory in- 
formation given includes a description of how to use the listing and 
sources and ordering information. The remaindef of the guide is com* 
prised of citations of printed and audiovisual materials m the follow 
iflg subject areas' gencrai r^erences; dental programs; medical 
laboratory, diagnostic, and treatment services; nuclear medical 
technology, emergency medical technology, nursing pjograms, mental 
health-'human services programs, community health worker, 
rehabilitation programs, environmental health, and veterinarian and 
related services. Also included are sections containing general voca 
tional education materials and career education material^ The basic 
format for each entry is comprised of three sections. (1) 
bibliographical information, listing the title, publication number, type 
of material, personal author, federal sponsor, publisher, publication 
date, number of pages, and the price; (2) a source code, which gives 
the federal organization from which the material can be ordered; and 
(3) an annotation or explanatory notes describing the use and intended 
users of the material An order form is appended (LRA). 
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yocational JnstrDctioDal Materiab for Technical EdocatioD X>auable 

from Federal Agencies* ' ^ 
Office of Vocational and Adult Education (ED). Washington. D C 
Pub Dale— 80 
Contract— 300-79-0420 

Note— 67p , For related documents see CE 026 614-621 

Available from— Superintendent of Documents, U S Government 

Printmg Office, Washington, DC 20402 (Stock No. 065-000- 

00016^, S4.00) 

Pub Type— Guides 'Methods/Techniques—Norl Gassroom ^Usc 

(055). Reference Materials— Bibliographies (131) 
EDRS Price-MF01/PC03 Plos Postage 

Descriptors— •Federal Programs. 'Instructional Materials, 'Resource 
Maxerials. 'Technical Education. 'Vocational Education, Adult 
Education, Agricultural Technicians, Annotated Bibhographies. 
Auto Mechanics, Aviation Technology. Career Education, Cita- 
tions References. Computer Science, Electronic Technicians, En- 
vironmental Technicians, Food Processing Occupations, 
Metallurgical Technicians, Posisccondary Education, Resources, 
Secondary Education, Solar Radiation, Welding 
Identifiers- Mortuary Science, Police Science, Umted States 

This listing of federally produced curriculum and instructional 
materials for technical education is cfhe of eight armotatcd 
bibliographies that provide infofhiation for vocational educators at 
the secondary, postsecondary, and ^adult levels. Introductory in^ 
formation given includes a description of how to use the listing and 
sour(^ and ordering information. The remainder of the guide is com- 
prised of citations of printed and audiovisual materials in subject 
areas such as aeronautical and aviation tcchnofogy, architectural and 
civil engineering technology, electrfcal and electronic technologies, ^ 
computer servicing tcchrfology, environmental technology, mortuary 
science, police science technology, food processing technology, 
metallurgical technology, automotive technology, welding 
technology, solar heating ^d cooling technology, Apd a^cultural 
technology Also mclude$i are sections containing general vocational 
^ucation materials dnd career education materials. The basic format 
fi^ each entry is compris4|l of three sections: (1) bibliographical m 
IbV^atioA, listing the title, publication number, type of material* per, 
sonal ^uthor, federal sponsor, publisher, publication date, number of 
pagc|y'and* the price; (2) a source code, which gives the 'federal 
organizatiop from which the material can be ordered; and (3) an an- 
notation or explanatory notes giving the use and intended users of the 
material. An order form is appended. (LRA). 

ED 190 914 ' CE 026 619 

H\W^ Carol L. Comp 

Vocational Instpctiooal Materials for Trade and Indi^rial Edocatio^T 

Awilablejr^m^f ed^[ral Agcodes, 
tiurnan Resources Management, Inc. Washington, DC. 
^pwis Agency -Office of Vocational and Adult Education (ED), 
♦ ^Vq^hington, D.C. 
Pub Date— 80 
Contract— 300-79-0420 



Note— 44p. , For related documents see CE 026 614-621 
Available from— Supenntendeni of Dotumenis, U.S. Go'vernmeni 
Prmtmg Office, Washmgton, DC 20402 (Slock No. Q^5-000- 

00017- 2. $3.25) 

Pub Type — Guides/ Methods/ Techniques— Nun-Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Price-MF01/PC02 pfos Postage 

Descnptors— 'Federal Programs, 'Instructional Mdienais, 'Resource 
Materials, 'Trade and Industrial Education, Adult Educauon, 
Annotated Bibliographies, Apphante Repairers, Bnilding Trades, 
Career Education, Citations References, Cusiodiaij Training, 
Data Processing Occupations, itlectriLal ^Occupations, Elec- 
tronics, Equipment Nfaintenance, Law Enforcement, Metai 
Working, Postsecondary Education, Resources, Secondary 
Education, Transportation 
Identifiers— United States 

This listing of federally produced curnculum and instructional 
materials for trade and industrial education is one of eight ani)^tated 
bibliographies that provii^e information Jor vocational educators at 
the secondary, postsecondary, and adult levels. Introductory informa- 
tion given includes a description of how to use the listing and sources 
and ordering infbrmation. The remainder of the guide is comprised of 
citations of printed and audiovisual materials in subject areas such as 
apphance^d business machine maintenance and repair, building and 
constnict^Ca programs, communications electronics, custodial ser- 
vices, indu(j[nal hygiene and safety, hneworker, maritime programs, 
firefighting, law enforcement, transportation operation and 
maintenance, and meatcutting. Also included are sections containing 
general vocational education materials and career education 
materials. The basic format for each entry is comprised of three sec- 
tions. (1) bibliographical information, listing the title, publication 
number, type of material, personal author, federal sponsor, 
publisher, publication date, number of pages, and the price; (2) a 
source code, which gives the federal organization from which the 
material can be ordered, and (3) an annotation or explanatory notes 
describing the use and intended users of the material An order form 
is appended. (LRA). 

EEm9?915 CE 026 620 

HiXiy Carol L. Comp 

Vocational Instructional Materials for Special Needs Groaps: Han- 
dicapped, Disadvantaged, Older Americans, Yoath Employmeot, 
Displaced Homemakers; Available from Federal Agencies* 

Human Resources Management, Inc. Washington, D.C, 

Spons Agency— Office of Vocational and AduU Education (ED>. 
Washington, D.C. ' 

Pub Date— 80 

Contract— 300-79-0420** - 

Note— 41p. , For related documents see CE 026 614-^21 
Available from — Superintendent of Documents, b.S. Government 
Printing Office, Washington, DC 2(^2 (Slock No. 065-000- 

00018- 1.52.50) ^ 

Pub' Type— Guides/ Methods/ Techniques— Non-Classroom Use 
(055), Reference Materials— Bibliographies (131) 

EDRS P;1ce--MF01/FC02 Plus Postage ^ 

Descriptors— 'Disadvantaged, 'Displaced Homemakers, •federal 
Programs, 'Instructional Materials, !Older Adults, 'Youth 
•Employment, Adult Education, Annotated Bibhographies, 
Career Education, Citations References, Disabihwcs, Postsecon- 
dar> Education, Resource Materials, Resources* Secondary 
' Education 

IdentifierS'-United States 

This listing of federally produced curriculum and instructional 
materials for special needs groups is/6nc of eight annotated 
bibliographies that provide information lor*vocational educators at 
the secondary, post^ondary, and adult levels. Introductory m- 
formation^^iven includes a description of how to use the listing and 
sources and ordering information. The remain4er Of the*gutde is com- 
prised of citations of printed and audiovisual materials in the follow* 
ing subject areas, handicapped* disadvantaged, older Americans, 
youth employment-, and displaced homemakers Also included are 
sections containing general vocational education materials\ind career 
education materials. The basic format for each entry is comprised of 
three sections: (1) bibliographical information^ listing the title. 
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publication number, type of matendl, personal author, federal spon 
sor. publisher, publication date, number of pases, and the price, (2> a 
sodrce cojde. which gives the federal organization from which the 
material be ordered, and (3) an aiuotation or explanatory notes 
giving the ike and intended usen of the material. An order form is ap> 
pcndcd. (L|IA). 
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Hill, Carol L, Comp 

Vocatkmal InstrvctioBal Materials for Bosioess and Office Edocatioo 

Aiailable from Federal Agencies. 
Human Resources Management. Inc. Washmgton. D.C. 
Spons Agency— Office of Vocational and Adult Education (ED). 

Washington. D.C. 
Pub Date— 80 
Contract— 300-79-0420 

Note- 32p. . For related documents see CE*026 614-620 

Available from — Supermiendent of Doe^umenis. U.S. Government 

Pnntmg Office. Washmgton. DC 20402 (Stock No. 065-000- 

00019^. S2.25) 

Pub Type— Guides/Methods/Tcchniques— Non-Classroom Use 

(055). Reference Materials— Bibliographies (131) 
EDRS Price-IVIF01/PCa2 Plus Postage 

Descriptors— • Business Education. •Federal Programs. •Instruc* 
lional Materials. 'Office Occupations Education. 'Resourcfe 
Materials. Accountings i^dult Education. Annotated 
Bibliographies. Banking. Bookkeeping. Career Education, Cita- 
tions References, ncrical Occupations. Data Processing Occupa* 
tions. Finance Occupations. Postsecondary Education, 
Resources. Secondary Education. Typewriting 
identifiers — United States 

This^ listing of federally produced curriculum and instructional 
materials for business and office educauon is one of eight annotated 
bibliographies tha provide mformation for vocational educators at 
the sccondar>. pdsisecondary. and adult levels. Introductory in- 
> formation given uicludes a description of how to use the listmg and 
sources and orderinVinlDrmation. The remainder of the guide is com- 
prised of citations of 4}nnted and audiovisual materials in the follow- 
ing subject areas, general references, accounting and bookkeeping, 
data programming and systems analysis, receptionist and other 
business conununicatiop. business law. general office typing and 
related seamarial and word processing, banking and finance, person 
nel and training programs, and office management and budget 
analysis. Also included ^e sections containing general vocational 
education matn'ials and career education mat^ials. The l^ic format 
for each entry is comprised of three sections (1) bibliographical in 
formation, listing the title, publication number, type of material, per 
sonal author, federal sponsor. pubUsher. publication date, numto of 
pages^ and the price. (2) a source code, which gives the federal 
organization from which the material can be ordered, and (3) an an 
notation or explanatory notes descnbing the use and mten^ users of 
the material. An order form is appended. (LRA). 



ED 191 986 



CE 024 394 



MQtor Cmc^atU for Vocatkmal & Tedmka) Edttditkm. M^b Pro* 
cesdBg Sf^Uist, Bk>cks I t»d n. Classroom Coorse 13-S. 

Chanute AFB Technical Traming Center. 111. Ohio State Umv.^ 
Columbus. National Center for Research m Vocation^ Education 

Pub Date— 75 

Pub Type— Guides/ Methods/ Techniques— Classroom 
Use— Instructional Materials (051). Guidcs/Mcthods/Tcchni- 
qufe— Classroom U se— Teaching Guides (05 2) 
EDRS Price-MFC) Fits Posttfe. PC Not ArallaVle from EDRS 
Descriptors— ^Metal Working, ♦Trade and Industrial Education. 
•Welding. Bdiavioral Objectives. Course Descriptions. Cur- 
riculum Guides, Hand Tools, High Schools. Learning Ac^ties. ' 
Lesson Plans, Metals. Postsecondary Education* Programed In- 
structional Materials. Safety. Secondary Education. Skilled Oc- 
cupations. Study Guides. Units of Study 
Identifiers— Mflitary Curriculum Project 

These curricultim materials are the first section of a four-part, 
secondary-postsecondary -level course in metals processing. The 
cotirse is one of a number of military-developed ctuiiculum packages 



selected for adaptation to vocational instruction and curnculum 
development in a civOian setting. Block 1, Introduction to Ox- 
yacetylene Welding, con tarns seven lessons covermg fifty -four hours 
of instruction. Shop and Flight Lme Safety Pracuces, Hand Tools. 
Operauon and Mamtenaqce of Weldmg Equipment, Bead and Lap 
Joints of C:arbon Steel, Butt Joints of Carbon Steel, Tec Joints of 
Carbon Steel, and Position Welding. Block 11, Oxyacetylene 
Welding, Cutting, Soldering, Brazing, and Hard Surfacing, contains 
seven lessons covering forty hours of instruction:-Mechanical Drawint 
and Blueprint Reading, Joints of Heat and Corrosion Resistant Fer\ 
rous Alloys, Cutting Carbon Steel, Silver and Lead Soldering, Brazing 
Steel and Gray Iron Castings, Fusion Welding Fenous Castings, and 
Hard Surfacing. Instruaor materials include a course chart, detailed 
lesson plans, and a plan of instruction containing the units of instruc- 
tion, criterion objectives, and additional materials needed. Student 
materiab include a study guide for each block with objectives, in- 
formation, review exercises, and references for each lesson, program 
med text on shop safety, handout of glossary welding terms, and han 
dout bibliographies. Suggested audiovisuals are not provided, 
(YLB). 

ED 191 987 CE 024 395 

Military CarrloiU for Vocatloc»l & Technical E^iKati Metals Pro- 
cessing Specialist, Blocks ULand IV, Classroom Coarse 13-^. 
Chanute AFB Technical Training Center, 111. Ohio State Unrv. 

Columbus, National Center for Research tn Vocational Education 

Pub Date— 75 ^ 

Pub Type — Guides/ Methods/Techniques — Classroom 
Use— Instructional Matepals (051). Guides/Methods/Techni- 
ques—Classroom Use— Teaching Guides (052) * 

EDRS Price-MF01/PC09 Plus Portage ^ 

Descriptors— 'Metal Working, *Trade and Indusuial Education. 
•Welding, Behavioral Objectives, Course Descriptions, Cur 
riculum Guides, High Schools, Learning Activities, Lesson Plans, 
Metals, Postsecondary Education, Secondary Education, Skilled 

• Occupation^, Units of Swdy 

Identifiers— Military Curriculum Project 

These curriculum materials are the second section of a four -part, 
secondary-postsecondary-level course m metals processing. The 
course is one of a number o^ military-developed cumculum packages 
selected for adaptation to vocational instruction and cumculum , 
development m a civilian setting. Blocbjll, Introduction to Metallic 
Arc Welding, contams six lessons mcludmg fifty-eight hours of m 
struction. Principles of Operation and Maintenance of Arc Welding 
Machmes, Identification and Selection of Electrodes, Stnnger Beads 
and Building Up Worn Surfaces, Fillet Welds in the Flat and Horizon 
tal Positions, Butt Jomt^ of Carbon Steel Plate, and putt Jomts of 
Carbon Steel Sheet. Block IV, Sp^tal Metallic Arts and Resistance 
Welding Applications, contains six lessons covermg fifty -eight hours 
of instruction. Filiet Weldsjn the Vertical Position, Fillet Welds m the 
Overhead Position, Pipe Joijtts, Heat and Corrosion Resistant Fer- 
rous Alloys, Cast Iron, and Hard Surfacing, Cutting, and Resistance 
Weldhig. Instructor maunials include a course chart, detailed lesson - 
plans, and a p]an of instruction containing the units of instruction, 
criterion objecdves, and additional materials needed. Student 
materials indude a ;study guide for each block that contains objec- 
tives, information, review exercises, and references for each lesson 
Suggested audiovisuals are not p^pvided, (YLB). 

ED 191 988 ^ CE 024 396 

Military CnrktU for Vocttloftal&TedmkalE^Bcatioii. MetalsPro- 

coin Specialist, Blocks V asd VI, Classroom Coarse 13-7. 
Chanute AFB Technical Training Center. lU. Ohio State Univ. 

Columbus. National Center for Resesyxh in Vocational Education 

Pub Date— 75 

Pub Type— Guides/Methods/Techniques — Classroom 
Use— instructional Materials (051). Guidcs/Methods/Techni- 
qucs— Classroom Ose— Teaching Guides (052) 

EDRS PrictT-MFOI/PCU Pte Postoge 

Descriptors— •Aviation Mechanics, •Metal Working, •Repair, 
♦Trade and Industrial Education, •Welding, Behavioral Objec- 
tives, Course Descripuons, Cumculum Guides, High Schools, 
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Learning Activities, Lesson Plans, Metals, Postsccondary Educa- 
tion, Secondary Education, Skilled Occupations, Units of Study. 
Identifiers— Aircraft, Military Curriculum Project 

These curriculum materials are the third section of a four-part, 
secondary-postsecondary-levd course in metals processmg. The 
course is one of a number of mihury-dcvdopcd cumculum packages 
selected for adaptation to vocational instruction and curriculum 
* dcvdopmem in a civilian setting. Block V, ln«t Gas Shidded 
Wdding of High Herfonnancc Aircraft Metals, has nine lessons con 
taining dghty-eighl hours an instruction. Incrx Gas Shidded Wdding,' 
Joints of Heat ind Conosion Resistant VerrourAUoys, Position 
Wdding of HeaAand Conosion Resistant Ferrous ADoys, Joints of 
Aluminum and Aluminum Alloy Sheet and Plate, Butt Joints of 
Magncshim, Joints 6f A 286 Alloy/ Joints of Chromoloy, Butt Joints 
of Nickd Base Alloys, and Butt Joints of Titanium and Tiunium 
Alloy Sheet, Block VI, Pipe, Tubing, and Aircraft Exhaust and Jet 
Engine Hot Section Repair, has six lessons covering fifty^ght hours 
of instruction. Joints of Heat and Conosion Resistant Ferrous Alloy ^ 
Pipe Jomts of Alumimum Alloy Pipe and Tubing, Butt Patches on 
Jet Engine Hot Section Parts, Fillet Patches on Jet Engine Hot Sec 
tioi> Parts, Reciprocating Engine Exhaust Manifold Repair, and 
Welding of Ca5rbon and Alloy Steel Tubular Assemblies, Instruction 
material^include a course chart, detailed lesson plans, and a plan of 
instruction containing the units of instruction, criterion objectives, 
and additional materials needed Student materials include a study 
guide for each bl(Kk^iih objectives, information, review exerflUs, 
and references for each lesson. Suggested audiovisuals arc no\ provid 
ed. (YLB). 

ED 191 989 ^ "CE 024 397 

Military Carrkvla for Vocational & Technical EdQcatioo. Maals Pro- 

ccadag Specialist, Block VIl, Qassroom Conrse 13^ 
Chanute AFB Technical Training Center, 111. Ohio State Univ. 

Columbus. National Center for Research in Vocational Education 

Pub Date— 75 * ' , 

Pub Type — Guides/ Met hods/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
ques—Classroom Use— Teaching Guides (052) 
EDRS Prfc»-MFOl Ros Postage. PC Not Arallable from EDRS' 
Descriptors— •Finishing, 'Machine Tools, 'Metal Working, •Trade 
and Indjistrial Education, 'Wdding, Behavioral Objectives, 
Course Descriptions, Cvrriculffm'Guides, High Schools, Learn 
ing Activities, Lesson Plans, Metals, Postsecondai^ Education, 
Secondary Education. Skilled Occupations, Units of Study 
Identifiers— Military Curriculum Projea 

These curriculum materials are the fourth section of a four part, 
secondary-postsecondar/levbl course in metals processing. The 
course is one of a number of military-dcvdoped curriculum packages 
selected for adaptation to vocational instruction and curriculum 
devdopment in a civilian seating. Block VII deals with heat treating, 
hardness testing, deaning, and electropUting. It contains six lessons 
covering fifty -six hours of instruction Safety and Operation of Heat 
Treating Furnaces, Identification and Classification of Metals, Hard 
ness Testing, Heat Treatment of Ferrpus Metals, Heat Treatment of 
Heal and Corrosion Resistant Ferrous Alloys, Nickd Base Alloys, 
Aluminum and Aluminum Alloys, and Titanium Alloys, and Clean- 
ing, Plating, and Corrosion Control Instructor materials include a 
course chart, de|ailed lesson plans, and a plan of instruction contain 
ing the units 'of instruction', criterion objectives, and additional 
m a teri a l s needed. Student materials include a study guide which con 
tains objectives, information, review exercises, and references for 
each Wesson. Suggested audiovisuals are not provided. (YLB). 

ED' 191 991 C:E025 857 

Webb, Anita H. And Others 

Seafood Pro^MCts: Am bstrvctloBil GMt for Home EomomScs Pro- 
gnuBs. 

Virginia Polytechnic Inst, and State Univ. Blacksburg 
Pub Date— 79 

Available from— Virginia Polytechnic Institute and Siate^University ^ 
Sea Grant, Virginia Polytechnic Institute and State Univenity, 
Blacksburg, VA 24061 ($6.00; S5.40, quantity price) 

Pub Type — Guides/ Met hods /Techniques — Classroom 



Use— Instructional Materials (051). Guides/Mcthods/ Techni- 
ques— Qassroom Use— Teaching Guides (052) 

EDRS Price— MFOl Pins Postage, PC Not ATailable from EDRS . 

Descriptors— •Consumer Education, "Foods Instruction, "Home 
Economics, • Nutrition instruction. Behavioral Objectives, 
Elementary Secondary Education, Food. Food Service, l>earning 
Activities, Postsccondary Education 

The instructional materials contained in this guide are designed for 
consumer and nutrition education and have been structured m ac- 
cordance with federal regulations for ^vocational consumer and 
homemaking edupational programs. Instrucuonal objectives and ac- 
tivities are divided into three levels, ^tevel 1 for youth in ex- 
ploratory/beginning programs, level 2 for mtennediate level pro- 
grams, and levd 3 for advanced home economics students. Each level 
contains an overview providmg concepts to be covered, generaliza- 
tions, objectives, and evaluation measures for the section. Exercises m 
levd ! involve the food value of seafood, differences between fmfish 
and sheiifish, a^d seafood snacks. Provided m level 2 are exercises 
and charts on nutrition, fish cuts and forms, inspection and gradmg, 
characteristics of good quahty seafood, season avaBability, market 
forms, and seafood purchase, preparauon, and storage. Therapeutic 
diets, characteristics of good quahty, cleamng and. filleting, samta- 
tion, storage, processmg, cost analysis, consumer information and ad- 
vanced preparation are covered in level 3 acuvities. In addiuon to 
conventional exercises, this guide contains such supplemeniary ac- 
tivities as seafood puzzles, nddles, and scrabble. Drawings, 
references, and resource materials are app>ended. (CE 025 858 ts a 
seafood manual for school food-service personnel and CE 025 859 is a 
seafood guide for occupational food service programs. ) (MN). 

ED 191 992 CE 025 858 

Whitakcr, Carols. Webb, Anita H. 

Seafood Manaal for School Food Service Persoimel. 

Virginia Polytechnic Inst, and State Umv, Blacksburg 

Pub Date— 78 

Available from— Virginia Polytechnic Institute and State University 
Sea Grant, Virginia Pdytechmc Institute and State Umversity, 
Blacksburg, VA 24061 (SI .50) 

Pub Type— Guides/Methods/Techniques— Non-Classroom Use (055) 

EDRS Prke-MF01/PC02 Plos Postage 

Descriptors— •Ancillary School Services, 'Food, 'Food Service, 
•Food Standards, 'Nutrii^, Learning Activities, Nutnuon In- 
struction, Occupational Home Economics 
Seafood information pertment to the needs of school food service 
personnd is presented. Each of five sections conCS^ins information 
considered important by school food service managers and super- 
vi^rs as indicated m a national survey (19T7). Provided m section one 
are a narrative section, graph, and chart oi^ seafood nutntive value. 
The next section on seafood sdection dcscnbes (1) market forms of 
fresh and frozen fish, (2) physical characteristics of fresh 
whole/'fOleted^ fish, (3) such purchase cntena as availability, market 
forms, quantity, and mspeoion, and (4) wntmg specifications for bid- 
ding. Storage of seafood ts covered m section 3. Included m the 
.preparation information ^en m section 3 are charts, illustrations, 
and a narrative section dp thawing, cookmg, and servmg seafood. 
Sugg^tions on how scnool food programs can cooperate with 
classroom teachers to provide nutntion education are listed m section 
5 which includes teammg activities ai^d resource ag^<^ addresses. A 
short bibliography is appended. (CE 025 857 is a seafood products m- 
structional guide for home economics programs and CE 025 859 is a 
seafood products guide for occupational food service programs. ) 
(MN). ^ 

ED 191 993 * CEP25 859 

Webb, Anita And Others • 
Seafood Prodtc^Food Senke Program Gtdde. , 
Virginia PolytecnhlClnst. and Slate Univ. Blacksburg 
PubDaie-79 ^ *" 

Available from— Virginia Polytechnic Institute and Slate University 
Sea prant, Virginia Polytechnic Insutute and Siau Umversity, 
Blacksburg, VA 24061 (J4.00; $3.60, quantity price) 
Pub Type— Gt ides/ Met hods /Technique 8 — Classroom 
Use— Instructional Materials (051). Gtndes/Methods/Tcchm* 
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qucs— Classroom Use— Teaching Guides (052) 
, EDRS Price-MFOi/PCOS Phis PosUge 
Descriptors— •Food Service, 'Foods Instruction, •Nutrition Instruc 

tion. •Occupational Home Econonaics. Advertising. Behavioral 

Objectives, Food, Food Standards, Games. Learning Activities. 

PwlStcondaryEducaiioii, Puzzles, Secondary Education, Tests 
The nine lessons and supplementary activities included in this 
seafood food service program guide are intended for tise in secondary 
and postsccondary occupational home economics food service pro- 
grams. Material covers nutrition, therapeutic diets, harvesting 
methods, quality assessment, fish cuts and forms, inspection, dress- 
ing, storage, sanitation, preparation, garnishing, menu planning, cost 
analysis, advertising, and serving. Specific lesson objectives include 
(1) kientincation of fish types, cuts, and nutrients; (2) .understanding 
of inspection purposes and technique; (3) development of skills in 
purchasing, cleaning, storing, dressing, and preparing fish; (4) 
developing advertising plans to proftrote a seafood buffet; (5) 
evaluating form, taste, and recipes. Each lesson provides for actual 
hands-on experience in handling fish and such learning activities as ex 
ercises. games, puzzles Tests are included at the end of each lesson, 
and lists of references and resources are appended. Drawings of fish 
types 'and cujs, fishing gear, and inspection seals constitute one^third . 
of the document. Supplementary activities recommended for'use with/ 
this gvide inchide a Hdd trip (planned in lesson 5) and the utilization! 
of resources persons': (MN). 
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* Asslsta£ Drivers Tn^ Study Golde, New York Sutc School Bos 

Driver Trainifig Progranu 
Ncv^ York Sute Education Dept. Albany 
Pub Date— 80 

Pub Type— Guides /Methods 'Techniques — Classroom 
„ Use— instntdionaJ Materials (051) 
EDRS Prkt-MF01/PC06 PIbs Postage 

Descriptors— •Disabilities. •Driver Education, •Fu'st Aid, •School 
Buses, •Students, •Student Transportation, Adult Vx>cational 
Education, Attitude Change, Behavioral Objectives, Bus 
Transportation, Responsibility. Service Ocoflpations, Student 
Behavior, Study Guides 
Identifiers— Bus Drivers, New York 

Tiiis assistant drivers tramee study guide is designed (or ixi^ by 
students in a school bus driver mstrucuon program as a preclass 
assignment, a textbook/notebook dunng instruction, and a reference 
book after instruction. A compamon instructor's guide is available 
separately -see Note. The guide is divided mto five umts. (1) Develop^ 
' ing a Positive Attitude toward Handicapping Conditions, (2) Who are 
the Children with Handicapping Conditions, (3) Responsibilities of 
the School Bus Transportation Team, (4) Behavior Management 
'Techniques, and (5) First Aid. Each unit contains the following: table 
of content, statement of objectives, complete textual outline of the 
necessary content material trainees must learn to accomplish the ob- 
jectives, a column for trainee's notes beside the text material, and unit 

• review questions. (YLB). 
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Rogers, R. Ddano 

AsOstM Drhers IistrQctor*srMaiisal. New York Sute Scbod Bss 
Driver Trafadsg Program. 

New York State Education Dept. Albany » • 

• Pub Date— 80 

Pub Type-- Guides/ Met hods/ Techniques — Classroom 

Use--Teiching Guides (052) 
EDRS Prtce-MF01/PC07 Plis Postage 

Descriptors— •Disabilities, •Driver Educauon, •First Aid, •School 
« Buses, •Studenu, •Student Transporution, Adult Vocational 
Education, Attitude Change, Behavioral Objectives, Bus 
Transportation, Gulddines, Responsibility, Service Occupations. 
Stud«it Behavior " . 

Jdcnlificrs— Bus Drivers, New York* V 



This assistant drivers mstructor*s manual for a school bus driver m 
structional program accompanies a student study guide— see Note, y 
The manual is divkied into five uniu. (I) Dcyeloping a Positive At- 
titude Toward Handicapping Conditions, (2) Who Are the Children 
with Handicapping Conditions, (3) Responsibilities of the School Bus 



Transportation Team, (4) Behavior Management Techniques, and (5); 
First Aid. Each unit contains the following: table of contents, state- 
ment of objectives, complete textual outline of the necessary content 
material trainees must learn to accomplish the objectives, complete in- 
structor's guidelines, and unit review questions. Answers to the umt 
review questions are picsailcd in a block at the end. fx LB;. 
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Thornton, L. Jay And Othtrs 

Cosm^ology Reading Strategies. 1980 Vocational Readhig Series. 

Pennsylvania State Dept. of Education, Hamsburg. Bureau of Voca- 
tional and Technical Education. Pennsylvama State Umv. 
University Park. Div. of Occupational and Vocational Studies 

Spons Agency— Office Of Education (DHEW>, Washington, D.C. 

Pub Date— 80 

Pub Type — Guides/Methods/Techniques— Classroom 
Use— Teaching Guides (052) 

EDRS Price— MF01/PC05 Plus PosUge K 

Descriptors — *Qoze Procedure, •C^rrccUve Read^ •Cosmetology, 
•Readability, •Reading Difficulties, •VocaticiSr Education, Case 
Grammar, Content Area Reading, Directed Reading Activity, 
Job Skills, Leammg Activities, Learnmgi)isabiliues, Postsccon- 
dary Education, Readability Formulas, Reading Comprehension, 
Reading Skills, Secondary Education, Teaching Methods 

Identifiers,- SCJ4R Method 

Cosmetology Reading Strategies is one of five instructional guides 
m the Reading Strategies in Vocational Education Series. Developed 
to assist teachers workmg with students considered disadvantaged 
because of reading deficiency, the guide contains several strategies, 
suitable for adaptauon, specifically related to cosmetology instruc- 
tion. Each of six sections into which the guide is divided contains in> 
formauonai material and extensive examples and exercises. Secuon I 
-concerns- readability and gives procedures and guidelines for how^o— 
collea samples and how many samples to collect. Section 2 briefiy 
describes the Cloze procedure and its usefulness as a reading test and 
as a teaching technique for the theory of case grammar. The follow- 
ing four sections each present a set of important reading skills. Basic 
Vocabulary Skills, Paragraph Comprehension, SQ4R (Survey, Ques- 
tion, Read, Record, Recite, Review), and Recognizing and Recording 
Complex Information. Each skill is broken down into segments re- 
quiring no more than 5 10 minutes of class time every other day. 
Homework utilizes text assignments normally required. FoiJo^ving m 
dividual skill disc\issjons iS the part, Textbook Application, where 
each skill is applied to the course's own textbook. Each section ends 
with additional suggestions for teaching the new skills. (A^tjne trame 
IS provided for teaching the skills. ) (YLB). 
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Thornton, L. Jay And Others 

Medkil Asdstbg Reading Strategies. 1980 Vocational Reading Series. 

Pennsylvani Sute Dept. of Educauon, Hamsburg. Bureau of Voca- 
tional and'Technical Education. Pennsylvama State Univ. 
University Park. Div. of Occupational and Vocational Studies 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 80 , 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC06 Ros PosUge 

Descriptors— •Allied Health Occupations Education, •Cloze Pro- 
cedure, •Corrective Reading, •Medical Assisunts, •Readability, 
•Reading Difficulties, Case Gramnjar, Content Area Reading, 
Directed Reading Activity, Job Skills, Learning Activities, Learn- 
ing Disabilities. Postsccondary Educauon. Readability Formulas, 
Reading Comprehension. Reading Skills. Secondary Education, 
Teaching Methods, Vocational Education 
Identifiers— S<}4R Method 

Medical Assisting Reading Strategies is one of five instructional 
guides in the Reading Strategies in Vocational Education Series. 
Devdoped to assist teachers workmg with students considered disad 
vantaged because of teadmg deficiency, the guide contains several 
tthategies. suitable for adaptation, specifically rdated to medical 
assisting instruction. Each of six sections mto which the giude is 
divided contains mformauonal material and extensive examples and 
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exercises Section ! concerns readability and gives proccdGes and 
guidelines for method and number 6f samples to collect Section 2 
briefly describes the Cloze procedure ^d iu usefulness as a reading 
test and as a teaching technique for the theory of case grammar The 
following four sections each present a set of important reading skills. 
Basic Vocabulary Skills. Paragraph Comprtheasion, SQ4R (Sur.c>, 
Question, Read, Record, Recite, Review), and Recognizing- and 
Recording Comple^ Information, Each skill is broken down into 
segments requiring no more than 5-10 minutes of class time every 
other day. Homework utilizes text assignments normally required. 
Following individual skill discussions b the part. Textbook Applica- 
tion^ where each skill is applied to the course's own textbook. Each 
section ends with additional suggestions for teaching the new skills. 
(A time frames provided for teaching the skills. ) (YLB). 
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Beasicy, Georgia Blair, Corap 

Home Ecooomics: An AnooUted Bibliography. 

Mississippi Sute Dept. of Education, Jackson. Div. of Vocational 

and TechniciU Education. Mississippi S&te Univ 

Mississippi Sute. Coll. of Education 
Pub Date— 79 

Pub Type— Reference Materials— Bibliographies (131) » 
.EDRS Price-MF02/PC22 Plus PosUge 

Descriptors— •Clothing Instruction, •Family Life Education, •Home 
Economics, •Home Economics Education, •Housing, •Profes- 
sional Development, Adult Education, Armouted Bibliographies. 
Consumer Education, Cooking Instruction, Cooperative Educa- 
tion. Curriculum, Curriculum Guides, Day Care, Disabilities, 
Elementary Secondary Education, Food Service, Foods Instruc- 
tion, Home Economics Skills, Home Funtishings, Homemaking 
Skilb, Inservice Ts^a^cr Education, Instructional Materials, In- 
terior Desjgn, ycedle Trades, Nutriuon Instruction, Occupa^ 
ttbiiir Home "EcAiom ICS, Parenthood ^^cation. Postsccoiidary ~ 
Education, Sewing Instruction, Teaching Guides, Vocational 
Education 

This annotated bibliography is an attempt to provide a fairl> exten 
sivc listipg of available resource matcnals related (o home economics 
It docs not attempt tcr include materials listed m readily available 
catalogs produced by commercial sources, government agencies, or 
other agencies which normally supply their lists to teachers The ap- 
proximately 500 entries are divided into ei^t sections comprehen 
sive, child care, clothing, consumer education, family living, foods, 
housing, and professional development ^Each secuon begins with an 
alphabetical title breakdown Tho^ format for each resource is as 
follows' title, type material, intended user, cost, catalog number, 
date, publisher and address, and description Two appendixes, found 
at the beginning^ include tips for using the bibliography and mstruc 
tions for ordering materials. (YLB). 
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BcasJcy, Georgia Blair/ Comp 

An Actirities Handbook for ChM Care: Science. 

Mississippi State Dept. of Education, Jackson. Div. of Vocational 

and Technical Educa^on. Mississippi State Umv. 

Mississippi Sute. ColK of Education 
PubDate-79 ^ 

Pub Type — Guides/Methods/Techniques- Classroom 
Use— Instructional Materials (051) Guides/Met^ods/Tcchni- 
ques— Qassroom Use— Teaching Guides (052) ' 

EDRS»Price-MF01/FC04 Plus PosUge 

DescriptorST-^Elementary School Science, •Learning AcUvities, •Oc- 
cupational Home Economics, •Science Education. Gassroom 
Techniques, Curriculum Guides, Day Care, Instructional 
Materials, Lesson Plans, Preschool Education,' Resource 
Materials, Science Activities, Secondary Education, Visual Aids 
C(esigned for both the home economics teacher as a reference m 
planning a science unit in the child care curriculum, and for the stu- 
dent of child care as a resource for planning science activiues, this 
handbook contains six umts for teachihg science to preschool 
children. Five of the units tcSich through imaginative finger plays and 
songs, and all contain learning activities to help childr^ explore their 
world through touching, tast\ng, observing, and investigating Some 
activities provi4e practice in classroom^ skills, while others encourage 



creativity by the students, topics covered mciude. Understanding ihe 
Body, Seasons/Weather, Animals, t>lant Power, Machines and Tools, 
and Force and Pressure. Visuals for bulletin board or projector occur 
throughout the units. Appendixes coniam suggested science resources 
mduding records, pictures, films and filmstrips, and children's 
science books, a plan for a. discovery tenter , a Ibl of free ur inexpen- 
sive science materials, suggestions for teachmg science activities, a 
Wank acuviiy plan form, and an instructor checklist for a science 
presentation. A bibliography is also included. (KC). 
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Thornton, L. Jay-And Others 

Trade and Indostrial Reading Strategies. 19S0 Vocational Reading 
Seriesr 

Peimsylvania Slate Dyt. of Education, Harrisburg. Bureau of Voca- 
tional and Technical Education. Pennsylvania Sute Univ. 
University Park. Div. of Occupational and Vocational Studies 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 80 

Pub Type — Guides/Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF0!/PC06 Plos Postage 

Descriptors— •Goze Procedure, •Corrective^ Rc^ing, •Readability. 
•Reading Diffiailties, •Trade' and Industrial Education, Case 
Grammar, Content Area Reading, Directed Reading Activity, 
Job Skills, Learning Activities, Learning Disabilities, Posisecpn- 
dary Education, Readability Formulas, Readmg Comprehension, 
Reading Skills, Secondary Education, Teaching Methods, Voca- 
tional Education 
Identifiers— SQ4R Method 

Trade and Industnal Reading Strategies is one of five instructional 
guides m the Reading Strategies in Vocational Education Series. 
Developed to assist teachctsjaiirJangjmhjiudcms considered disad- 
vantaged because of readmg deficiency, the guidps:ontains several 
strategies, suiuble for a^lapuuon, specifically relatep to trade and in- 
dustrial education. Each of six sections into which the ^uide is divided 
contains informational material and extensive examples and exercises. 
Section 1 concerns readability and gives procedures and guidelines for 
collecting samples and how many to collect. Section 2 bnefly 
describes the Cloze procedure and its usefulness as a reading test and 
as a teaching techmqge for the theory of case grammar. The follow- 
ing four sections each present a set of important reading skih^ Basic 
Vocabulary Sl^ilb, Paragraph Comprehension, SQ4R (Survey, Ques- 
tion, Read, Record, Recite, Review), and Recognizing and Recording 
Complex -Information. Each skill is broken down into segments re- 
. quiring no more than 5-10 mmutes of class umc every other day. 
HomeworV utilizes text assignments normally required. Following in- 
dividual skill discu^ions is the part. Textbook Application, where 
each skill, is aj^jfftw to the course's own textbook. Each section ends 
with additional suggestions for teaching the new skills. (A time frame 
is provided for teaching the skills. ) (YLB). 
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TTiornton, L. Jay And Others 

Data Processing Reading Strategies, 1980 Vocatioiuil Reading Series. 

Pennsylvania Sute Dept. of Education, Harrisburg. Bureau of Voca- 
tional and Technical Education. Pennsylvania Sute Univ. 
Umversity Park. Div. of Occupational and Vo<;fltionar Studies 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 80 

Pub Type — Guides/ Methcrds/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price— MF01/PC06 Plos PosUge 

Descriptors— 'Business Educauon, 'Cloze Procedure, 'CorrccUve 
Rca^ding, 'Dau Processing, •Readability, •Reading DifficulUes, 
Case Grammar, Computer Science Education, Content Area 
Reading, Directed Reading Aaiviiy, Job Skills, Leammg Ac- 
tivities, Learning Disabilities, Postsccondary Education, 
Readability Formulas, Readmg Comprehension, Reading Skills, 
Secondary Education, Teaching Methods, Vocational Education 

Identifiers— S(34R Method * 
Dau Processing Reading Strategies is one of five instructional 

guides in the Reading Strategies in Vocational Education Series. 

Developed to assist teachers working with students considered disad- 
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vantagcd because of reading deficiency, the guide contains several 
strategies, suitable for adaptation, specifically relate^ to data procos* 
ing instruction. Each of six sections into which the guide is divided 
contains informational niaterial and extensive examples and exercises. 
Section 1 concerns readabUity and gives procedures and guidelines for 
collecting samples and how many to. collect. Section 2 briefly 
describes the Cloze procedure and its usefulness as a reading test and 
a$ a leaching technique for the theory of case grammar. The follow- 
ing four sections cadb present a, set of important reading skills: Basic 
Vocabulary Skills, Paragraph Comprehension, SQ4R (Survey. Ques- 
tion, Read, Record, Recite, Review), and Recogniziiig and Recording 
Complex Information. Each skUl is broken down into segments re- 
quiring no more than 5-10 minutes of class time every other day. 
Homework utilizes text assignihents normally required. Following in- 
dividual skill disctissions is the part. Textbook Application, where 
each skill is^^^lied to the course's own testbook. Each section ends 
with additional suggestions for teaching the new skills. (A time^r^e 
is provided^orjeaching the skills. ) (YLB). 
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Thornton, L. Jay And Others - i * - 

CarpestryReadl^ Strategies. Vocati<»sal ^diag Serk^ 
Pennsylvania State E)ept of Education, H#feburg. Bureaugf Voca- 
tional and Technical Education. * Pennsylvani^'Staic Univ. 
^niveniiy Park. Div. of OccUpatid^ and Vocational Studies 
Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date-80 

Pub Type— Guides/ Met ho|Js/Techniques — Classroom 

Use— Teaching Guides (052) \J 
EDRS Price-MBOl/FCOS Plus 

Descriptors— •Carpenters,^ 'Qoze Procedure. •Corrective Reading, 
•Readability, 'Reading Difficulties, •Trade and Industrial Educa- 
tion, Cabinetmaking, Case Grammar, Content Area Reading, 
Directed Reading Activity, JotrSkiUs, LeamingT^ctivitics, bcanr-- 
ing Disabilities, Postsecondary Education, Readability Formulas, 
Reading Comprehension, Reading Skills, Secondary Education, 
Teaching Methods, Vocational Ed ucatio n. Woodworking 

Identifiers— SQ4R Method ^ 

* Carpentry Reading Strategies b one oQfive instructional guides in 
the Reading Strategies in Vocational Education Scries. Developed to 
assist, teachers working with students considered disadvantaged 
because of reading deficiency, the guide contains several strategies, 
suiuble for adapta^n, specifically related to carpentry instruction. 
Each of six sections into which the guide is divided contains informa- 
tioiial material and extensive examples and exercises. Section 1 con- ^ 
ccnw readabUity and gives procedures and guidelines for how many 
samples to.collect'and bow to collect ihem. Se<:tion 2 briefly describes 
the Cloze procedure and its usefulness as a reading test^and as a 
teaching technique for the theory of case gramrnar. The following 
four sections each present a set of important reading skills: Basic 
Vocabulary Skills, Paragraph Comprehension, SQ4R (Survey, Ques- 
tion, Read, Record, Recite, Review), and Recognizing and Rccordiijg 
Complex Information, Each skill is broken do'vra-inia segments re- 
quiring no more than 5-10 minutes of class time every, other day. 
Home work utilizes text assignments normally required. Following in- 
dividual skill discussions is the part. Textbook ApplicaUon, where 
each skQl is applied to the .course's own textbook. Each section ends 
with adxiitional suggestions for teaching the new skilb. (A time frame 
is provided for teaching the skills. ) (YLB). 
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GUck, Georgia S. Upton, Unda Kulow 

Teda{n«cs for Elimisatl^ Sex Dbcriald^ from Vocadottl tiwcz^ 

tkMC Ab Itts&vctor's Gid4e for Cclhiary Arts* 
Minut maJLRe gional Vocauonai Technical School, Lexmgton, Mass 
SoMSfltS^y^MassachusetU State Dept. of Education, Bo^n 
*^bDatc^^ 

Pub Type— Guides/ Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Prfc«-Mm/Pa)5 Ph» Postage 
^ Descriptors— •Classroom Techniques, 'Instructional Improvement, 
•OccupaUggjI Home Economics, *Scx Fairness, ♦Student At- 
. tltudcst^fntbook Bias, Food Service Occupations, Postsecon-* 
don. School Shops, Secondary Education, Self Con* 



cept. Sex Bias, Sex Differences, Sex Discruninatlon, Teacher Im- 
provement, Teaching Methods, Textbook Evaluation ^ , 
Identifiers — Massachusetu ^ 

This instructor's guide addresses issues of sex bias as they occur m 
the shop area of the Culinary Arts Program. The first part gives 
gener^ backgrotmd by discussing sex discrmiinauon and scli^ls and 
course enrollments^ by sex and the Culinary Arts shop'' at the 
Mmutcman Regional Vocational Technical School^ Massachusetu. A 
second, and much larger, pan focuses on strategies (developed at 
Minutcman) to overcome the effects of sex bias. It describes three 
focustt of tbe plan of action: Culmary Arts instrucuonal matenals, 
students' self concepts and biases, and instructor's shop, management. 

Three sections discuss activities undertaken. The first section 
describes procedures used to r'eview department textbooks, reports 
findings, and outlines strategies to counteract bias. T]ie second 
focuses on the survey of students' attitudes and sex differences and 
reports major findings and conclusions. The third section concerns 
the self-examination of instructors' actions in the shop and lists 
strategies for seven aspects of the curriculum. A checklist follows, 
which is both a Summary of-" manual highlights and an instrument for 
self* monitoring. Extensive appendixes provide relevant articles and 
materials, including checklists for evaluatmg materials, analyses of 
textbooks, student survey, and selecuons from 'Guidelmes for Sex- 
Fair Vocational EducationMaterials'. (YLB). 
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No/ting, Greg And Others 

DeTdopcttst of tn IndiTidHalized and Gnwp lostroctioaa] Program 
Based OB Finaodal Maoag^ent for Adolt/Yooog Farmers in Voca- 
tiosal Agricaltsre Programs in Missouri. Final Report. 

MissotuiUniv. Columbia 

SpQps Agency— Missouri State Dept. of Elementary and Secondary 

Education, Jefferson City 
fuTERuc— 80 

Pub Type— Quid es/ Methods/ Tech niques— Classroom 

Use— Teaching Guides (052). Reports— DescnpUve (141) 
EDRS Price-MF01/PQ6 Pte Po^ 

Descriptors— 'Adult Farmer* Education, •Agricultural Education, 
•Currictilum Development, •Farm Accounts, 'Vocauonai Educa- 
tion, 'Young Farmer Educatio^p Accounung, Competency Based 
Education, Computer Programs, Course Content. Farmers, 
Farm Management, Group Instruction. Individualized Instruc- 
tion, Instructional Materials, Leammg Activiues, Lesson Plans, 
* Postsecondary Education, Recordkeeping 
Identifiers— Misiouri 

A study was conducted to develop competcncy^based curriculum 
materials and a computer-based analysis system for farm busmess 
records to assist local vocational agnculuire teachers of adult/ young 
farmers in theu* group and mdividualized instructional programs. A 
list of thirty-five competencies m financial management were 
validated using responses from a random sample of ten adult/young 
fanner teachers, fifty adult/young fanifer enrollees, and ten represen- 
tatives of agricultural credit* The farm btismess records of thirty-mnc 
enrollees in seventeen local schools throughout Missouri were used m 
the pilot project of analyzmg records. Output data for each farm 
busmess included a depreciation schedule, cash flow, profit and loss 
statement, financial statement, enterprise analysis of each enterprise 
with comparative results, and a 1040F tax form. In addiuon, three 
computer programs that can be accessed with remote data terminals 
were developed. The curriculum materials developed in the project 
were comprised of ioi lessons ma udt titled Establishing a Farm Ac- 
counting System. Among the lessolU developed were (1) Introduction 
to Kecptog Records. (2) Planning the fear's Cash Flow, (3) E>evelop' 
ing Dq>reciation Schedules for Machinery^ (4) Setting up Farm inven- 
tories and FimuKial Statements, (5) Keeping Enterprise Records, and 
(6) Using Concept of Time Value in Planning. (LRA). 
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Uoyd, Anthony And Others 

BQfa^ Vocttk»al^Bcatiosa] Cvrrictdsm Derelof moot 
New York Univ. N.Y. Dept. of Technology and industrial Education 
Spoca Agency— Of rice of Education (DHEW). Washington, D.C. 
Pub Date*-79 / 
Contract^GOOT702:Hfy ^ 
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Note— 207p ; The glossary may not reproduce well due lo light type 
' Pub Type — Guides/Methods/Techniques— Classroom 
Use— Instpictiona] Materials (051) 
EDRS Prfce-MFOl Ptw Postage. PC Not ATailable from EDRS . . ^ 
Descriptors— •Bilingual * Education, '•Curricuhim Development. 
•Instructional Materials, •Material Dcvelopmeni. •Jlcadabih'ty. 
•Vocational Bducation, Adult Education, Chinese. Curriculum 
Design. French. Non Englbh Speaking. Postsccondary Educa* 
tion. Readability Formulas. Secondary Education. Spanish. Test 
Construction. Testing. Translation 
Identifiers— Bilingual Materiab. Limited English Speaking 

This handbook for^the bilingual vocationa] curriculum specialbt 
contains seven modules which describe the process of developing cur- 
riculum materials to be used by s:6idents of limited-Englbh-spcaking 
Ability. M^ule 1 b an introduction to the b^dbook which discusses 
' bilingual education in the United States and the role of the teacher in 
bilihgual education. Module 2 concerns the general principles of cur- 
riculum development for vocational education subjects. It outlines 
these phases: preparatory, assemble and critique resources, prepare 
cultural profile; develop curriculum plan, establbh curriculum design, 
preparation of trial modules, critical review of trial modules, complete 
curriculum product, and reality test product. Module 3. Readability: 
Language ^nd Style, describes considerations and procedures for 
writing materials in simplified Englbh'. Module 4 deals with transla- 
tion of materials. Module 5 discuss^ testing minority students and 
constructing. Imgubtically fair tests. Examples are given in Englbh. 
French. Spanbh. and Chinese. Module 6 Ibts resources. Appendixes 
(Module 7) include an ar{icle on cognitive styles and culture and^ a 
glossary. The ^ossary. amounting to approximatdy half of the hand- 
book. Isj, a restricted Ibt of words suitable for writing vocational 
materiab. The fewer than 700 words are presented in Englbh, 
Spanish. French, and Chinese, (YLB). 
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K«]»» VocatioBal Agrkoltnre Edocatioo. Bask Core Carrknlmn L 
Kansas State Dept. of Education. Topeka. Dept. of Vocational 

Agriculture. Kansas State Univ. Manhattan 

Pub Date— 77 

Pub Type — Guides/Methods/Techniques— Classroom 
Use— Teaching Guides (052) Jests. Questionaires. Evaluation in- 
stru ments(J60) 

EDRS Price-Sf F03 Plus Postage. PC Not AraflaWe from EDRS 
Descriptors— •AgnAiltural Education. •Agricultural Etjginecring, 
•Agronomy. •Animal Husbandry. •Supervised Farm Practice. 
•Vocauonal EducaUon, • Agricultural Safety, Behavioral Objec- 
tives. Career Planmng. Careers. , Course Content. High Schoob, 
Leadership. Learning Activities, Secondary Education. State 
Curriculum Guides. Student Organizations, Teaching Guides, 
l^its of Study «k 
Identifiers — Kansas * 

Thb secondary vocational agrictiltu}-al curriculum guide b ope of a 
set «f four designated as. the basic core^x^ instruction for vocational 
agriculture programs in Kansas. Units of instruction are presented in 
six sections: (I) Orientation and Careers. (2) Leadership. (3) Supervis- 
ed Experience Programs. (4) Animal Science. (5) Plant and Soil 
Science, and (6) Agricuhural Mechanics. Each unit b comprised of 
the foUowmg parts: terminal obJcctives> Specific objectives, orienta- ' 
- tiop with suggested instructor and student activities and references, in- 
formation sheets, a^ignmept sheets.' unit test, and unit test answers. 
(YLB). ^ 
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Kai$i» Vocatioaal Agricahire E^ttcatcm. Basid Core CarrkdTO 
Kansas State Dept. of Education. Topeka. • Dept. of Vocational 

Agriculture. Kansas State Univ. Manhattan 

.Pub Date— 75 

Pub Type — Gujdcs/Met hods/Techniques— Classroom 
Us^— Teaching Guides (052). Tests, Questionaires. Evaluauon m 
stru ments (160) ' 
EDRS PTke-MF06 Vim, Posti^ PC Not ATafl*^ from EDRS 
Descriptors— •AgricuUurtl Education. •Agricultural Engineering; 
•Agronomy, •farm Management* •Supervised Fann Practice, 
^Vocational Education, Agricultural Machinery, Behavioral Ob- 
jectives. Career Planning. Careers. Course Content. High 



Schoob. Leadership. Learning Activities. Secondary Education. 

State Cumculum Guides^ Student Organizations. Teaching 

Guides. UniU of Study \ 
Identifiers— Kansas 

Thb secondary vocational agricultural cumculum guide is^one of a 
set of fo^r designated as the basic core of mstruction for vocational 
agriculture programs in Kansas. Umts of instruction are presented in 
-four sections: (4) Supervised Training- Programs. (2) Leadership. (3) 
^ Plant and Soil Science, and (4) Farm Mechamcs. Each umt is com- 
prised of the following parts: terminal objectives, specific.objcctivcs, 
orientation with suggested ^ instructor and student activities and 
references, information sheets, assignment sheets, unit test, and unit 
test answers, (YLB). 
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^damsky. Richard A. And Othm 

Assist Learners is OlHaining the Varioos Voccational Instmctioaal 
Certifkates Islited ia FeiasyiTania« Professional Preparation 
Modsle: Resource Person. 

Temple Umv. Philadelphia. Pa. Div, of Vocational Education 

Si)ons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education. Harrisburg « . ' 

Pub Date— 80 

Contract— 85-9825; 86-8809^ 94-801 1 

Note— 171 p. ; Small type in reproduced forms will not reproduce well. 
^ For related documents sec CE 026 537-548. CE 026 551. and CE 
026 82^-826 

Pub Type — Guide s/Metho<fs/Techniqu?s — Classroom 

Use— InstrucUonal'Materials (051) 
EDRS Prfce-MF01/PC07 PIos Postage 

Descnptors— •Competency Based Teacher Education, •Degree Re- 
quirements, •Inscrvice Teacher Education, •Resource Teachers, 
•Teacher Certification. •Vocational Education, Bachelors 
Degrees. Behavioral Objectives. Educational Certificates. Learn- 
ing Activities. Learning Modules, Tests, Vocational Education 
'Teachers 
Identifiers— Pennsylvania 

Thb module b one' in a series pf thirteen specifically designed to 
help vocational educators develop the skilb ne^ed to function as 
resource persons to learners enrolled in field-centered competency- 
based teacher preparation programs. (These learners are persons with 
appropriate occupational experience and competence who are being 
prepared as teachers on an inservice basis. ) The objectrve of this 
module is to help develop skill in assistmg learners in obtainmg the ap- 
propriate various vocational mstructional certificates issued m Penn- 
sylvania. Contents include se^en learning experiences based on su 
enabling objectives. A Ibt of outside resources which supplement 
those contained within the module is presented. Each learmng ex- 
perience contains some or ail of the following materiab: enablihg ob- 
jective; learning activity (activities), including information sheets, case 
studies, and self-checks with model answer (as feedback), and op- 
tional activity (activities). (YLB). 
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Adamsky. ^chssd A. And Others 

Coii4ttct a CBTE OriesUtioa Program. Professional Preparation 
Module: Resoarce Person. 

Temple Univ. Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania Research Coordinating Umt for Voca- 
tional Education. Harrisburg C 

Pub Date— 80 

Cbntract— 85-9825; 86-8809; 94-801 1 

Note— 57p. , For related documents see CE 026 536-548, CEJ)26 551. 

and CE 026 821 -826 V 
Pub Type — Guides/Me t hods/Tech niques-^Classroom 

Use— Instructional Materiab (051) 
EDRS Price— MF01/Pt03 Fins Postage 

Descnptors— •Competency Based Teacher Education. •Onentation, 
•Resource Teachcn. •Vocational Education. Behavioral Objcc- ' 
tives. Learning Activiues. Learning Modules. Tests, Vocauonal 
Education Teachers , ' 

ThU nv>chif<( b one in a senes of thirteen specifically designed to , 
help vocational educators develop the skilb needed to function as 
resource persons to learner^ enrolled incfield -centered competency- 



ERIC 



92 



84 * Document Resumes 



based teacher preparation programs (These learners are persons *iih 
appropriate occupational experience and compctciice who arc being 
prepared as teachers on an inservice basis. ) The objective of this 
module is to help develop skill in orienting learners to the competency 
based teacher education program the> will enter. Contents include five 
learning experiences based on four enabling objectives. A list of out 
side resources which supplement those contamed within the module is 
presented Each learning experience contains some or all of" the 
following materials enabling objective, learning activity (activities), 
including information sheets, case studies, and self -checks with model 
' answer (as feedback); and optional activity (activities). (YLB). 
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Adamsky, Richard A. And Others 

Omdoct a Helpl^ Conference, Professiooal Preparation Module: 
Resource Person, 

Temple Um\ Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg 

Pub Date— 80 / — 

Contract— 85-9825; 86-8809; 94-8011 / 

Note— 51p. ; For related documents kc CE 026 536-548. CE 026 551. 

and CE 026 821-826 
Pub Type— Guides/ Mel hods/ Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MFOl/PCOS Pits Postage 

Descriptors— •Competency Based Teacher Educatior;, acuity 
Development, 'Resource Teachers, 'Self Evaluation Individuals, 
•Teacher Improvement. •Vocational Education, Behavioral Ob- 
jectives, Conferences, Lcanung Activities, Learning Modules, 
Performance. Teacher Evaluation, Tests, Vocational Education 
Teachers 

This module is one m a senes of thirteen specifically designed to 
help vocational educators develop the skills needed to funaion as 
resource persons to learners enrolled in field-centered competency 
based teacher preparation programs (These learners are persons with 
appropriate occupational experience and competence who are being 
prepared as teachers on an inservice basis. ) The objective of this 
module a to help develop skill m optimizmg learners' |>otentials for 
continued professional growth and assisting learners ta explore ways 
for improving their performance Contents include ftye learning ex 
periences based on four enabhng objectives. A list of outside 
resource^ which sa^ement those contained within the module is 
presented Each learning experience contains some or all of the 
foUovt^ing materials: enabling objective; learning activity (activities), 
including information sheets, case studies, and self-checks with model 
ansWier (as feedback); and Optional activity (activities). (YLB). — 
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Adsumky, kichard A. And Others 

Coodoct an Obsemtion Session, f rofesskmal PreparatioQ Module: 
Resoorce Person. 

TetopleUn^v.^hiladelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education. Harrisburg 

Pub Date— 80 

Contract— 85-9S25; 86^8S09; 94-8011 

Note— 37p. , For related documents see CE 026 536-54g, CE 026 55 1, 

andCE026 82 N826 ^ 
Pub Type— Guides/ Methods /Tech niques — Classroom 

Use— Instructional Materials (051) 
EDRS Prfct-MF01/PC02 Plus Postasc 

Descriptors— •Classroom Observatibn Techniques. •Competency 
Based Teacher Education, tLesson Observation Criteria, 
•Resource Teachers, •Teachei^valuation, •Vocational Educa- 
tion. Behavioral Objectives, Learning Activities* Leiming 
Modules. Observation. Teacher Behavior. Tests. Vocatloiud 
Education Teachers 

This module is one in a series of thirteen spccificalif designed to 
bdp vocational educators develop the skilU needed to function as 
resource persons to learners enrolled m field -centered competency 
based teacker preparation programs. (These learners are persons with 
appropriate occupational experience and competence who are being 
prepared as teachers on an Inservice basb. ) The objective of thb 
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fliodule is to help develop sktll m conductmg a personal observauon of 
an internes teaching behavior, mcludtng the ability lo u^e vanou& 
sources of information to plan for the observation and to focus the 
observation itself. Contents mclude four learning experiences ba^ed 
on three enabhng objectives. A list of outside resources whjwh supple 
ment those contained within tMe module is< presented. Each learning 
experience contains some or all of the following materials, enabling 
objective, learning activity (acUvities), mUuding m formation sheets, 
case studies, and self-checks with model answer (as feedback), and op 
tional activity (activities) . (Y LB) . 

'ED 192 057 ^ CE 026 540 

Adamsky, Richard A. A^id Others 

CoDdact a Small GroQp Meeting, Professional Preparation Module: 
Resource Person. 

Temple Univ. Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania Research Coordinating Umt for Voca- 
tional Education. Harrisburg ^ , 

Pub Date— 80 

Contract-85-9825; 86-8809; 94-801 1 

Note— 30p. ; For related documents sec CE 026 536-548. CE 026 551. 

andCE02682U826 
Pub Type — Quides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC02 Plus Postage 

Descriptors— •Competency' Based Teacher Education. •Group 
Dynamics, •Leadership, •Resource Teachers. 'Small Group In 
stniction. •Vocational Education. Behavioral Objectives, 

' Leadership Training. Learning Activities. Learning Modules, 
Tests, Vocational Education Teachers 

lliis module is one ip a senes. of thirteen specifically designed to 
help vocational creators develop the skills needed to function as 
resource persons jo learners eiu"oUed in field-ccniered.competenwy- 
based teacher preparation programs. (These learners are persons with 
appropriate occupational expenence and competence who are being 
prepared as teachers on an inservice basis, ^pfc objective of this 
module is to help develop skill in (1) idenfifymg inesc occasions when 
group instruction is most appropriate and (2) conducting a small 
group meeting. Contents include three learning cxpcnenwes based on 
two enablmg objectives. A list of outside resources whiwh supplement 
those contained withm the module is presented. Each learning ex 
perience contains some or all of the following ni^terials. enabling ob- 
jective, learning activity (activities), including in&ormauon sheets, case 
studies, and self -checks Nvith model answer (a/l fccdbawV), and op- 
tional activity (activities). (YLB). 

ED 192 058 CE 026 541 

Adamsky, Richard A. And Others 

Esttblisfa and Maistaio Records in the VITAL Managemest loforma- 
tkm Syst«n. Professional Preparation Module: Resource Person. 

Temple Univ, Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pcniuyivania Research Coordinating Unit for Voca- 
tioiud Education, Harrisburg 

Pub Date— 80 ^ ' 

Contract-85-9825; 86-,8809; 94-801 1 

Note— 108p, ; For related documents see CE026 536-548, CE 026 551, 

and CE 02^ 821 -826 
Pub Type — Guides/Meihods/Tech niques — Classroom 
. Use— Instructional Materials (051) 
EDRS Prke--MF0i/PC05 Plus PosUge 

Descriptors— •Competency Based Teacher Education, •Management 
Information Systems, •Recordkeeping. •Resource Teachers, •Stu- 
dent Records, •Vocational Education, Behavioral Objecuves, 
Learning Activities, Learning ModuW^ Tests, Vocational Educa 
tionTeachers 
Identifiers-i-Tcmple University PA 

This module is one in a series of thirteen specifically designed to 
help vocational educators develop the skills needed to function as 
resource persons to learners enrolled m field -centered competency 
based teacher preparation programs. (These learners are persons with 
appropriate occupational experience and competence who are being 
prepared as teachers on an inservice basis. ) The objective of this 
module is to help develop skill in enrolling an m»ern/ student and 
maintaining his/her records in the VITAL MIS» a management m 
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formation system developed and used at Temple University. Contents 
include six learning experiences based on five enabling objectives. A 
list of outside resources which sujSplement those contained within the 
module is presented Each learning experience conuins some or all of 
the following materikls* enabling objective; Icammg activity (ac- 
tivu^s). including irtformation sWecis. case st\idies. and s^f-chfccks 
with model answer (as feedback); and optional activity (activities). 
(VLB). 

£Dm059 >• CE 026 542 

Admsky, Richard A. And Others 

Etaloate a Product or Process Type Teaching Perfofmance, Profes- 

slonal Preparatioo Module: Resource Person. 
Temple Univ Philadelphia. Pa Djv. of Vocational Education 
Spons Agency— Pennsylvania Research Coordmating Unit for Voca- 

tional Education, Harrisburg 
Pub Date— 80 ' ^ ' , 

.Contract— 85-9825 ; '86-8809; 94-801 1 

Note— 59p. ; For related documents sec CE 026 536-548. CE 026 551. 
and CE 026 821-826 

Pub Type — Guides/Methods/Techniques — Classroom 
Usc—lnstructional Materials (051) 

EBRS Price-MF01/PC03 Plus Postage ^ - 

Descriptors— •Competency Based Teacher Education. 'Lesson 
Observation Criteria. •Resource Teachefs, 'Teacher Effec- 
tiveness. •Teacher Evaluation. •Vocational Education. Behavioral 
Objectives. Classroom Observation Tcchnjques. Evaluation 
Criteria. 'Learning Activities. Learning Modules, Performance, 
Simulation. Teacher Behavior, Tests, Vocational Education 
Teachers . ' * ^ ^ 

This module is one m a series of thirteen specifically designed to 
help vocational educators develop the skills needed to function as 
resource persons to learners enrolled in field-centered competency- 
based teacher preparation programs (These learners ar^ persons with 
appropriate occupational experience and competence who are being 
prepared as teachers on an mscrvice basis ) The objective of the 
module is to help develop skill in assessing a product- or process-type 
teaching performance to stated cnteria to assist leachers in becoming 
more effective in ihcir daily school>ctivities Contents include five 
learning experiences based on four enabling objectives A list of out- 
side resources which suppijpment those contained within the module is 
' presented Each learning experience contains some or all of the 
follo/ring materials enabling objective, learning activity (activities), 
including information sheets, case studies, and self-checks with mode! 
answer (as feedback); and optional activity (activities). (YLB). 

ED 192 060 CE 026 543 

Adamsky. Richard A. And Others * 

FaciliUte a Council of Educators'* Reriew. Profe^losal Preparation 
iModuk: Resource Person. ♦ 

Temple U^v. Philadelphia. Pa. Div of Vocational Education 

Sp«ns Agehcy— Pennsylvania Research Coordinating Unit for Voca- 
tional Education. Harrisburg 

^PubDate— 80 

Contract— 85-9825. 86-8809; 94-801 1 

Note— 33p. ; For related documents sce^CE 026 536-548, CE 026 551. 

and CE 026 821-826 
Pub Type — Guides/Methods/Tcchniqu'es — Classroom . 

Use— Instructional Materials (051) ' 
EDRS Price— MF0I/PC02 Plus PosUge 

Descriptors— •Competency Based Teacher Educatioq^ •Degree Re- 
quirements, '•Resource Teachers, .•Teacher Certification. 
•Teacher Evaluation. •Vocational Education, Bachelor? Degrees. 
Behavioral Objectives. Educational Certificates. Learning Ac- 
tivities. Learning Modules. Student Evaluation. Teaching5kills, 
Tests. Vocational Education Teachers ' J 

Identifiers— Council of Educators Review, Program VITAL. Vcmple 
University PA 

This module is one in a series of thirteen specifically designed to 
help vocational educators develop the skills needed to function as 
resource persons to learners enrolled in field<enfered comptency- 
bascd teacher preparation programs (These learners are persons with 
appropriate occupational experience and competence who are being, 
prepared as teachers on an inservice basis. ) The objective of this 



module is to help develop skill in facilitating a Council of Educators' 
Review, which is the exit requirement of one competency -based 
teacher education program (Program VITAL at Temple University). 
Contents include three learning experiences based on-two enabling ob- 
jectives. A list of outside resources which supplement those contained 
within the module is presented. Each learning experience contains 
some or all of the following materials, enabling objectives; learning 
activity (activities), includmg information sheets, case studies, and 
self-checks with model answer (as feedback); and optional activity (ac- 
Uxities). (YLB). 

ED 192 061 C&026f44 
Adamsky, Richard A. And Others 

Instruct Others to Set-Up and Operate a Video System: Professional 
Preparati(Hi Module: Resource Person. 

Temple Univ, Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg 

Pub Date— 80 

Contract-^85-9825; 86-8809; 94-801 1 , 
Note— 62p. , Pages with photographs and small light tyt^will not 

reproduce well. For related documents see CE 026 536-548. CE 026 

551. and CE 026 821-826 
Pub Type — Guides/ Met hods/ Technique s — Clarssroom 

Use— Instructional Materials (051) 
EDRS Price— MF01/PC03 Plus PosUge 

Descriptors— *Competency Based Teacher Education. 'Equipment 
Utilization, 'Resource Teachers. •Self Evaluation Individuals, 
•Videotape Recorders, •Vocational Education. Audio Equipment, 
Behavioral Objectives. Learning Activities. Learning Modules, 
Teacher Behavior, Tests, Video Equipment, Vocational Educa- 
tion Teachers * 

This module is one in a series of thirteen specifically designed to 
help vocational educators develop ihe^ kills needed to funcuon as 
resource persons to learners enro^flSin fiejd-centered comptency- 
based tocher prcparaUon programs. (These learners are persons with 
appropnate ocojpaUonal experfcnce and competence who are being 
prepared as teachers on an iiKervice basis. ) The objective of this 
module is to help ^tain skill irf developing the ability of others to set 
up and operate a video systenf in order to use videofeedback to con- 
duct self-evaluation and modify teaching behavior as needed. Con- 
tents include four leai:mng experiences based on four enabling objcc- 
f tiyes. A list of outside resources which supplement those contained 
within the module is presented. Each learning experience contains 
some or all of the following materials, enabling objective, ieariung ac- 
tivity (activities), including information sheets, case studies, and self- 
checks with model answer (as feedback); and optional activity {acy 
UviUcs). (YLB). 
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Admsky, Richard A. And Others 

Monitor the Progress of a Resident Resource Person. Professioual 
Preparation Module: Resource Peiwn. 

Temple Univ. Philadelphia. Pa. Div. of Vocational Education 

Spons Agency— PennsylvaniSTHsearch Coordmating Unit for Voca- 
tional Education, Hanisburg 

Pub Dater-80 

Contract— 85-9825; 86--8809; 94-801 1 

Note— 31 p. ; For related documents sec CE 026 536-544, CE 026 551, 

and CE 026 821-826 
Pub Type — Guides/ Methods/Techniques-OaAsroom 

Use— Instructior^^ Materials (05 1 ) wf ^ 
EDRS Price— MF0I/PC02 Plus Pojiage ^ > 

Descriptors— •Competency Based I'eacher Education, •Evaluation, 

'Performance, •Resource Teichers, •Vocational Educadon. 

Behavioral ^Objectives, Learning Activities, Learning Modules. 

Tests, Vocauonal Education Teachers ' 
Identifier s—M 0 nitdring 

This module is one in a series of thirteen spc<;ifically designed to 
help vocational educators develop the skills needed to function as 
resource persons to learners enrolled m field-centered competency- 
based teacfher preparation programs. (These learners are persons wittj 
appropriate occupational experience and competence who are being 
prepared as teachers on an inservice basis. ) The Qbject>*e of tfie 
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module IS to help develop skill in monitoring the progress of a Kcsi- 
deni Resource Person (b> a Field Resource f^erson). Contents include 
three learning experiences based on t>vo enabling objectives. A list of 
oiitside resources which supplement those contained within the 
module is presented. Eachleaming experience contains some or all of 
the following materials: enabling objective; learning activity (ac- 
tivities), including information sheets, case studies, and self-checks 
with model answer (as feedback); and optional activity (activities). 
(YLB). 

ED 192 063 CE 026 546 

Adamsky» JlichardA. And Others w 

ProTUe AdninlstratiTe Serrkes. Professiottal Pre^tioQ Module: 

Resource Person* 
Temple Univ. Philadelphia, Pa, Div. of Vocational Education 
^ Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 

lionalJEducation» Harrisburg - ^ * 

Pub Dale— 80 

Contract— 85-9825; 86-8809; 94^1 1 

Noie-74p. , For related documents see CE 026 536-548. CE 026 551, 

and C£ 026 821-826 
Pub Type — Guides/ Met hods/ Techniques — Classroom 

• Use— Instructional Materials (051) 
EpRS Pric€-MF01/PC03 Pte Postage 

Descriptors— "Ancillary School Services, "Competency Based 
Teacher Education, 'Program Administration. 'Resource 
Teachers, 'Vocational Education. Behavioral Qbjectives, Learn 
ing Activities, Learning Modules, Tests, Vocational Education 
Teachers 

This module is one m a series of thirteen specifically designed to 
help vocational educators develop the skills needed to function as 
resource persons to learners enrolled m field^entered compicncy 
based teacher preparatiop programs. (These learners are persons with 
appropriate occupational experience and competence svho are being 
prepared as teachers on an inservice basis. ) The objective of this 
module is to help develop skill m providing the admmistratjve support 
services essential to the operation of a field-tested, competency based 
vocational teacher education program. Contents include five learning 
. experiences based on four enabling objectives. A list of outside 
resources which supplement those contained within the module is 
presented. Each learning experience contains some pr all of the 
foUowjng materials enabling objective, learning activity (activities), 
including information sheets, case studies, tnd self-checks with model 
answer (as feedback); and optional activity ^activities). (YLB). 

ED 192 064 \ CE 026 547 

Adamsky, Richard A. And Orhcrs 

Register Learmers lor CETE Programs* Professicma] Preparation 

Modok: Resoorce PersoB* 
T^pleUmv. Philadelphia, Pa. Div. of Vocauonal Education 
Spons Agency— Pennsylvania Research Coordinating Unit for Voca 

tlonal Education, Harrisburg 
<l>ub Date— 80 

Contract— 85-9825; 86-8809; 94-801 1 ^ 

Note— 88p. , Small print in reproduced forms will opt reproduce well 

For rdated documents see CE 026 536-548. CE 026 551. and CE 

026 821-82^ 

Pub Type — Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (051) a 
EDRS Prke-MF01/PC04 Phtt Postage 

Descriptors— 'Competency Based Teacher Education, 'Resource 
Teachers, 'sSchool Registration. 'Vocation^ Education^ 
Behavioral Objectives. Learning Activities. Learning Modules. 
Tesa. Vocational Education Teachers 

This module is one m a sa^es of thirte«Asp€cifically designed to 
help vocational educators develop the sJciU^needed to function as 
resource 'p^ons to leamcn enrolled in fieldtcentered competency 
based teacher preparation programs. (These learners are persons with 
^ appropriate occupational oji^criencc and competence wh^o are being 
* prepared as teachers on an inservice basis. ) Tbe objeolve of this 
module Is to help develop skill in registering learners in me field for 
I compctcncy-bascd tcachea' education progranii. ContJWUs inchide four 
learning experiences based on three enabling objectives. A list of out- 
side resources which supplement those contained within the module is 



presented. Each learning experience contains some or all ot the 
following materials, enabling objective, learning activity (activitfes). 
including infonxKition sheets, case studies, and self checks with model 
answer (a^ feedback), and optional activity (activities^ (VLB) 

ED 192 0^5 CE 026 548 

Adainsky, Richard A. And Others , , 

Select Appropriate Nfodoles. Professional Preparation Modtile: 

Resource Person, , 4 

Temple Univ. Philadelphia, Pa. Div, of Vocational Education 
Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg 
Pub Date— 80 

Contract-85-9825; 86-8809; 94.tol I 
Note— 70p 

Pub Type — Guides/Methods/ Techniques — Classroom 

Use— Instructional Materials {05V) 
EDRS jPrke— MF01^PC03 Pins Postage 

Descriptors— 'Competency Based Teacher Education, 'Resource 
Teachers, 'Student Needs, Teaching Skills, 'Vocational Educa- 
tion, Autoinstructional Aids, Behavioral Objectives, llbaming 
Activities, Learning Modules. Media Selection, Student 'Educa- 
tional Objectives, Tests, Vocational Education Teachers 
. Thb module is one in a series of thirteen specifically designed to 
help vocational educators develop the skills needed to function as 
resource perso^ to learners enrolled m field -centered competency - 
based teacher^ reparation programs. (These learners are persons with 
appropriate occupational cxpenence and competence who are being 
prepared as teachers 6d an inservice 4)asis. ) The objective of this 
module is to help develop skill in assisting learners to identify their 
teaching skill needs as they relate to directed self instructional 
modules. Contents include four learning expenences based on three 
enabling objectives. list of outside resources which supplement 
those contained within the module is presented. Each learning ex 
perience contains some or all of the following mafterials.., enabling ob- 
jective, learning activity (activities), includmgm formation sheets, case 
studies, and self checks with model answer (as feedback), and op- 
tional activity (activities), (YLB). 
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£«(rgy C<»semtiog hi tbe Home. Performance Based Lesson Plans. 
Alabanoa State £>ept. of Education, Montgomery. Home Economics 
Service 

Pub Date— 80 . . 

Pub Type— Guides/Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Prfce-IVIF01/PC05 Pita Postage 

Descriptors— 'Consumer ^ucation. 'Energy Conservation, 'Fur 
rnture Airangement, 'Home Furnishings, 'Housing, ^haaoral 
Objectives, Competency Based Education, Criterion Referenced 
Tests, Equipment Standards, Home Economics. Instructional 
Materials, Learning Activities, Lesson Plans, Secondary Educa- 
tion, Vocational Education 
Identifiers— Alabama. Insulation, Thermostats 

These ten performance-based lesson plans concentrate on tasks 
related to energy conservation in the home. They £(re (1) caulk cracks, 
holes, and joints; (2) apply weatherstripping to doors and windowr^ 
(3) add plastic/solar screen wmdow covering, (4) arrange furniture for 
.saving energy; (5) set heating/cooling thermostat; (6) replace faucet 
washer; (7) select appliance using energy guide labels; (8) install 
shower flow control, (9) insulate w^ heater, and (10) make a draft 
stopper. Each plan of instruction contains some or all of the follow- 
ing information, task, performance objective, teacher preparation of 
leamo- (establish set/motivation); content of lesson, including enabh 
ing objectives/content, methods/activities, and resources, summary, 
criterion-referenced measure, assignment, ahd transparencies and 
handouts. (An energy bibliography and Ibt of audiovisual materials 
available through Alabama Power Residential Energy Advisors are 
found at the beginning . ) (YLB) . 

-^JS^m . CE 026 644 

Nickar TeckHrfogy.Series. Cotneh Radiation Vnysks. 
Technical EdOcation Research Center, Wacp, Tex 
Spons Agency— Of flee of Education (DHEW), Washington. D.C. 
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Pub Date— 77 
Contract— OEG^74.1679 
Note— 238p . ; For wlaicd documents sec CE 026 639-672. CBj626 779- 

' 780. CE026 782-785. and CE 026 855-856 " / 

Available from— Center for Occupauonal Research and Dcvdop- 
tncnt. 4S00 lakcwood Dr. Suite 5. Waco. TX 767l^4^ules are 
available individually or by course; write for priccsV 
Pub . Xyp^— Guidcs/Meibods/Technique^Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
Qucs— Classroom Use— Teaching Guides (052y 
EDRS Price-MFOl Phis PosUge. PC Not ATiffiile from£DftS 
iDcscriplors— n*ttdcar Energy. 'Nuclear Phw^. rTechnical Educa- 
tion. Learning Activities, Learning ^^wUles. Postsecondary 
Education, Qiiality Control. Safety, T^hnica^ Occupations 
dcntifien— Nuclear Bncrgy Occupation, ' Nuclear Power Plants. 
Nuclear Technology. Radioactivity. 

This technical specialty course is one of thirty-five courses designed 
|c>r use by two-year postsecondary itistitutions in* five nuclear techni- 
cVn curriculum^areas: (1) radiatio;i protection technician. (2) nuclear 
tntmentation and control tecluiician. (3) nuclear materials process- 
technician, (4) nuclear qu^ty-assurancc/quality-c<5ntrol techm- 
and (5) nuclear reactor , (plant) operator trainee. /This^ cotjrse. 
Radiation Physics, contains/six naodules: Introduction t^ Radiation 
Laboratory Safety.. Basic Radiaudn Dciecuon and Measunng Equip- 
ment, Atomic Structure ind^ Radioactivity, Radioactive Decay and 
Half-Life. Decay Proc^^ and Schemes, and Basic Properties of 
Gamma Radiation . E^h module follows a typical format mcludmg 
the jMowingsectionsf introduction, module^rerequisites, objecuves. 
subjot matten exer^fecs, materials, procedures, data tabfes. reference 
matmals. and test^. (A master mdcx and suggested progntm plannmg 
guides are also available— sec CE 026 856 and CE 026 639-643 ) 
(LRA). ^ 



EDl921i7 




CE 026 677 



Dept. of Vocational and 



ksa,JobDj(i. Ajid Others 
Materialsind Processes Tcdmology. 
Old Dominion Univ. Norfolk. Va. 
^ Techmcal Education 
Sponj^ency- Virginia State Dept. of Education.' Richmond^ Trade 

and Industrial Education Service 
,Pub/Date— 80 >v 

Pub Type— Guides/Me tho^/Techniques— Classroom 

/ Use— Teaching Guides (052) 
EDRS Price— MFD1/PC08 Pins Postage 

/Descriptors— •Career Planning!'' •Ceramics. •Industrial Arts, 
' •Manufacturing, •Metals. •Plastics. Careers. Course Descrip- 
tions. Course Objectives. Employment^ Opportunities. .High 
Schools. Industrial Education, Industry" Learning Activities. 
Safety, ^dent Organizations. Technology, Units of Study, 
Work Attitudes \ '* . 

Identifiers— Materials Technology, Virginia,' Woods 

This instructional resource gdide is intended to assist the industrial 
aru (lA) leather in implementing a comprehensive materials and Pro- 
cesses Technology prograhi at the technical level in Virginia high 
schools The course is designed to hSp students make informed 
educational and occupational choices and prepare them^or advanced 
UChnTtal or vocational programs in a related cluster of occupations. 
Action 1 discusses Virginia lA curriculum, including mi^fon, goals, 
instructional objectives, and student organization. Section 2 provides 
a course description, course goals, suggested outline for con- 
tent/concepts and topics, and key to guide usage. Thirteen units of 
study comprise section 3: (I) 'Materials and Processes Technology, (2) 
Safety Procedures, (3) Industry Technology Careers, (4)4n-class I A 
Student Association, (5) Nature of Materials.' (6) Classifications of 
Materials, (7) Properties of Materials, (8) Materials Processing, (9) 
Plastics, (10) -Metals. (11) Woods, (12) Ceramics, and (13) Com- 
posites. Each unit suppli^ this informadon: tasks, topics, teacher's 
guide; note, student's performance guide; resources/media, equip- 
ment, and supplies. Section 4 lists the rcsqurccs an^ supporting media 
used in the' course. Section 5 contains over twenty experiments. W 
tivitlcs. and projects. Sources of free or inexpensive information and 
materials are listed in sectidn 6. The final section provides a Materials 
and Processes Technology Laboratory t^ign Concept and I A Educa-. 
tion Service Approved Equipment List. (YLB). 
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Wdch. Frederick G.Ed 

Trade and IndBStrial Edncatlon Coarse of Study for Appliance Repair. 

Pennsylvania State Dept. of Education. Harrisburg. Bureau of Voca- 
tional and Technical Education. Pennsylvania State Univ. 
University Park. Div. of Occupational and Vocational Studies 

PubDa^c— 80 

Pub Type— Guides/Me t hods /Tec hni(|ues — Classroom 
Use— Instructional Materials (051). Guides/Methods/Techni- 
ques— Qassroom Use— Teaching Guides (052) ^ 

£DRS Price— MF01/PC17 Plos PwUge 

Descriptors— •Appliance Repairing, ♦Electi;ical Appli^tfi^. •Home 
Furnishings, •Refrigeration. ♦Trade and Industriaffiducation. 
Adult Education, Appliance Repairers. Course ObjecUves, 
Course Organization. .Curriculum Guides. Hand Toob, Job 
Analysis. Job Skills, Learning Activities. Postsecondary Educa- 
tion. Secondary Education. Skill Analysis. Skilled Workers, Task 
Analysis 

Designed for use by instructors of appliance repair to helpsesiablish 
a uniform cmriculum. this manual presents a basic course of study. 
Individual instructors can add or delete jobs or lessons to suit their 
particular teaching situations. Contents include the cotifse 

* philosophy, listing of course objectives and activities to achieve them, 
plan of instructional practice. lisUng of appliance /epair reference 
materials, bibliography, listing of rwources for visual aids, arid course 
outline These seven units are includ^ orientation, basic electricity* 

^ basic shop tools, laundry equipraem. kitchen equipment, ' and 

' refrigeration Job sheets, operation shcct^ information sheets, and 
assignment sheets are provided. Job sheets (student practice in 
developing skill coinpelencies) define materials and tools needed, 
competence procedures/steps cross-indexed to^ related operation 
shcct(s). and methpd of evaluation. Operation Shec^. supplementing 
job sheets and indicating how to perform skill competency operation 

. necessary to complete assigned jpbs. include compctehcy, objective, 
and compctence-procedures/steps. Information sheets supplement 
job sheets and provide the student with information necessary for 
completing the assigned jobs with the highest possible degree of 
understanding* Sample assignment sheets provide the student with 
mental activities. necessary to learn the 'knowmg' that accompanies 
the 'doing' of a trade. (YLB). 

£0192154 . ' CE 026 821 

AdatosJcy, Richard A. x 
Manage Isdlriditaliied Ustruction. 

Temple Univ. Phila<lelphia, Pa. Div, ^f Vocational Education 
5pons Agency— Pennsylvania Research Coordirtating Unit for Voca- 
tional Education. Harrisburg 
Pub Date— 80 
Contract— 85-9825 

Note— '32p. ; For related documents sec CE 026 536-548. CB>026 551, 

and CE 026 822-826 
P|ib Type-- Cjuides/ Met hods/ Tec hniques~Cla><Toom 

Use— Instructional Materials' (051) ^ ^ X 
EDRS Prke-MF01/PC02 Plus PosUge 

Descriptors- •Competency Based Teacli^ Education, •Individualiz- 
ed Instruction. •Program Administra^n. •Vocational Education. 
•Vocational. Education teachers. Admmistrative Principles, 
Behavioral Objectives, Learning Activities. Learning Modules, 
Program Implementation, Tests 
Identifiers— Vocational Technical Education Consortium §iates * 

Thi^ module is one in a series of six designed to help vocational 
educators develop skills needed to make use of the Vocational 
Technical Education Consortium of Sutes materials and to develop 
and manage individualized instructional pro-ams. Recommended 
for tise by both pre- and inservice teaclfers and curriculum develop- 
ment specialist interns, the modules should help them institutionalize 
pcrformMice-based vocational education. The objective of this 
module a to help develop skUl in effectively managing individualized 
instruction. It helps the learner become aware of some basft manage- 
ment theory and how that might best be applied to the daily operation 
of an individualized instruction program. Contents include three lear- 
ning experiences based on two enabling objectives. 'Misi ofeoutside 
resources which supplement those contained within the module is * 
prescnt^i.^ Each learning experience contaiijs some or all of the. 
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following materials enabling objcciivfes, learning activity J(activaie$), 
including information sheets, casc^udies, and self checks svah fnodci 
answer (as feedback), and optional activity (activities). (VLB). 
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Adamsky, Richard A. - ^ 

ArrtBge for the Improvement-of Vocational FadlHles^orlndiyWtialtred 
Instruction. 

Temple Univ. Philadelphia, Pa. Div. of Vocational Education 
Spons Agencx—Pcnnsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg > * 
Pub Date— 80 
Contract— 85-9825 

Note— 43p. ; For related documcnu sec CE 026 536-548, CE 026 551, 

and CE 026 821-826 
Pub Type — Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Price-NlF01/PC02 Plus Postage 

Descriptors— •Competency Based Teacher Education, 'Educational 
Facilities Imprpvement, 'Facijity Requirements, 'Individualized 
^ Instruction, 'Vocational Education, 'Vocational Education 
Teachers, Behavioral Objectives, Educational Panning, Learn- 
ing Activities, Learning Modules, Program Administration, Pro- 
gram Implementation, Resource Centersi^ Tests 
Identifiers— Vocational Technical Education Consortium States 

Thi^ module is one in a series of six designed to help vocational 
educators develop skills needed to make use of the Vocational 
Technical Education Consortium of States materials and to develop 
and ipanage .individualized instructional programs. Recommended 
for use by both pre- and inservice,teachers and corriculum develop- 
mcntlpecialist interns, the modules should help them institutionalize 
performance- based vocational education The objective of this 
module is to help develop skill in arranging ^or the improvement of 
O^ocational facilities for individualized mstructipn. Focuses are 
organization of the vocational facility for individualized instruction 
and procedures followed to develop a facilities improvement phase-in 
plan Contents include four learning experiences based on three enabl 
iffgi^UufiUiyes A list of outside resources which supplement those 
contained within the module is presented Each learning experience 
contains some or all of the following materials, enabling obiettivc, 
learning activity (activities), including information sheets, case 
studies, and self<hecks with ntpdel answer (as feedback), and op 
Uonal activity (activities). (YL^ 
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Adamsky, Richard A. 

Develop a Module for IndlTldnalized Instnictlon. 
Temple Univ. Philadelphia, Pa. Div. of Vocational Education 
Spons Agency- Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrjsburg 
Pub Date— 80 
Contract- 85-9825 

Note— ^9p. ; Some pages with light type will not reproduce well. For 
related documenu sec CE 026 536-548, CE 026 551, and CE 026 
821-826 

Pub Type — Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Prke— MF01/FC03 IJio^^PosUge 

Ocscriptori— 'Oom'pctency Based Te^^cr Education, 'Individualiz- 
ed Instruction, 'Material Development, 'Vocational Education, 
V 'Vocational Education Teachers, Behavioral Objectives, Learn 
ing Activities, Learning Moduli, Program Administratioiw. Pro- 
gram Implementation, Teacher Developed Materials, Tests 
Identifiers— Vocational Technical Education Consortium States 

This module is one in a series of six designed to help vocational 
educators develop skills needed to make use of the Vocational 
Technical Education Consortiujp/'of States materials and to develop 
and nianage individualized instructional programs. Recommended 
for use by both pre and inservice teachers and curriculum develop- 
ment specialist interns, the modules should help them institutionalize 
performance- based vocational education The objective of this 
module is to help develop skill in developing modules for individualu 
cd instruction ^ocuse^ are coniponents considered essentia^ to in 
elude in a module and the process to follow to develop an effecti 



module. Conients tnJude five learning experiences based on four 
enabling objectives. A list of uuiside resources which supplement 
those contained within the module is presented. Each learning ex- 
perience contains some or all of the following materials: enabling ob- 
jective; learning activity (activities), including information sheets, case 
studies, and self-check^ with model answer (as feedback); and op- 
tional activity (activities). (YLB). 
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Adamsky, Richard A. 
f Prepare Valid Performance Objectives, 

Temple Univ. Philadelphia, Pa. Div. of Vocational Education 

Spons Agency— Pennsylvania I\csearch Coordinating Unit for Voca- 
tional Education, Harrisburg 

Pub Date— 80 * 

Contract— 85-9825 • 

Note— 51 p. ; Not available in paper copy due to light and broken 
type. For related documenu see CE 026 536>548, CE 026 551, and 
CE 026 821-8?6 

* Pub Type — Guides/ Methods/ Tecljniques— Classroom 

Use— Instructional Materials (05 1) 
EDRS Price-:-MF01 Plus Postage. PC Not Available from EDRS 
Descripftors— 'Competency Based Teacher Education, 'Objectives, 

'Validity, 'Vocational Education, 'Vocational Education . 

Teachers, Behavioral Objectives, Individualized Instruction, 

Learning Activities, Learning Modul^, Mate||al Development^ 
^ Program Administration, Program Imptementation, Tests 
Ijientifiers— P'crformance Objectives, Vocational Technical Educa 

tion Consortium States 

This module is one in a series of six designed to help vocational 
educators develop skiUs needed to make use of the Vocational 
Technical Education Consortium of States materials and io develop 
and manage indivtdualizeii msiructional programs. Recommended 
for use b> both pre- and mscrvice teachers and curriculum.develop- 
ment specialist interns, (he modules should help them instautionalize 
performance-based vocational education. The objective of this 
module IS taheip develop skill in preparing valid performance objec- % 
tives. Focuses are revising existing performance objectives or writing 
one's own and establishing ihe validity of both terminal and enabling 
performance objectives. Contents include four learning experiences 
based on three enabling objectives. A list of outside resources which 
suppiciTient those contain^ within the/nodule is presented. Each lear- 
ning experi^nCecon tains some or all of the following materials: enabl- 
ing objective; learning activity (activities), including information 
^ sheets, case studies, and self-checks with model answer (as feedback); 
and optional activity (activities). (YLB). 
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Adamsky, Richard A. 
Validate an Occnpational Analysis. 

Temple Univ. Philadelphia, Pa. Div. of Vocational Education 
Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg j 
Pub Date— 80 ^ 
Contract— 85-9825 " ^ 

Note— 46p. , For related documents-sec OE 026 536-548, CE 026 551, 

and CE 026 821-826 
Pub Type — Guides/Methods/Techniques— Classroom ' 
. Use— Instructional Materials (051) 
EDA^ Price-MF01/PC02 Plus PosUge 

^Descriptors— 'Competency Based Teacher Education, 'Job Analysis, 
'Vahdity, 'Vocational Education, 'Vocational Education 
Teachers* Behavioral Objectives, Individualized Instruction, 
Learning Activities, Learning Modules, Program Administra- 
tion, Program ImplejQientation, Tests 
Identifiers - Vocational Technical Education Consortium States 

This module is one in a senes of six dcsigoed to help vocational 
educators de>el^ skills needed to make use of the Vocational 
Technical Education Consoftium of States materials and lu develop 
^ and manage individualized instructional programs. Recommended 
for use by both pre- and inservice teachers and curnculum develop- 
ment specialist interns, the modules shuuid^hejp them insutuiionalize 
performance- based vocational eduuition. The objective gf 'this 
module IS to help^ develop skill m validating existing occupational 
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analyses (Analysis is a process through which the skills, knowledge, 
and attitudes needed for successful employment' are identified. ) 
Focuses are the process used to determme a program's scope, develop- 
ment of skills needed t4 revise existing analyses, and verification of 
one*s work to produce a valid occupational analysis. Contents include 
four learning-experiences based on three enabling objectives A list of 
outside resources which supplement those contained within the 
module is presenred Each teaming* experience contains some or all of 
the following malerials enabling objective, learnmg activity (ac- 
tivities), mcludmg information sheets, case studies*, and self-checks 
with model answer (as feedback), and optional activity (activities). 
(VLB). 

ED 192 159 ^ CE026^26 

A<lamsky, Richard A. 

Assist Vocational Personnel Move toward Full Adoption of Per- 
formance Based Vocational Education (PBVE). 

Temple Univ Philadelphia, Pa. Div. of Vocational Education ^ 

Spons Agency— Pennsylvania Research Coordinating Unit for Voca- 
tional Education, Harrisburg 

Pub Date— 80 

Contract— 85-9825 

Note— 72p , Not available in paper copy due to light type. For 
related documents see CE 026 821-825, CE 026 536-548, and CE 
^ 026 551 

Pub Type — Guides / Methods / Techniques — Classroom 
Use— instructional Materials (051) 

EDRS Price-MFOl Plus Postage, PC Not Available from EDR6 

Descriptors— •Change Agents, 'Change Strategies, 'Competency 
Based Teacher Education, 'Educational^ Change, 'Vocational 
Education, Behavioral Objectives, ^dividualizcd Instruction, 
Learning Activities, Learning Modules, Program Administra- 
tion» Program Implementation, Teacher Role, Teachers, Tests 

Identifiers-,-Penns>lvania, Vocational Technical Education, Con- 
sortium States 

This module is one in a series of six designed to help vocati6nal 
educators develop skills needed to make use of the Vocational 
Technical Education Consortium of States materials and to develop 
and manage mdividualized instructional programs.- Recommended 
for use by both pre- and inservice teachers and curriculum develop- 
ment spccialisj interns, the modules should help them institutionalize 
performance based vocational education. The objective of this 
module is to help develop skill in functioning in the role of change 
agent Focuses are kno^cdge about pcrformanCe-based vocational 
education and about change m education, the^'cnnsylvania plan for 
cffpctmg the changes needed to institutionalize per form a ncc^ based, 
vocational education, and the role of the change agent in the plan' 
Contents include five learning experiences based on four enabling ob- 
jectives A list of outside resources which supplement those contained 
within the module is presented Each learning experience contains 
some or all of the following materials enabling objective. learning ac- 
tivity (activities), including information sheets^ case studies, and self- 
checks with model answer (as feedback), and optional activity (ac- 
tivities). (VLB) 
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Rhodes, Kenneth B 

Field Testing of the Greenhouse Production Section of a Horticulture 
Laboratory Record Book for Pennsyhania. Final Report.' 

Pennsylvania State Upiv U niversity Park 

Spons Agency— Pennsylvania Rescarcli Coordinating Unit for Voca- 
tional Education, Harrisburg 
PubDate-=^80 
Contract— 93-0003 
Note— 69p 

PubTypc— Reports— Research/Technical (143) 
EDRS Price-MF01/PC03 Plus Postage 

Descriptors— •Agricultural Education, 'Horticulture, 'Recordkccp- 
jjig, •Units of Study, 'Vocational Education, Educational 
Research, Floriculture, Greenhouses, Plant Growth, Secondary 
Education 

Identifiers— Pennsylvania ^ 
A study was conducted to develop and field test a greenhouse pro- 
, duction record •book and unit of instruction for/growing p<Jtied 



chrysanthemums. Twenty high j>chools m Pennsylvania with hor- 
ticulture departments formed the population for the i>iud> The twen- 
ty schools were randomly assigned iixjour treatment levels U) five 
classes received the greer^house record book coupled with the potted- 
chrysanthemum units, (2) five classes received only the greenhouse 
record book, (3) five classes received only ihe, potted-chrysanthemum 
unit, and (4) five classes received the teacher's own instructional 
materials. Bkscd on mean crop quality scores and mean test scores i| 
was concluded that the leaching unit was effective in promoting 
cognitive learning about potted-chrysanthemum production. The 
results supported the belief that the students who received the teaching 
unit would score higher on a cognitive test than students who did n©< 
receive the unit. The paffcd-chrysanthemum unit and the greenhouse 
record booif, when used independently, - were effective in htlping 
students to grow higher quality pitted chrysanthemums, (The pro- 
duction record book and the evaluaiiun lesi are appended. ) (LRA). 
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Huff, DanjcfM. 

Development of Curricula for Nuclear Radiation Protection, Nuclear 
Instmmentation, and Nuclear Materials Processing Techftologies. 
Final Report. 

Technical Education Research Center, Waco, Tex 
Spons Agency— Office of Education (DHEWj, "Washington, D.C 
Pub Date— 80 / 
Contract— 300-78-0582 

Note— 68p. , For related documents see CE 026 639-672, CE 026 779- 
780, CE 026 782-785, and CE 026,855-856 Contams occasional 
small print 

AyaOable from— Center for Occupational Research and Develop- 
ment, 4800 Lakewood Dr, Suite 5, Waco, TX 76710 (Modules are 
available individually or by course, write for prices) 

Pub Type— Reports— Descriptive ( 1 4 1 ) 

EDRS Price-MFOl Pitas Postage, PC Not Available from EDRS 
Descriptors— 'Curriculum Development, 'Nuclear Energy, 
•Technical Education, Instrumentation Tcchnician:>, Learning 
Modules,* Postsecondary Education, Quality Control, Technical 
Occupations 

Identifiers— Nuclear Energy Occupation:>, Nuclear Power Plants, 
Nuclear Technology 

A study was conducted to assist two-year postsecondary educa- 
tional institutions in providing technical specialty courses for prepar- 
ing nuclear technicians. As a result of project activities, curricula 
have been developed for five categories of nuclear technicians and 
operators. (1) radiation protection technician, (2) nuclear instrumen- 
tation and control technician, 0) nuclear materials processing techni- 
cian, (4) nuclear quality assurance/ quality control technician, and (5) 
!)uclear reactor (plant) operator trainee The total Nuclear 
Technology Series consists of 236 instructional modules for 35 
technical spceialty courses In addition, program planning guides 
were developed for each of the curriculum areas (Appended material 
includes curriculum outlines, course descriptions and module objec- 
tives for Nuclear Ra^iiation Production, Nuclear Instrumentation and 
Control, and Nuclear Materials Processing Technologies. ) (LRA). 
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Competency-Based Curriculum for Mark^tfng and Distributive Educa- 
tion L . . 1 
Memphis State Univ. Tenn / 

Spons Agency— Tennessee State Dept of Education, Nashville Div. 

of Vocational-Technical Education 
PubDate-79 

Pub Type — Guides /Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF10/PC52 Plus Postage 

Descriptors— 'Career Education, **Communication Thought 
, Transfer. 'Competency Bascd^ Education, 'Distributive Educa- 
tion, 'Human Relations, 'Marketing, Behavioral Objectives, 
Course Descriptions, Credit Finance, Curriculum Guides,* 
Economics, Employment Interviews, Learning Activities, 
Mathematics, Merchandising, Occupational Information, 
Salesmanship,. Sales Workers, Secondary Education, <Tests, 
Units of Study, Visual Aids 

Identifiers— Cashier Checker Training, 
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This Marketing I curriculum guide contains ten units of instruction 
that may be t^iught as they are or ^sed in conjunction with the 
teacher's owrv instructional materials. The, ten units, which may be 
presented in any order, include (I^ Orientation/Job Interview, (2) 
Communications, (3) Human Relations, (4) Mathematics, (5) Selling, 
(6) Cashier/Checker, (7) Sales Promotion, (8) Credit, (9)r Economics, 
and (10) Career Orientation Each of the units may contain some or 
alfof the following parts* outline, objectives (each measured by a stu- 
dent activity or by a test), competency statflnenls, numerical listing of 
competencies, equipment/supplies, curriculum content section, stu- 
dent activities, handouts, thanspatcncy masters, tests aQd keys, 
audiovisual aids, and references. Curriculum content sections contain 
resource columns where student activities, handouts, transparency 
masters, tests, and some audiovisual aids have been keyed in at the 
point where they majj^pbe used most effectively Handout sections 
bc^n with two vocabulary Usis— the first includes definitions, the se- 
cond does not. (YLB). jp 
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Marineiii, Diane, Ed 

Campeteflcy- Based Adalt Education/Ep^tsb as a Second Language 

Modales:Healtb. 
Northern Illinois Univ. De Kailx 

Spons Agency— Illiijiois StatQ»Office of Education, Sprirffefield Adult 

and Continuing Education Section 
Pub Date— 79 

Available from— Curriculum Publications Clearinghouse, Horrabin 

Hall 46, Western Illinois University, Macomb, IL 61455 ($2.25) 
Pub Type — Guides/Methods/Techniques — Classropm 
Use— Instructional Materials (05 1) Guides/Methods/Techni- 
qucs— Classroom Use— Teaching Guides (05?) 
EDRS Price-MFOl^COS PlosTostage \ 
Descriptors— 'Adult Education, 'Communicative Compctcnci 
. Languages, 'Competency Based Education, 'English SecOfta 
Languilge, 'Health, 'Medical Services, Behavioral Objectives, 
Bilingual Education, Computation, Cultural Education, Daily 
t Living Skills, , Health Facitities, 'Learning Activities, Problem 
Solving, Reading Instruction, Second Language Instruction, 
Speech Communication, Teiephone Usage Instruction, Tests, 
Writing Instruction / 
Identifiers— Illinois, Life Skills " 

This packet contains four Compctency^ased Adult Educa- 
tion/English 4s a Second Language (ESL) lessons in the health ccJntent 
area designed for beginning level students. .Each lesson revolves- 
around one central character who, in the course of^the four lelsons, 
successfully performs four life-coping skills- (1) calfing for a dcitor's 
appointment^ (2) visiting the doctor, (3) filling a prescription, aiu (4) 
going to the Emergency Room Contents of each lesson include iate- 
ment of purpose, list of outcomes, pre-post test with means of evaua- 
tion, and suggested instructional resources and Activities. Within the 
instructional activities is a section titled 'Required Level of English' 
specifying what language content the student sjioutd be familiar with 
in terms of reception and production, prior to using the lesson. The 
lessons are keyed to two major ESL basic texts— New*Horizons and 
' ESL— A New Approach for the 21st C^ntory^ Each l&son contains 
some or all of the following skill areas: listening/speaking, reading, 
writing, computation, problem*solving, and cultural information. 
Parts.of the lesson available in the native language are indicated. (Ad* 
dress is cited. ) Translations are available in the four mOst common 
languages in Illinois* Spanish, Vietnamese, Korean, and French. 
(VLB). . 
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AJv/r, Howard P. 

AdaU EdocatioD Career Path Training Sesoarces- A Method, a Pro- 
cess, and a Few Examples: How to Motivate and Develop Minority 
Workers SUrting Work in Entry Level Jobs via Adalt Edocation. 

Pub Date— 80 

Available from-CLAIRE GELINAS,'27 Norwood St. Albany, NY 
12203 (Send self-addressed stamped 'envelope for paper copy cost) 

Pub Type — Guides /Methods /Techniques — CI ass r/oom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
qucr=»Non-aassroOm Use (055) 

EDR9 Price^-MFOl Pita PosUge. PC Not.Availabie from EDRS 



Descriptors— 'Allied Health Pehsonnel, 'Aitendanij>, 'Iniiruaional/ 
Materials, 'Job Training, 'Test Coaching, 'Training Method^ 
Adult Education, Career Ladders, Entry Workers, Lwirmng 
Modules, Mental Health, Programed Instructional Materials, 

. Test items 

Identifiers— Civil Service, Mental Health Workers 

This package contains self-paced training materials for mental 
health aides, designed to increase career^obihty for lower grade Civil 
Service employees by preparing them to pass a Civil Service examina? 
tion for upgrading. Procedure? are described whereby the matenals 
were developed by eduetitional personnel at several adult ^ucation 
centers and field tested successfully at the centers, incluc^ in the 
package is an overview of the training program, an analysispf the job 
description for mental hygiene assistant therapy aide (G*?! and test 
questions which are explained and hnked to the training pro^u'am and 
to the job description. To help adult education centers devdo> similar 
materials, patient safety objectives are included. (KC). ' 
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Heffner, Fred And Others 

A Competency* Based Coarse in Job^Seeking and Job-Survival Skills. . 
Reading Area Community Coll. Pa 

Spons Agency— Berks County Employment and Training Offic^, 

Reading, Pa. 
Pub Date— 80 

Pub ^ype— Guides/Metho4s /Tec hn I ques — Classroom 
Use— Instructional Matenals -(051}. G u ides/ Methods/ Tech ni- 
ques— Cla^room Use— Teaching Guides (052) 

EDRS Price-MFOl/PClO Plus Postage 

Descriptors— 'Adult Educatio'rk 'Employment Interviews, 'Job Ap- 
plication, 'Job Search Methods, 'Vocational Interests, 'Work At- 
titudes, Behavioral Objectives, Career Educatfon, Career Plann- 
ing, Communication Thought Transfer, Competency Based 
Education, Gqutse Descriptions, Course Objectives, Employee 
Attitudes, Employmeift Potential, Eniployment Services, Goal 
Oriei^tion, Jpb Skills, Learning Activities, Occupational 
Aspiration, Student Attitudes, Tests, Units of Study 
This course of insuuclion contains material^ designed to provide 
the trainee in an adulr manpower training program with job^seeking 
and job-survival skills. Contents include a listing of course objectives 
and competencies by instructional units, a pre- and post-Course test, 
and lesson plans for the two-section course. The ten units of the job* 
seekthg-skills section, which require approximately eighty study 
hours, cover these topics: assertiveness, attitudes, goal setting, job 
preference and suitability, employment resources, pre-application 
skills, job application, job search, job interview, and post-interview 
critique. The six units of the job-survival-skills section, which require 
approximately thirty hours, concentrate on those skills necessary to 
keep a job: attitudes, goal settingr communications, general skills, 
job-survival tools, and job etiquette. The lesson plan for each unit 
presents the unit and performance objective, skills emphasized, 
materials and equipment, and list of activities. The learning activities 
are then provided. A course evaluation form for students also ap- 
pears. Appendixes include a mastery log (competencies), employabili- 
ty profile form, student data sheet, and various other materials used 
during the course. (YLB). - 
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^e]]ey» Richard And Others 

Introduction to Indostrial Cooperative Training. A Galde for Industrial 
Cooperative Training Programs. Learning Activities Package. 
LAP 1. - 

Virgii)ia Polytechnic Inst, and State Univ Blacksburg. Virginia State 
; Dept. of Education, Richmond. Trade and Industrial Education 
Service 

Spons Agency— Office of Education (DHEW), Washington, D.C. 
Pub Date— 80 

Available from— Public Infprmation and 'Publications Offi(!fe, 
Virginia Department of Education, Richmond, VA 23216 (Single 
copieJonly, $2.25) / 

Pub Type— Guidci*/ Methods/ Techniques — Classroom 
Use— Instructional Materials (051) 

EDftS Prjce-MF01i1^C03 Plus Postage 

Descriptors— 'Cooperative Education, . 'Orientation, 'Program 
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Descriptions, •Trade and Industrial Educauort, Behavioral Objec- 
tives, High Schools, Learnirig Activities, Learning Modules, 
Pretests Posttests, Secondary Education, Student Evaluation, 
Work Experience . 

This learning activity package, one )n a series of six, is designed to 
bell) students g^in an understanding of the aims' of the industrial 
' cooperative training (ICT) program and their own responsibilities as i 
students (The industrial cooperative training program provides m- \ 
dustrial occupational training experience for high school juniors and J 
seniors who attend school one half da> and receive supervised woriC\ 
experience on the job. ) Contdit3 include a list of objecuve^ pretest, " 
eight learning activities, posttest, answer key for learning activities, 
and pretest and posttest answer key. The learning acUvities,^c}i bas- 
ed on one objective, cover these topics. (1) Terms Used ui Industrial 
Cooperative Training, (2) What is Industrial Cooperative Teaming? 
(3) Aims of Industrial Cooperative Training, (4) Your Obligations As 
an ICT Student, (5) Advantages of the ICT Program, (6) Other Voca- 
tional Training Areas, (7) Forms Used in ICT, and (8) How Will I Be 
Evaluated** Each follows this format, objective, informative 
materials, and exercise/activity. (VLB). 

ED 193521 • • fcE027 074 

Ross, KK\i2C[(i Lee- And Others ^ 

Vocational Industrial Clabs of America, A Guide for Indostria! 
Cooperatiye Training Programs. Leaniw^ Activities Package, 
LAP2. ^ 

Virginia Polytechnic Inst and Sute Untv. Blacksburg. \ irginia Siaie 
Dcpt* of Education. Richmond. Trade and Industrial Education. 
Service 

Spons Agency— Office of Education (DHEW), Washington, D.C. 

Pub Date— 80 * , / . 

Available from— Public Information and Publications Office, 
Virginia Department df Education, Richmond, VA 23216 (Single 
copies only, S2.25) \ ^ 

Pub Type— Guides/ Methods/Techniques — Classroom 
Use— Instructional Matenals (05!) . 

EDRSPrice--ME01/PC02 Pins Postage ^ « 

Descriptors— •Cooperative Education, •Student Organizations, •Stu- 

' dent F^^cipation, •Trade and Industrial EducaUon. Behavioral 
Objectives, Ixtracumculax Activities, Hi^i Schools, Learning 
Aclivities. Pretests Posttests. Secondary Education, Work Ex- 
perience 

Identifiers— Vocational Industrial Clubs of America 

This learning activity package, one of six mtended for use m In- 
dustrial Cooperative Training Programs, is designed lo aid students m 
learning about their student organization, the Vocational Ini^XiSinai 
Clubs ofAmerica (VICA) (The mdustnai cooperaUve training pro- 
gram provides industrial occupational training experience for high 
school juniors and seniors who attend school one half da> and receive 
supervised work experience on the job. ) Contents include a list of ob- 
jectives, pretest, three learning acUvities, posttest. answer key for Icar 
ning activities, and pretest and posttest answer key. The learning ac- 
tivities, each based on one objective, cover ^csc topics. (1) What is 
VICA'> (2) Symbolism of Your Organization, and (3) Tm in^ 
VICA— Now What? Each follows this format: objective, informative^ 
materials, and exercise/activity. (YLB). 
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GMT[n,?Tti^ And Others 

Using Pariiamentary Proccdare. ^ Guide for bdixstrial Cooperadtfe 
Training Programs. Learning Activities Package, LAP 3/ 

Virginia Polytechnic Inst and State Univ Blacksburg. Virginia State 
Dept. of Education, Richmond. Trade and Industrial Education 
Service 

Spons Agency—Office of Education (DHEW), Washington, P.C. 
PubDate-80 , . ^ ^ 

Available from— Public Information and Publications Office, 
^ Virginia Department of Education, Richmond, VA (Single copies 

only,yJ2.25) ^ 
f ub Type — Guides/Me t hods/Techniques — Classroom 

Use— Instructional Materials (051) 
EPRS Pric€-MF0I/PC03 PIbs PosUge 

Descriptors- •Cooperative Education, •Parliamentary Procedures. 
•Student Organi^tions, •Student Participation. •Trade and In» 



dustrial Education, Behavioral Objectives^ High Schools, Leader- 
ship, Lcawing Activities, Meetings, Pretests Post tests. Secondary 
Education, Work Experience 
Identifiers— Vocational Industrial Clubs (H America 

This learning activity package, one q/t six intended for use m In 
dustrial Cooperative Training Programs, is deigned lo enable 
students (o understand the basic pmnciples of pari lamen tar; pro- 
cedure and provide help in conduyimg \ topical Vocauonal IndusUta)/ 
Clubs of America (VICA) busines meeting. (The tfidusirial ^ 
cooperative training program provide mdusirtal occupaiionai train- 
ing experience for high school jumors md seniors who attend school 
one-half day and receive supervised ' ork experience on ihe job. ) 
Contents include a list of objectives, preiesi. five learning activities,, 
posttest, answer key for learning activi^, and pretest and posiiest 
answer key. The learning activities ^ch based on one objective, 
cover these topics, (1) Terms €Jscd in Parliamentary Procedure, (2) 
Presiding Over the Meeting, (3) The Motions U«d in ParliamenUr> 
Procedure. (4) Using Motions to Conduct and Transact Business, and 
(5) Conducting a Typical VICA Business Meeting. Each follows this 
format: objective, informative materials, and exercise/activity. 
(YLB). - 
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^tmiXy Kesin J. C\djk, H. M. - 

Job Application and Job Interview. A Guide for Cooperative Industrial 

Programs, Learning Activity Package. LAP 4, 
Virginia Polytechnic Inst, and State Univ. Blacksburg. \trginia6tate 
Dept. of Education. Richmond.^ Trade and Industrial Education 
Service ' . 

Spons Agency— Office of Educati6n<DHEW). Washington. D.C. 
, Pub Date— SO 

Available from— Public Information and Publications Office, 
Virginia Department of Educatioor Richmond, VA 23216 (Single 
>d copies only, S2.25) 

y Pub Type^Guides/Methods/ Techniques — Classfoom 
Use— Instructional Materials (051) ' |p 

EDRS Price-MF01/PC03 Plus PosUge 

Descriptors— •Cooperative Education, •Empio>Tneiit Interviews, 
•Job Application, •Profiles. •Trade and Industrial Education, 
Behavioral Objectives, High Schools, Lemming Activities, 
Pretests Posttesls. Secondary Education, Student Records, Work 
Experience 

This learning activity package, one of six intended for use in In- 
dustrial Cooperative Training Programs, is designed to assist students 
in gaming the skilb and attitudes necessary ^or getting a job. (ihe in- 
dustrial coo^^ati^e training program provides industrial occHpa- 
tional trammg experience for high school juniors and seniors who at- 
tend school* one- half da>-and receive superwsed work experience on 
the job, ) Contents include a list of objectivcft.. pretest, five learning 
activities, posttest, answer key for learning acUvitias. and pretest and 
posttest answer key. The learning activities, each t)as^ on one objec- 
tive, cover these topics. (I) Vocabular>, (2) Personal Data Sheet, U) 
Letter of Application. (4) Application Form, and (5) Job kiierview.'' 
Each follows this format, objective, informative materials, and exer- 
cise/activity. (YLB). ^ 

ED 193524 . . CE 027 077 

Carpenter. HtrbcrX G. ChtTntnkO, WaJtef 

Employer-Employee ReUtions. A Gttide for Indostria! Cooperative 
Tralfilng^ Programs. Leamla^ Activity Package, LAPS. 

Virginia Polytechnic Inst, and StateUniv. Blacksburg. Virginia State 
Dept.^of Edud&t!on. Richmond. Trade and industrial E^ducaUon 
Service ^ ' 

Spons Agency— Office of Education (DHEW), Wa5hir\gLtan» P.C. 

Pub Date— 80* 

Available from— Public Information and Publications' Office, 
Virghiia Department of Education. {Richmond, VA, 24061 (Single 
copies only, $2.25) j 

Pub Type— Guidcs/1'Mc t hods/ Techiiiques — Ciassroora 
Use— Instructional Materials (OJl) 

EDRS Bricc-Mrt)l/PC03 Plus Postage 
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titudes. High Schools. Individual Characteristics, Job Skills 
Learning Activities, Learning Modules, Pretests Posttests, Secon- 
dary Education, Work Experience 

Jhis learning acU\it> package, one of su intended for use m In- 
dustrial Cooperative Training Programxli designed io aid students in 
developing a ffood employer xmplc^ rclauonship by gaining the 
kinds of worker trails sought by employers. (The indusinal 
cooperative training program provides industrial occupauonal tram- 
ijig cxpcnence for high school junior^ and seniors who attend school 
one-half j^ay and receive supervised work experience on the job. ) 
Contents Include a list of objecuves, pretest, five leanung activiues, 
pbsttest, answer key for learning acuvities, and pretest and positesi 
answer key. The Jeaming actiyities, each based on one objective, 
cover these topics. (1) Trails Which Employers Seek, (2) What Is My 
Work Attitude? (3) Desirable Personal Qualities, (4> Sure Ways of 
Losing four Job, and (5) What Are Your Strengths and Weaknesses? 
Each follows this format, objcvtivc, informatjvc materials, and exer- 
cise/activity. (YLB)., 

ED TO 525 ^. ' . CE 027 078 

Duenlc, Lester G. Lear, George 

Safety. A^dde for Indostrial Cooperative Training Programs, Learn- 

te8 Artirity Package. LAP 6. 
Virgima Polytechnic Inst and Sute Univ. Blacksburg. Virginia Slate 

Dept. of Education, Richmond. Trade and Industrial EducaUon 
/ Service 

Spons Agency— Office of Education (DHBW), Washington, D.C. 
J^ubDate— 80 

AvaDable from— Public Inforniation and Publications Office, 
Virginia bepartment of Education, Richmond, VA 23216 (Single 
" copies only, $2.25) 

Pub Ty'pe— Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (05 1) 
EDRS Prke-MFOl /PC03 Pits Postage 

Descriptors— •Accident Prevention, •Cooperativctducation, •Safe- 
ty, 'Safety Education, /Trade and Industrial Education, Ac- 

• cidcnts. Behavioral Objectives, High Schools, Learning Ac- 
tivities, Pretests Posttests, Secondary Education, Work Ex- 
perience , 

This learning activity packagej^nc of six intended for use in in- 
dustrial Cooperative Training Programs, is designed to provide 
students with infomlatioh on several general safety topics which 
would apply m most employment situations. (The industrial 
cooperative training program provides industrial occupational train- 
ing experience for high school jumors and seniors who attend school 
one-half day and receive supervised work experience 6n the job. ) 
Contents include a list of objectives, pretest, five learning activities, 
posttest, answer key for learning activities, and pretest and posttest 
answer key. The learning activities, each-baeed on one objective, 
cover these topics (1) Your Safety Attitude, (2) Hazards m Using 
Toojs, (3) Persoi^^ Protective Equipment, (4) Use of Fire Ex- 
tinguishers, and (5) Preferred Safety Practices. Each follows this for 
mat ^objective, infbrmativc materials, and cxercisc/aaivity. (YL?). 
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Mflhary Currioilam Materlab for Vocational and Technical EdocA- 
tkm. Mlnlature/MkrominlatBre Electronics Repair. CNTT W 100. 
0034B. Classroom Coarse 745. ^ 

Fleet Training Centci. Norfolk, Vat' Ohio State Univ. Colum- 

bus. National Center for Re«arch in Vocational Education 

Spons Agency— Chief of Na\^l Education and Training Support, 
Pensacola, Fla. 

Pub Date— 79 ^ 

Pub Type — Guides /Methods/ Techniques— Classroom 
Use— Instructional Materials (051) Guidcs/Methods/Techni- 
que^Classroom Use— Teaching Guides (052) 

EDRS Price-MF13/PC65 PltB PosUge 

Descriptors— 'Electric Circuits, 'Electronic Equipment, 'Electronics, 
•Equipmait Maintenance, 'Repair, Behavioral Objectives, Cur 
riculum Guides, Electrical Occupations^ High Schools, Learning 
Activities, Lesson Plans, Postsecondary Education, Secondary 
Education, Trade and Industrial Education 

Identifiers— Microminiature Circuits, Military Curriculum Project, 
Miniature Circuits, Soldcrers 



These instructor materials (curriculum outline, lesson plans) and 
\student guide for a high school- postsecondary level course in 
xamiatur^/micromiriiature electronic repair ar<j one of a number of 
mihuiry -developed curriculum packages selected for adaptation to 
vocational instruction and curriculum developmeni in a civ than »ei 
ting. The^^CQurse consists of four units containing fifteen lessons 
covering 118 hoilrs-of instruction. (1) Introduction to the Sohool and 
Course (Introduction to the Course, Inlroducuon lo High Reliabilii> 
Soldering, Preventive Maintenance of the 2M Repair Station), (2) 
^ Printed Circuit Board Repair (Conformal Coating Removal, 
Desoldering Printed Circuit Board Components, Prmted Circuit 
Board Component Installation and Soldering, Repair of Damaged 
Printed Circuit Boards), (3) Terminal ang Connector Pin Soldering 
(Insulation Removal, Wire Tinning ^Ura Soldering to Turret Ter 
minais. Soldering to Hook and Pierced Tab Terminals, Soldering to 
Bifurcated Terminals, Soldering Connector Pms), and (4) Micro- 
Electronic Circuit Maintenan>e Techni()ues (Introduction lo Miao- 
Electronic Circuu Boards, Microminiature Repair Task Identification 
and Procedural Analysis, Micro-Electronic Circuit Conformal 
Coating Removal ^and Desoldering Techniques, Micro-Electronic 
Circuit Soldering Techniques). The curriculum outline and lesson 
plans give the instructor this information, time allocation, training 
equipment, training aids, text required, references, terminal objective, 
enabling objectives, and outline of instruction with insti'uctor and stu 
dent activities The student's guide contains note-taking, assignment, 
and job sheets. A performance test booklet is also included. (YLB). 

ED 193 540 ' CE 027 136 

Military Carricnlom Materials (or Vocational and Techoical Educa- 
tion, Arionks Instnunent Systems S^lalist. PCI C3ABR32531 
000. Classroom Coarse '2-7. 

0(^io Slate Univ. Columbus. National Center for Research in Voca- 
tional Education. Technical Training Center, Chanute 
AFB, 111 

Pub Date^78 

Pub Type — Gu id es/Methods/Tech^iques — Classroom 
Use— InsirucUonal Materials {Q5U. Guides/ Methods/Techni- 
ques— Oassroom Use— Teaching Guides (052) 

EDRS Price— MF20/PC90 Pins Postage 

Descriptors— 'Aviation Technology, 'Computers, 'Elec- 
tromechanical Technology, 'Equipment Mai/itenancc. 'Repair, 
Aviation Mechi|Hcs, Behavioral Objectives, Course Descnptions, 
. Curriculum Guiaes, Engines, High Schools, Navigation, 
Postsecondary Education. Programed Instructional Materials, 
Secondary Education, Technical ^Education, Textbooks, 
Workbooks 

Identifiers— Aircraft, Aviomcs, Instrument Mechanics, Instrument 
Repairers, Military Curriculum Project * 

This high school-postsecondary-lcvel course for avionics instrument 
systems specialist is one of a number of military -developed curriculum 
packages selected for adaptation to vocational instruction and cur- 
riculum development in^ a civilian setting. A plan of instruction 
outlines five blocks of Instruction (281 hours of instruction). Block 1. 
Aircraft Maintenance Fundamentals, includes programmed tests, 
handout, and workbook on four topics. Aircraft Familiarization, 
Avionics Safety, Avionics Maintenance Fundamentals, Pressure Sen- 
sors. Block 2, Engine Instruments, contains programmed texts, 
.workbooks, and handouts on nine topics; Position liidicating 
Systems, Pressure Indicating Systems, Tachometer Systems, 
Temperature Indicating Systems, Fuel Row Indicating Systems, 
Engine Pressure Ratio Indicating Systems, Resistance-Type Liquid 
Quantity System. Capacitance Liquid Quantity System, Vertical Scale 
Engine Instrument Systems. Block 13, Flight Instruments, contains 
programmed texts, workbooks, handouts, and worksheets on five 
topics. Pilot-Static Systems and Irutruments, Automatic Altitude 
Reporting System, Accclerometers, Flight Data Recorders, Air Data 
Computer Systems and VerUcal Scale Flight Instruments). Block 4, 
Integrated Flight and Navigational Instruments, includes programm- 
ed texU, workbooks, and handouts of five topics. Flight Instruments, 
Direct Reading, Altitude Heading Reference and Gyro Stabilized 
Magnetic Compass Systems, MC«I Compass Calibration. Block 5, 
Flight Director Systems, contains a programmed text, handouts, and 
workbook. (YLB). 
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Htndrix, Labom J. Pierce, Greg 
Millwright Icstractiooa! Materials. 

Associated General Contractors of America. Wa^ington. D.C. 
pkiahoma State Dept of Vocational and Technical Educatioiv. 
, Stillwater Curriculum and Instructional Materials Center 
Pub Date— 80 

Available from-rThe Associated General ''Contractors of America. 
1957 E St N W Washington, DC 20006 (565 00. cash and quanti- 
ty discounu available) . " 

Pub Type — Gu ides /Methods/Techniques — Classroom 

^ l^se-InstrucUonal Materials (051) Guidcs/Methods/Techni- 
/ qucs— Classroom Use— Teaching Guides (052) 

Docameot Not Arailable from EDRS 

Descriptors— •Building' Trades, 'Equipment Utilisation, 'Hand 
Tools. *Klachinisu. 'Trade and Industrial Education, 'Welding. 
Adult Education, Behavioral ObjcctNes, Blueprints, Construc- 
tion Industry. Criterion Referenced Tests* Curriculum Guides, 
Equipment Maintenance. Leadership Training, Learning Ac- 
tivities, Postsecondary Education, .Safety Education, Uniu of* 
Study s " 

Identifiers— Millwnghu, Testing Apparatus 

This manual contains instructional materials 'for use in training 
millwrighu working in industrial and commercial construction sites. 
Intended as an innovative complement to on-the-job training inKOn- 
struction, the material is written in terms of student performance us- 
ing behavioral ' objectives and measured by criterion-referenced 
cvaJuaUon instrumenu The manual contains 37 units of instruction 
^ divided into ten instructional areas (sections). (1) introduction (4 
uniu); (2) leadcr!ihip (2 uniu); (3) related informauon (measuring, 
hardware and materials* metals— 3 uniu). (4) tools and testing equip- 
ment (4 uniu); (5) welding (5 uniu), (6) bluepnnt reading (5 uniu), (7) 
receiving and setting equipment (3 uniu), (8) equipment hookup and 
operation (J uniu); (9) equipment layout, anchoring, and setup (7 
uniu); and (10) maintenance (2 uniu) Each unit of instruction may 
include some or all pf eight basic componenu performance objec- 
tives, suggested activities for teacher, information shecu (content 
essential for meeting the cogniUve objectives of the unit), visual aids, 
assignment shecu, job shecu (manipulative or psychomotor skills), 
tesu. and test answers. (YLB). 
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Competencies for Articulation: (Jfflce Occupations. Tests* 
Lincoln Public Schools. Nebr * Southeast Community ColL 

Lincoln. Nebr 

Spons Agency— Nebraska State Dept of Education, Lincoln Div of 

Vocational Education 
Pub Date— 77 , 

Pub Type— Tesu, Questionaires. Evaluation instru menu (160) 
fiDRS Price— MFOl Plus Postage, PC Not AvalUble from EDRS 
D^riptors— ^^petence. 'Office Occupations Education. Ar- 
ticulation Edition. Competency Based Education, Criterion 
' Referenced Tesu. Secondary Education. Two Year Colleges 
Identifiers— Nebraska 

This booklet of tesU is designed to accompany the booklet 'Office 
Occupations Competencies for Articulatjoij/— ED 151. 565. The wnt- 
ten test questions suggest the knowledge level needed to accomplish 
fhe skills necessary to comptete th^ competency. It ts suggested that 
they may be used to assess the development of competencies or they 
may be used as examples of tests tcacherypay develop or select. The 
document is jpart of a'series of guides jiefigned tcrtJclp articulate voca- 
tional education student progress from one level of training to another 
(secondary/ postsecondary) and tb employment-see note. {KQ. 

ED 194 700 ' 'CE02629^ 

Compcteocies for Artkdatioa; Aoto Mechanics. Tests. 
Lincoln Public Schooli. Nebr Southdbst Community Coll. 

Lincoln, Nebr . * • 

Spons Agency— Nebraska Slate Dept. of Education, Lincoln. Div. of 

Vocational Education , 
1*ubDate— 77 ; , . , 

Pub Type— Tests^Qumionaires. Evalti^fion instru menu (160) 
EDRS Pric€-MFa™as Pt^ge. PC Not A>aiUl>le froai EDRS 
Descriptors— *Auto Mechanics, *Comfv*timQf ^rfirniation Educa^ 



tion. Competency Based EdiKatio^i, Criterion Referenced Tesu. 

Secondary Education, Trade aWfndustrial Education, Two Year 
^ Colleges 
Identifiers— Nebraska 

ThTS^booklet of tests is designed to accompany, the booklet 'Auto 
N^echanics. Competencies for Articulation'— ED 151 563. Thewritten 
test questions suggest the knowledge level needed to accomplish (he 
skills necessary to complete the competency. It is suggested that th»y 
may be used to assess the developm ent of competencies or they may be 
used as examples of tests teachers may develop or select. The docu- 
m^t is part of a series of guides designed to help articulate^ocationai 
education student progress from one level of training to another 
(sccondary/postsecondary) and to employment— see note. (KC). 
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Benson, Ann Truitt, Debbie " - ' 

Vocatiooal Home Economics Education. Hom« Economics 11. Basic 

Core. RcTisefEditiott. ) 
Oklahoma Slate Dept. of Vocational and Technical Education, 

Stillwajcr. Curriculum and Instructional Materials Center 
Spons Agency— Oklahoma State Board of Vocational and Technical 

Education, Stillwater. Div. of "Wocatiort^l Home Economics 

Education. 
Pub Date— 80 

Available from— Slate Department of Vocational and Technical 
Education, 1515 West Sixth Ave. Stillwater, OK 74074 ($20.00, 
Teacher; S8.50, Student) 
Pub Type— Gu id es/MethodS/. Techniques — Classroom 
Use— Instructional Materials (051). Guides/ Methods/ Techni- 
ques—Classroom Use— Teaching Guides (052| 
EDRS Price-MF06 Plus PosUge. PC Not AvalUble from EDRS» 
Descriptors— 'Career Exploration, 'Consumer Education, 'F^ily 
Life Education. 'Foods Instruction, 'Home Economics, 'Hous- 
ing, Behavioral Objectives. Chvld Development, Clothing In- 
struction. Curriculum Guides, Day Care, Grade 10, ^ome Fur- 
nishings. Instruaional Materials. Interpersonal Relationship, 
Leadership Responsibility, Leadership Training, Learning Ac* 
tivities. Money Management, Nutrition Instruction, Occupa- 
tional Home Economics. Preschool Children, Secondary Educa* 
tion. Textiles Instruaion, Vocational Education 
This curriculum guide is designed as a comprehensive stud^ for 
second-year consumer and homemaking studeo;^ (It is a revision of 
ED 146 403. ) Contenu include eight sectionsaTlis22 instructional 
uniu. as follows. (1) leadership development (leadershipi^Qxlopment 
and responsibility), (2) career exploration (obtaining a iob^p^hg^css 
on the job). (3) clothing and^ textiles Oabeling, fabrics and tc«iles, 
wardrobe planning, buying- ready-to-wear garmenu, garmen/con- 
stniction), (4) foods and nutrition (meats, pastry, yeast bread^fruiu. 
vegetables, salads). (5) child development (preschool-age chHorcn), (6) 
housing and home furnishings (organizing a kitchen, liyr^ space ar« 
rangcment), (7) personal and family relationshipj,;(j^rsonal develop- 
ment, human relations), and (8) consumer education (using bank4ng - 
services, establishing credit, buying practices). Eacn^instructional unit 
contains some or all of the following: unit objective; specific objec* 
tives. suggested activiues for instructor, including instructional 
materials needed, unit references, and additional materials, informa* 
tion shceu (providing content essential for meeting the cognitive ob- 
jectives of-the unit), assignment sheeu, visuai aids, jOb sheeu (list of 
equipment, tools, and materials needed io complete a manipuiaiive or 
psychomotor skUl). tesu, and test answers. (YLB). 
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Reilsion awl Updating of LIstbgs of Vocatlbnal Instroctlonal NJaterials 

Available from Federal Ageicles, Final Report. 
Human Rj^ourccs Management* Inc. Washington, D.C. • 
Spons Agency— Department of Education, Washington, D.C 
Pub Date— 80 

Coniraa— 300-79-0420 ^ 
NoteJ^ISOp. : Smalj, light print in some of the exhibiu will not 
^ reproduce well. Fir related documenusee ED I90909«9I6 
Pi^b Type— OuideS/Methods/Techniques— Non-Classroom Use 
(055). Reporu—Descriptive (141) 
^^DRS Prfce-MFSl/PC06 Pins Postage 
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Descriptors- •Annotated Jijbliographics, •Federal Government, •In* 
formation Sources, •Instructional Materials, •Public Agencies, 
•Vocational Education, EdLcational Resources, Material 
DevelcH^meni, Fost^econdar^ [Education, ^ Resqj^rce Matenals, 
Resources, Secondary Education, Surveys 
Identifiers— Unitwi States 

Thts docuipent reports a $urve> of cumculum and mstnicfional 
materials readily available from overtiinety-two federal organizations 
which could be utilized by vocational educators. Chapters 1 and 2 (Ex- 
ecutive Summary and Introduction) summarize this surve> conducted 
b> Human Resources Management, Inc. from 1979 80,^ v^hich resulted 
in listings of available items Chapter 3, Development of the Listing 
Plan, reviews the foundation for project implementation, use of an 
advisory group, and the work plan developed to guide project ac 
tivities. Chapter 4, Sources and Collection of Matenals, discusses 
types of sources used, source selection, means for contacting sources 
and>^ording information gaihdted, and material transport. Chapter 
5, Processing of Matenals, details the s>stem developed for materials 
processiirg, process steps, and citation development and format. 
Chapter 6, Organization and Compilation of the Listings, describes 
actual packaging and contents of the eight listings including matenals 
for seven traditJonalAocatiOna! program areas and for special needs 
groups— see note. Chapter 7, Awareness Building, Printing, and 
Distribution, discusses brochures and other mechanisms used to create 
awareness and their distribution. Chapter 8, Observations and 
Recdbmendations, provides insighu mio issues v^onfronted, what was 
learned, and recommendations' for future activities, Chapte; 9 is a 
summary. (YLB). 
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Competeocies for Articttlatiom Procedures MannaL 
Lincoln Public Schools, Nebr. Southeast Community Coll. 

Lincoln, Nebr 

Spons Agency-— Nebraska State Dept. of Education, Lincoln. Div. of 

Vocational Education 
Pub Date— 77 

Pub T ype — Guides / Methods/Techniques — Classroom 
Use— Tea.chfng Guides (052). 
Guides/Methods/Tcchniques— Non-Classroom Use (055) 
EDRS Price- MFOl Plos Postage- PC Not Ayallable from EDRS 
Descriptors— •Articulation Education, •Competence, ^tompctency 
Based Education, •Program Development, •Vocational Educa 
tion, College School Cooperation, Job Skills, Secondary Educa 
tion, Two Year Colleges 
Identifiers— Nebraska , 

Competencies for Anic^lation materials have developecl b> 
public schools, an educational distnct, and a uommumty college in 
Nebraska lo help vocational education students progress frojn one 
level of eduvational training to anot)ier and to envployment. Their 
progress is to be measured b> 'competencies,' each of which has three 
parts. (1> a statement of the task, (2) the conditions and limitations 
that appl> io per^brming the task, (3) the cntena for measurmg sue 
i*essful performemce of the task. The use of competencies in descnh 
ing student capabilities provides reliable information lu plave students 
edudational level, and provides an index of personal 
iifi^tidh^ for emplo>ers t^ use to match persons with specific job 
This pro^dures.majiual is intended to help persons 
lar with tfie process for developing competencies, or to 
id> developed competencies to situations. It explains 
nd purposes of the project, procc^jtres, development of a 
come section, venfication of competencies, and recom 
uon procedures. Componwits m th^ Competencies for 
es include compctencyllsts and matenals for draCting. 
health occupations, offi^ occupations, carpentry, 

/JVC 




mended ai 
Articulat 
electronics, 

welding* and auto mechanics 
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) Compdencles for Artkulatfom Drafting. 
f Lincoln Public Schoob, Nebr. Southeast Community Coll. 

, Lincoln, Nebr « i 

Spons Agency— Nebraska State Dept. of Education, Lincoln. Dtv. of 

Vocational Education 
PubDatl-77 

Pub TWpe— Guides/ Methods/Techniques— Classroom 
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Use->liistructional Materials (051). Guides/ Methods/ Tcchm ^ 
ques — Cl'asiroom Use — Teaching Guides (05i). . 
Guides/Mtthods/Techniques— Non-Classroom Use (055) 
EDRS Price-MFOl Plos PosUge, PC Not^vaiUble from EDRS 
Descriptors— •Competence, •Drafting, •Job Skills, •Trade and In- 
dustrial Education, Articulation Education, Competency Based 
Education, Secondary Education^ Technical Education, Two 
Year Colleges 
Identifiers— Nebraska | 

Designed to help articulate vocational edu^atiC^ student progress 
from one level of training to another and to employment, ihis drafting 
guide lists corapetOTcies for a core *,umculum prerequisite to all draf 
ting areas and ^odipetencies for machine, architectural, and civil draf 
tmg. The format for each competency is task statement, list of condi 
uons and limitations for performance, and cntena of acceptable per , 
formance. In a separate sectipn, enabling tasks (aUivities necessary ' 
for developing a 7ob skill/are lisied for each competency with the sug 
gesuon that they ma> become dail> or weckl> lesson plans. A section 
on student outcomes Contains a table correlating twenty three job 
uties With the competency lists and educauonal requirements, and 
ubles correlaimg the competencies with high schovl cred/t and ad 
vanced ^ege placement informauon (specif icalljA for Nebraska). 
Also included are a glossary of terms and two forms, student progress 
chart and record of individual student skill achievement. (A pro 
cedures manual descnbing the process used to develop the competency 
lists and providing suggestions for adapting the. matenals to loc^ 
situations IS available separately, as are parallel competency lists for 
other curriculum areas— see note. ) (KC). ^ 
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Competet>cl€s for Artknlation: Electrooks. 

Lincoln Public Schools, Nebr. Southeast Community Coll. 

Lincoln, Nebr ^ * 

Spons Agency— Nebraska Slate Dept. of Education, Lincoln. Div. of 

Vocational Education * 
Pub Date— 77 t * 
Pub Type— Guides/ Methods/ Techniques — Classroom 
Use— Instructional Materials (051). Guides/Meihods/Techni- 
ques — Classroom Use — Teaching Guides (052). 
/ Guides/Methods/Tcchniques— Non-Classroom Use (055) 
EDRS PHce-MFOl Plus Postage- PC Not Arailable from EDRS 
Descnptors— •Competence, •ElectfOnics, •Job Skills, •Trade and In 
dustnal Education, Articulation Education, Competency Ba^ 
Education, Secondary Education, Two Year (Alleges 
Identificrs-*Nebraska > ' . 

Designed to help articulate vocational education studeoC progress 
from one lev^i of trairung to another and to employment, this elec 
tronics education gu^de lists competencies for soldering, performing 
basic operations with test equipment, servicmg basic logic cuits, ser 
vicmg DC power supphes, servicing solid state amplifiers^ and serv ic 
^g solid state oscillator circuits. The format for each competency is 
(1) task sutement, (2) list of conditions and Umitations for per 
formance, and (3) cntena of acceptable performance. In a separate 
sccuon, enabling tasks (acuvitics necessary for developing a job skill)^ , 
are listed for each competency with the suggestion that they may 
become daily or weekly lesson plans. A section on student ou^mes 
contains a table correlating twenty seven electronics occupations job 
uties With the competency hsts and educauonal requirements, and 
tables correlaUng the competencies wrth high school credit and' ad 
vanced college placement informduon (specifically for Nebraska pro 
grams). Also mcludcd are a glossary of terms and two forms, student 
progress chan and record of individual student skill achievement. 
(Tests of these competencies are availabfe separately is CE 026 994, A 
procedures manual descnbing the process used to develop the com 
petoncy lists and providing suggestions for adapting the materials to 
iocal'situations is available separately, as are parallel competency hsts ' 
for othtr curriculum areas— see note. ) (KQ, 
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Coopetead^for Artictthtiom Elcctroaks. Tested 

Lincoln Public Schools, Nebr. Southeast Community Coll.. 

Lincoln, Nebr * 
Spons Agency— Nebraska State Dept. of Education, Lincoln. Div. or 

Vocational Education 



J' 




Pub Date— 77 *, ^ 
Pub Type— Tests, Questionaires, Evaluation instni mcnts (160) 
EDRS Prke-MFOl Plus Po^ge, PC Not Available from EMS 
Descriptors— •Competence, •Electronics, Articulation Education, 
Competency Based Education. Criterion Referenced Tests, Secon- 
dary Education, Trade «nd Industnal Education, Two Year Col- 
leges 

Identifiers.— Nebraska ^ ' 

*, This booklet of tests is designed to accompany 'Competencies for 
ArticulaUon: El^onics'-CE 026 993. The written test quesUons 
suggest the knowledge level needed to accomplish tht skiljs necessary 
' to complete each competency. It is suggested that they may be used to 
assess the development 'of competencies or they may be used as ex- 
amples of tests teachers may develop or select. The document is part 
of a series of guides designed to help articulate vocational education 
student progress from one level of training to" another (secon- 
dary/postsccondary) and to employment— sec note. (KQ. 
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Southeast Community Coll. 



V 



Lincoln Public Schools, Nebr, 
Lincoln, Nebr 

Spons Agency— Nebraska State D^t of Education, Lincoln. Div. of 

Vocational Education f 
^ Date— 77 

>ub Type— Gunhcs/Methods/Techniqitts — Classroom 
Use— InstrucUortaJ Materials (05 1). Guid^Methods/Techni- 
ques — Classroom Use — Teaching Guides (i)52). 
Guides/ Methods/Techniques—Non-Qassroom Use (055) 

EDRS Price— MFOl Plus Postage, PC Not Available from EDRS 

Descriptors— •Allied HealUi Occupations, •Competence, •Job Skills, 
•Vocational Education, Articulation Education, Competency 
Based Education, Education. Secondary Education, ,Two Ycar^ 
Colleges i 

Identifiers— Nebraska 

. Designed to help articulate vocational educaUon student progress 
frmn one level of training to another and to employment, this health 
occAipaUons guide lists fifty-nine competencies for patient care and 
dottors' office work The format for each competency is (1) task 
statement, (2) list of conditions and limitations for performance, and 
(3) criteria of acceptable performance, In a separate section, enabling 
tasks (activities necessary for developing a job sk'Ul) are listed for each 
competency with the suggesUon that they may become daUy or weekly 
lesson plans. A section on student outcomes contains a table cor- 
relaUng thirty-four health occupaUons job UUes with the competency 
lists and educational requirements and tables correlating the com- 
petencies with high school credit and advanced college placement in- 
formaUon (specifically for Nebraska programs). Also inqjuded are a 
glossary of terms and two forms: studeiit progress chart and record of 
individual student skill achievement. (A procedure manual describ- 
ing the process used to develop the competency lists and providing 
suggestions for adapting the materials to local situations is available 
separately, as are parallel competency lists for other curriculum 
areas— see note. ) (KQ. 
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Rudolph, James A. 
Eqidse Maoagemeot and Prod&ction, Vocational Agriculture £daca< 
tioD. 

Oklahoma State Board of Vocational and Technical -Education, 

Stillwater Curriculum and Instructional Material* Center 
Pub Date— 80 

Available from— Curriculum and Instructional Materials Center. 
State I>epartihent of Vocational and Technical Education, 1515^* 
West 6th Ave. Stillwater. OK 74074 (Teacher manual, $15.00; 
Student manual, S9.00) 

Pub Type — Guides/Methods/Techniques — Classroom' 
Use— Instructiotoal Material! (051). Guides/Methods/Techni. 
qucs— Classroom Use—Teaching Guides (052) 

EDRS Price-MF03 PhrfTostage, PC Not A^ble from EDRS . 

Descriptors— •Agrfcultural Education. *Anlmal Husbandry, 
•Horses, •Reproduction Biology, •Veterinary Medicine, •Voca- 
tional Education, Disease Comrol, Equipment Maintenance, 
Farm Management, Farm Occupations, Marketing, Nutrition, 



Document Resumes 95 



Postsecondary Education, Preventive Medicine, Secondary 
Education, Transportation, Visual'Aids 
Identifiers— Oklahoma , 

This» basic core ojr instruction for equine management and produc- 
^n is designed to assist instructors in preparing students for suc- 
cessfyl employment or management of a one- or two -horse operation. 
Contents include seven instructional areas totaling seventeen units of 
instruction: (1) Orientation (basic horse production; handling and 
grooming; handling the young unbroken horse), (2) Health and Foot 
Care (horse healdi and disease prevention; basic first aid; parasites; 
fundamentals of foot care; foot problems, trimming, and shoeing), (3) 
Nutrition (practical horse nutrition), (4) Reproduction (fertility and 
genetics of reproduction, breeding efficiency and mating procedures, 
care of maje and foal), (5) Selection and Judging (selecting and 
marketing the horse, judging), (6) Transportation (transportmg the 
horse), and (7) Facilities and Equipment (physical facilities and stable 
management, selection and care of lack). Designed for use in more 
than one lesson or class period of instruction, each unit of instruction 
mdj contain any or all of eight basic components: performance objec- 
tWes,, suggested activities for teacher, information sheets (providing 
'must know* content essential for meetmg the cognitive objectives of 
the unit), assignment sheets (application of knowledges whic^ are 
necessary orcrequisiles to skill development), job sheets (performance 
of a manipUlatjye or psychomotor skill), transparency masters, tests, 
and answers to te^ts and assignment sheets. (YLB). 
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Yooth Employment Training Program Development Manoai for 

Special Needs Student. 
Mesa Community Coll; Arir 

Spons Agency— Arizona Slate Dept. of Education, Phoenix. Div. of 
Vocational Education. Department of Labor, Washington, 

D.C. , . • 

Pub Date— 79 * 

. Pub Type— Guides/Methods/Techniqucs— Non-Classroom Use 

(055). Reports— DescripUve (141) t 
EDRS Price-MF01/PC03 Plus PosUge, 
' Dcscriptofs— •Curriculum Development. •Disadvantaged Youth, 
•Emotional Disturbances. ♦Learning Disabilities, •Mild Mental 
Retardation, •Vocational Education, Career Guidance, College 
School Cooperation, Commuftity Colleges. Education Work 
Relationship. Nepds Assessment. 'Special EducaUon, Student 
\Recruitment, Two Year Colleges 

This Youth EmploymcA Training program mj^iual is one of three 
documents developed in a cpmmunhy college project to meet the 
career and vocational teeds\ of disadvantaged handicapped youth 
(mainly the learning disable^, the educablc mentally handicapped, 
and the emotionally handicapped). The project, aimed at assisting 
them to gain and retain/full-time, non-subsidized employment, con- 
*^isted <5f developing afa field testing a^course curriculum, methods for 
the idenu'fication and recruitment of handicapped sfudcnts, and 
career and vocational advising and counseling procedures' with the 

. handicapped. The program manual presents the overall goal of the 
project and its 'four primary objectives, provides a history of the prd- 
ject, and includes the needs survey which led to its development. Uni- 
que aspects of the project are presented along wi(*h their interrelation- 
ship. A flow chart is provided to help the r^der to understand this in- 
terrelationship and the process a student ^'uld follow jn the program. 
The dissemination process to be followed by the project is outlined 
and described along with a second flow chart designed to graphically 
depict the process. The manual also contains two sample high school 

. districts' plans for the disscmitiation of the project. Fitially, the 
manual provides the 'physical demands and working conditions' 
form, a tool that was found he)pful dunng field testing of the/project. 
(The curriculum guide and resource book are available 
separately— sec note. ) (KQ. 

ED 194 776 * ' " ' CE 027 126 

DeTdoplttg Job Skills for SpecUi Needs Students, A Carricolum 
. Golde, 

Mesa Community Coll. Ariz . 

Spons Agency— Arizona State E>cpt. of Edu(*ation. Phoenix. Div., of 
Vocational Education. Department of Labor, Washington, 

D.C. , • - * 
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Pub Date— 79 

Pub Type— Guides/ Methods/ Techniques— Classroom 
Use— Instructional Materials. (051). Guides/ MethcKls/T-cchni- 
ques — Classroom Use— Teacking Guides (052). 
Guidcs/Methods/Techmqucs— Non-Qassroom Use (055) 

EDRS Prke~.MF01/PC08 Flos PosUge 

Dcscnp tors— 'Disadvantaged Youth, •Emotional Disturbances, 
•Learnmg Disabilities. 'Mild Mental Retardation. Asscrtivencss. 
, Career Guidance, Communit> Colleges, Employrflent Potential, 
Interpersonal Competence, Job Search Methods, Job Skills, 
Money Management, Two Year (I^olleges 
This curriculum guide is one of Jpee documents developed in a 
commuiuty college jproject to metyM career «nd vocational needs of 
disadvantaged handicapped youth (mainly the learning disabled, the 
educable mentally handicapped, and iht emotionally handieapp^) by 
assistmg them to gam and retam full time, non subsidized employ 
ment. The curriculum guide provides class activities designed to give 
trainmg in (1) job survival skills, (2) the world of work, (3) indepen 
dent Imng skills, (4) assertiveness trainmg, (5) roone> management, 
and (6) interpersonal communication. Activiti^are also provided for 
a *high support system' for students who are involved in a work ex 
pcnence. It also contains an Individual Career Plan to help the stu 
dent meet his/her carder employment goals. The curriculum guide is 
divided into three modules. The first mo^*le, 'Personal Assessment,' 
provides a transition between high school and tl^comm unity college. 
Module 2, "Your Work Future,' is designed to ffrthet assist students 
who are employed by miroducmg the skills lad attitudes paosi Ukf ly lo 
insure advantcmopt and/' or job security. Module 3, 'Joi> Search,* is 
designed to assist the student who has lost his.^er job or who wants to 
look foi another position. Each module contains behavioral objec 
uves, suggested methodology, matenals, suggested teaching techni 
ques, and learning activities. (KQ. 

) 

ED 194777. • CE 027 127 

Youtb Employment— Training Career Advisem^ent with the Disabled. 
Mesa Community Coll. Ariz 

Spons Agency— Arizona State Dept. of Education, Phoenix. Div. of 
Vocational Education . Department of Labor, Washington, 
D.C. 

Pub Date— 79 

Pub Type— Guides/M^ihods/TQchniques— Non-Cassroom Use (055) 

EDRS Price— MFOl Pins Po^e. PC Not ATaOable from EDRS 
Descriptors- 'Counselor Training, *Di^vantaged Youth, •Emo- 
tional Disturbances, 'Learning Disabilities, 'Medical Care 
Evaluation^ 'Mild Mental Retardation, Career Guidance, Com- 
munity Colleges, Community Resources, Counseling Techniques, 
Evaluation Methods. Haiklicap Identification, Job Analysis, 
Resource' Marcriak, Special Education, Te^ts/ Two Year Col— 
. leges, Vocational Education 

This resource book is one of three documents developed m a com 
munity college project to meet the career and vocational nc?ds of 
disadvantaged haiAlicappe4 youth (mainly the learning disable!, the 
educable mentally handicapped, and the emotionally handicapped) by 
assisting them to gain and retain full-time, non-subsidized employ- 
ment. The resource book is the outgrowth of training workshops for 
high school and community college counsel($J:s who work with the 
disabled. It contains a list of handicaps seled(ed as representative of 
common conditions and impairments of persons in the labor force 
Each medical condition is presented, the s^ptoms and course of the 
disease are summarized, and each condition is correlated to the poten 
tial work, related restrictions which could rVsult, Also illustrated is a 
format for analysis of job content in the areas of job duties, physical 
^ demands, working conditions, and general characteristics Contents 
' fJso include a list of tests aifd evalu|[(kfon instruments for use in assess 
ing handicapped individuals* interests, LQ personality, achievement, 
perception, and vocational aptitudes, and a directory of job, voca^ 
tional, and community resources A sample Department of Economic 
Security (D.'E.S.) Job Service Form-51 1 isappcndcd (KC) * » 
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NfUitary Qtrrkidtun Materiab for Vocational And Tedmkal Edoca- 

tiofl. Meatortter 1-6. AFSC61151rVo!imi€ 1. 
Ohio Suu Umv. Columbus. National Center for Research ifi Vodl 
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tional Education. Technical' Training Center, Lo>(r^FB, 

Colo 

Pub Date— 78 ' \ 
Pub Type — Guides/ Methods/ Techni<wiA4c* Classroom 

JUsc— Instructional Materials (05 1 ) 
EDRS Price-MF01/PC06 Plus PosUge 

Descnptors— 'Food Sip ice Industry, 'individualize^ Instruction, 
'Meat, 'Eetailmg, Administrator Education, Adult Education, 
Equipment Maintenance, Equipment^tilization, .Food Stores, 
Learning Activities, Marketing, Fpstsecondary Education, 
Secondary Education, Service Occupations, Tests, Textbooks^ 
Vocational Education > 
Identifiers— Chickens, Meat (gutters. Military Curriculiftn Project 

These mdividualized self paced s^dent (naterials for a high 
school postsecondary level course for meatcutters are one of a 
numba of military -developed curriculum packages selected for adap 
lauon to vocational msiruction ^d cumculum development m a 
civiUan setting. The five-chapter course discusses the knowledge re 
quired of meatcutters to perform Uieir tasks efficiently. (Chapter 1 
has been deleted due to military specific matenals. ) Chapter 2, 
Operation and Mamtenance of Meatcutting Equipment, covers use of 
kmvcs, kmfe pouches, the butcher's' steel, handsaws, boning hooks, 
dough cutter^ and sharpemng stones. Chapter 3, Receipt and 
Storage, discusses ^heck ip procedures for meat received, in what 
forms beef, vesQ, lam6, Dork, and poultry are received, and where, 
when, and how to stortf these meats. Chapter 4, Processing and 
Preparing Meats, discus^ charavicnstics of meats, bone structure, 
meat processmg, barbecuing meat and poultry, and salvaging pro- 
cedures. Chapter 5, Wrapjwng and Pncmg Retail Meat Cyu, expiams 
proper packagmg and display procedure^ and equipment and supplies 
needed. Chapter 6, Meat Department Management, covers four 
general areas: equipment, planning and scheduling, inspections and 
evaluation, and tests and pricing procedures. Contents include texts 
and practice e^^rcises in each chapter, an eighty-question volume 
review exercise (no answers available), and practice exercise answers. 
(YLB). 
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Military Ccnicfilam Materials for Vocational aod Technical Edoca- 
tkm. Weather Specialist 154. AFSC 25150. 

Ohio State Umv. Columbus. National Center for Research m Voca- 
tional Education. ^ Technical Training Center, Chanute 
AFB, m 

Pub Date— 79 

Pub Type— Guides/ Methods/Techniques— Classroom 

Use— Instructional Materials (05 1 ) 
EDRS Prlce-MF02A»fc21 PIi» PosUge. * * 

Descriptors— 'Chmate, 'Meteorology, 'Prediction, 'Weather, Adult 

Education, Behavioral Objectives, Individualized Instruction, 

Learning Activities, Post&^ondary Education, Pressure Physics, 
^ Radar, Satellites Aerospace, Technical Education, Technical Oc 

cupations. Temperature, Textbooks 
Identifiers— Gimatology. Military Curriculum Project, Wither 

Forecasting, Weather Satellites, Wind 

These individualized* self-paced student materials for a 
postsecondary-adult level course for weather specialist are one of a 
number of*military-dcveloped cumculum packages selected for adap- 
tation to vocational instHiction and curriculum development m a 
civilian setting. The three-volume, cpurse offers wtathei personnel 
knowledge needed to develop and upgrade performance skills. It 
enlarges and expands training of previous basic courses by detailed 
descriptions of observation, procedures,,and data analysis. Volume 1, 
background Knowledge, Meteorology, and Gimatology, reviews 
pressure and wind conditions, pressure systems, local winds, 
temperattire and moisture, air masses, frontaj effects) and wave 
cyclones. It outlines controls most affecting climate and briefly men 
tions major climatic zones. Volume 2, Surface Observations, Radar, 
and Satellite, reviews cloud types and discusses evaluatmg and recor 
ding sky conditions and visibility, weather and obstructions to vision, 
presstire; temperature; dewpoint; wind; capabilities and limitations of 
weather radar; satellite picture int'erpreUtioit; and setting up and us- 
ing AN/TMQ'22, Meteorological Measuring Set. Volume 3. Weatjier 
Codes, X^ommunications, Analysis, and Forecasting, covers (1) 
decoding of surface weather codes, upper &ir codes, analysis ahd 
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forecast^odcs; (2) what^happcns to recorded observations; and (3) 
analyzing plotted data anfl malcing forecasts. Each volume contains 
lesson objectives, practice exercises and answers, and volume review 
exercise. (YLB). 

ED 194781 CE027 135 

Military ^Curriculum Materials for Vocational, and Technical Educa- 

tiom Telephone Switching Equipment Repairman 5-6. (Elec. * 

trom^hanical) CDC36251. 
Air Force School of Applied Aerospace Sciences, Sheppard AFB, 

Tex. Ohio State Univ. Columbus. National Center for 

Research in Vocational Education / 
Pub Date— 78 

Pub Type- Guides/Metfiods/Techniques- Classroom 

Use— Instructional Materials (051) 
EDRSPrke-MF04/PC28 Plus Postage , • 

Descriptors-»Electncal Occupations, 'Electromechanical 

Technology, 'Equipment Maintenance, Mndividualize^T Instruc- 
Mion. 'Technical Education, 'Telephone Communications 

Systems, Adult Education, Electronics, Learning Activities, 

Postsecondary Education, • Repair, Secondary Education.'. 

Telephone Communications^lndustry, Tests, Textbooks 
Identifiers-Military Curriculum Project, Relay Circuits, Telephone 

Mechanics 

These individualized, self-paced student texts for a secondary- 
postsecondary level course for telephone switching equipment repair- 
man are one of a number of military-developed curriculum packages 
selected for adaptation to vocational instruction and cumculum - 
development in a civilian setting. The five-volume course is designed 
to provide students with understanding of the theory and normal 
functions of telephone equipment to permit rapid analysis of 
telephone troubles. Volume I, Introduction to Career Field, covers 
safety switching, .review of electronic principles and standard test 
equipment, supply principles and fundameritals of management. 
Volume 2, Telephone Fundamentals, presents 'an overview of relays 
and switches, basic telephone principles, and installation fundamen- 
tals and familiarization on the operation and maintenance of the • 
AN/FTA 13 manual telephone system. VolumeO, Strowger Step-by- 
Step Telephone System, discusses application' of fundamental in- 
formation, when step-by-step equipment is used toperfDfm the re- 
quired switch functions. Volume 4, XY Telephone System, co,vers*his 
systfcm m the metjiod used in Volume 3. Volume 5, AUTO VON Inter- 
face Equipment and Base^Wire System, discusses interface circuitry 
with respect to circuit operation and maintenance and tcstmg and' 
maintenance of the base cable plant to handle AUTOVON and other 
quality circuits. Each volume cgintains test materials, review exercises 
and answers, tests, and supplementary schematic drawihgs.<YLB). 
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Housing and Home Furnishings Modules. / 
^Clemson Univ. S.C. Vocational Education Media Center. Sputh 

Carolina State Dept. of Education, Columbia. Home Economics 

Education Section ' 
Pub Date— 80 

Pub Type — Guides/Methods/Techniques-Classroom 
Use— Instructional Materials (051) 

EDRS Price--MF0I/PCI9 Plus Postage ^ 

Dc^riptors- 'Electrical A^jpliances^ 'Furniture, 'Home Economics 
Skills, 'Home Furnishings. 'Housing. Behavioral pbjcctlves. 
Check Lists, Home Economics. HomemakinjJ Skills, Interior 
Design. Learning Activities, Learning Modules, Ornamental 
Horticulture. Practical Arts, Secondary Education 

Identifiers— Gardening % - 

These sixty-seven modules provide student materials far a home 
economics courscyn housing and home furnishings, (A companion in- 
$tructor*s guide is Available scparately-see note. ),Each module con- 
tarns an objective, student information, learning activities (and activi- 
ty sheets as needed), student self checks, student self-cfieck answers, 
check-out activity, and evaluator's final checklist. Topics covered in- 
clude making housing choices to satisfy values, standards, goals, 
needs and interests, and resources; cofitmunity choice; home site 
choice; rating' hqusing typ^ and house plans; window treatments, 
hanging draperies and shades; floor treatments; wall treatments; pain- 
ting; elements and principles of design; howfi accessory selectiqn^sew- 
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ing; furniture; selecting appliances; cleaning various surfaces afi^fur- 
nishings; plant care'; lawn and garden care; and household reoairs 
(YLB). ; *^ *• 
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Housing and Home Furnishings Modules. Instructor's Guide. 

Clemsoli Univ. S.C. Vocatiohal Education Media Center. South 
Carolina Sute Dept. of Education, Columbia. Home Economics- 
Education Section 

Pub Dat^— 80 * • 

Pub Type— Guides/Me thod*yTechniques*-Classroom 

Use— Teaching Guides (052) 
EDRS'Price-MF02/PC2I Plus Postiiie' ] 
. "fiTwcriptors- 'Electrical Appliances, 'Furniture, 'Home Economics 

Skills, 'Home Furnishings, 'Housing, Home* Economics. 

Homcmaking Skills, Inferior Design, Ornamental Horticulture, 

Practical Arts, Secondary Education, Teaching Guides, Visual 

Aids 

Identifiers— Gardening 

This instructor's guide is designed to accompany the sixty-seven 
modules for a housing and home furnishings course (available 
separately— sec noie) Two types of information are provided for each 
module. The first page of the materials for the module correlates con- 
tents of the module (student information, student self-checks, and 
evaluator's final checklist) to learning activities. Recommended 
references are listed. Jhe second 'part of^he materials for eadi 
module is a chah of the learning activities (by number), which lists 
tools, eqtlJpment, and supplies needed and provides space for teacher 
notes. Some visual aid masters are provided. (YLB). 
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Dawson, Mariiyn Gardipee Krogstad, RoJand 

Farm Business Manager. A Catalog of Tasks, Performance Obiectives, 
Performance Guides, Tools, and Equipment. Revised for Use in 
South Carolina. ' • » 

Vocational Technical' Educauon Consortium of States, Atlanta*. Ga. 
Wisconsin State Board of Vocational, Technical, and Adult 
Education, Madison 

Pu^Date- 79^ 

Pub Type— Guides/fylcthods/Techniques— Noh-Classroom Use 

(055). Reference Materials— Directories/Catalogs (132) 
EDRS Price-MF01/PC05 Plus PosUge 

Descriptors— 'Agricultural Education, 'Business Educationr 
'Competency Based Education, 'Farm Management, 'Job Skills, 
'Vocationaf Education, Administrator Education, Ad- 
ministrators. Behavioral Objectives. Business Skills, Com- 
petence, Job Analysis, Learnirfg Activities, Managerial Occupa- 
tions, Occupational Information *^ 
Identifiers— Vocational Technical Education Consortium States 

Designed, to provide performance objectives and' performance 
guides associated with current occupational information relating to 
the job content farm business manager, this VocationaJ-Technical 
Education Consortium of States (V-TECS) catalog lists eighty-two 
competences performed by farm b^lsiness managers in the areas of pb- 
taining and/or disposing of farm enterprises;^ managjng arid supervis- 
ing the labor supply; managing crop, livestock,- and machinery and 
equipment programs; managing farm buildings; managing the 
finances^and taxes of the farm business; and performing general ad- 
ministrative services. (Thlfee competencies were derived from a search 
pf job-based information provided in technical manuals, certification 
requirements, and other germane literaturQ and from surveys of in- 
cumbent workers and supervisors. ) Listed under each competence are 
(1) a performance objective which includes the conditions under which 
students will perform the objective, the performance required of the 
student^ter instruction has taken place, and a job-relevant standarc* 
for measuring successful performance of the objective; (2) a list^oi 
necessary tools and equipment, and (3) a performance guide or list of 
procedural ^eps. identified as subordinate to task performance. (Ap- 
pendixes contain a brief list of references and a cross-referefice table 
of duties, competq[iccs, and performance objectives. ) (MN). 
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Davenport, Richard AntfOthers * 
Business Machine Repairer. A C-atalog of Tasks, Performaijce Ob|ec- 
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fives, Performance Goides, Tools, and Eqtiipment. V 
Qcmson Univ. S.C. Vocational Education Media Center. South 

Carolina State Dept. of Education^ Columbia, Office of Voca- 
. tional Education , * . 

Pub Date— 80 

Pub Type — Quid es/Metho ds/ Technique*— Classroom 

• Use— Teaching Guides (052) • 
EDRS Price-MFOl/PCOS Pltjs PosUge 

Descriptors— * Behavioral Objectives, ^Equipment Maintenance* 
•Job Analysis, 'Machine Repairers, 'Office Machines, *Task 
Analysis. Equipment, Equipmcm Utilization,^ Job Skills, Occupa- 

• 'tional Ihformation, Repair, S^manship, Skill Analysis, Trade 
and Indivstrial Education ^ 

Identifiers— Duplicating ^uipment. Typewriters, Vocational 
Technical gducation^Consortium States - ^ 
This Vocational-Tcchifical Education Consortium of States (V- 
TECS) catalog provides performance objectives and performances 
guides (teaching steps) associated with current occupational infor/na 
lion relating to the job content of Business Machine Repair. Uses in 
elude validation of c^^isting programs, testing of instructional effec 
tiveness, determination of entering student competencies, evaluation 
of an instructional procedure or system, and curriculum design. One 
section describes the methodology used in conducting the project, to 
develop the catalog. A brief discussion of wments of the catalog 
follows. The final and major section contains 128 performance objec- 
tives, each corresponding to a task (unit of work activity), arranged 
under four major duties* supervising and planning, selling office 
machines* and services, maintaining and repairing typewriters, ^aod 
maintaining and repairing duplicators. Each performance objective 
contains a condition, ^behavior,. and standard of performance,- Ac- 
companying the performance objective are a listing of tools and 
equipment and a performance guide that lists recommended pro- 
cedural steps in performing the task. Appendixes include (1) an equip- 
ment and tool listing showing numbers and percentages of workers us- 
ing each piece of equipment, (2) listing of related materials, and (3) in- 
dex of duties and tasks with a cross-reference table designed to aid 
teachers in adapting the objectives to individual programs. (YLB). 
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Business Education: Learning Act<^les Packet for Office Education^ 
Hawaii State Dept. of Education, Honoluiu. Office of Ins^tructiOnal 
Services 
' Pub Date— 79 

Pub Type — Quid es /Methods /Techniques — Classroom 
Use— Instructional lylaterials (051). Guides/ Methods/Tcchni- 
ques— aassroom Use- Teaching Ouides (052) 

EDRS Price-MF01/PC19 Plus Postage 

Descriptors— • Job Skifls, 'Office Occupations Education, *Punctua^ 
, tion, *Reprography, ^Accounting, Behavioral Objectives, 
Business Education^ Busmcss English, Consumer Education, In- 
dividualized Instruction, Interest,' Learmng^Activitics, Letters 
Correspondence, Mathematics, Office Machines^ Portfohos 
Background Materials, Pretosts Posttesis, Kecordkccping, Secon- 
dary Education, Shorthand, Typewriting 
Idcntifi^FS*--Chccking Accounts, Price, Supply and Demand 

These seventeen indiviflualized learning activities packets (LAPs) 
are intended to relate essential competencies needed for entry or ad- 
vancement in office occupations lo the secondary level office educa- 
tion program and to assist students m achieving occupational profi- 
ciency in business careers. Each L/\P con^ins some or all of the 
following materials. (1) LAP structure and use, including organtza- 
* tion, objectives, procedure, terminology, (2) pre-assessmcnt, (3) leam- 
mg activities with necessary e;ipianations, mstructiorls, handouts, (4) 
work-sheets, (5) self evaluation, (6) post-assessment, (7) answer keys, 
and (8) references. Notes lo the learning manager accompanying e^ch 
LAP suggest appropiate grade levels aftd courses/classes and special 
material needed and provide supplemental information. Thes<rLAPs 
are provided. Balance Sheet, Calculating Interest, Income Statement, 
Letter of Application; Letter Mechanic; OCA (Opening a Checking 
Account); Pay Early-pSave Cash— Calculating Cash Discount and 
Net Cash Price; Price, Sushi, and the Sushi Eaters; Proof reading Jor 
Mailability, Reinforcing Shorthand Theory for Chapter 1 (Greff Dia 
mond Jubilee Series); Reprographic: The Fluid Duplicator; 
Resume— A Necessity., RWC (RccordTand Write Checks), The Cpn 
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necting Semicolon- and The Announcing-Cplon, the Indj^pensable 
Comma, The Stencjl Duplicator, and Typiij^ a Topic Outline. (YLB). . 
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* Matthias, Tim And Others ? 
Car^r Ladder Artictdation Marketing and Distributive EdocatioQ, 

Secondary Level to Post-Secoodary Level. 
Indiana Univ. Bloomington. Dept. of Vocational Education 
Spons Ageiicy— Indiana State Board of Vocational and Technical 

Education, Indianapolis ' ' 

Pub Date— 80 ' " . \ * 

Pub T^pjq^Guides/M«hod4/Techriiques — Classroom 
U s e — ea-ch>ing GuidesX052). 
Guides/'Methods/Techniques- Non-Classroom Usyv055) 
EDRS Price— MF01/PC02 Plus Postage ^ 
Descriptors— fArticuiation Education, 'Career Ladders, 'Course 
Descriptions, 'Distributive Educauon, 'Marketing, Advanced 
Placementf Course Organization, Curriculum Guides, 'Employ- 
ment OpponunKies, Institutional Cooperation, Postsecondary 
Education, Program Content, Secondary Education, Student 
Q^gdnizations ' " 

Identifiers— Distributive Education Clubs of America 

This presentation contains articulated curncula in marketing and 
distributive education which avoid dtiphcsfflon and/ or overlapping Qf 
learning units from high school to postsecondary levels. First, 
descriptions and outline of the high school Marketing and 
Distributive Education cufriculum bas^ on the Indiana curriculum 
mode are pr'esentcd. First-, second-, and/or third-year courses cover 
these areas; basic skills (math), social skills, and marketing skills. 
Postsecondary course outlines^^re then presented for the areas of 
distribution and marketing and for general subjects. Other contents 
include discussion of (1), Distributive Education Club of America 
chapters, (2) testing for advanced ^placement (and siX courses 
designated to have advanced placement possibilities), (3) advanced 
placen^ent tesUng instrument^T and (4) Employment opportunities. 
(YlB), ^ 
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Industrial Xrts Carrkolom Guide for Drafting. . 

Connecticut State Dept. of Education, Hartford. '•Div. of Vocational" 

Education , 
Spons Agency— Department of Education, Washington, D.cV 
PubDate**-80 * ^ , • 

Pub Type — Guides/'Methods/Techniques — Classroom 

Use- Teaching Guides (652) 
EDRS Price-MFOl Plas Postage. PC Not Available from EDRS 
Descriptors— 'Curriculum Development, *Dcsig;p, 'Drafting, 'In 
dustrial Arts, 'Progfam Implementation, Architectural Drafting, 
Behavioral Objectives, Course Objectives, Curriculum Gyides, 
Daily Living Skills, Elementary Secondary Education*. Engineer 
ing Drawing, Industrial Education, Vocational Education 
Identifiers^Connccticut 

This industrial arts curriculum guide for drafting is divided into two 
parts. The information in Part 1. Overview, should be considered 
directions for delineating the requirements of physical facilities, tools, 
instruments* equipments, machines, instructional materials, pro 
cedures, processes for guidance, research, implementation, and 
evaluation of any (iC 12) drafting situation Part 2, Behavioral Objec 
tives, begins with a section of selected behavioral objectives related to 
drafting and design technology from wlfich the teacher may select 
and/or develop his own Sft The next section presents information for 
curriculum implementation in Incfustrlal Dra^wing (40 areas of Involve 
ment) ajid Architectural Drawyig (5 areas of involvemq;tt) Informa 
tion, presented in chart format for each area of involvement includes 
(i) further description or outline of the area of involvement, (2) 
.designation of appropriate course level (1, 11, 111, IV) and grade (K^6, 
5/9, 9/12), and (3) discussion of goals general for the worids of work, 
recreation^ living, and related. (YLB). ' < 
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A Model Canioiltuh and Teaching Gtdde (or the Instractlon of the 

Homemaker-Home Health Aide. 
National Council for Homemaker Home Health Aide Services, New 
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York,N.Y. ^ ^ 

Spons Agency— Bureau of Community Health Services 

(DHHS/raS), Rockville, Md. 
Rcoprt No.-DHHS-HSA-80-55(p ^ 
PubDatc— 80 / 
Contract— 240-78-0004 
Notc-510p 

Available from— Superintendent of 'Documents, jj.S/Government 

Printing Office, Wasjiington, DC 20402 
Pub Type— Guides/ Myft hod s/Teohnig^ues-Cfass room 

Use— InstrucUonal Mat&ials (051). Guiacs/Methods/Tcchni- 

qucs— Clasfirdom Use— Teaching Guides (052) 
EDllS Frice-MFOl/Pai Plas Postage 

Descriptors— •Allied Health Occupation Education, 'Home Health 
Aides, •Home Management, •Hygiene, •Occupational Home 
Economics/ •Visitihg Homemakers, Adults, Adult Vocational 
Education, Child Rearing, Curriculum Ouides, Family Health, 
' . Home Programs, Interpersonal Competence, Learning Activities, 
Nutrition, Teaching Guides, Tests 
The purpose of this model curriculum and teaching guide is to assist 
agencies, ^ucational institutions, and other groups to plan, organize, 
and provide the initial training needed by hon(icmaker-home h^lth 
aides. Persons aged 35-60 are considered most i^jrable^as'tr^inces, 
butondication of maturity is more appropriate as a^>ilerion. Based 
on apmroiimately sixty hours of clayFoom and UboratoN^ instruction 
, and ffrtcen hours of frtld prj/^fifl^nh^curricrulum conta^thcse five 
sections, each with Several uhits: (1) The Homemaker-H^e Health 
Aide Service (5 units), a genetal orientation; (2) Working'with People 
n (8 units);, (3) Practical Knowjadge and Skills in Hopie Management (3 
' units); (4) Practical Knowledge and Skills in Personal Care (9 units); 
and (5) Application of Knowledge and Skills— The Practicum,*a situa- 
tion in the home with supervised guidance. Each unit includes some 
. or ail of the following- estimated time,-suggestions1o*instructbr, in- 
* troduciion to material, .expected outcome, materials and>equipment,. 
content, teaching aids (excfcises, exhibits, h^douts, "discussion qucs- ' 
tions), and assessment instrument. Appendix 1 contaiijis four modules 
suggesting training content with added knowledge and skills in these 
areas- cancer, diseases of the circirfpory system, developmental 
disabititics, and mental illness, They\nay*bc used foi* basic training, 
inscrvice or spi«:ial additional training Other appendixes include 
sample practicum material (VLB). ^ • ' 
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The High School Student ^. Worker/Consimer. A Workbook. 
New York'City Board of Education, Brooklyn, N.Y. Div. of Cur- 
riculum aij^ Instruction . ' , 
Spons Agency— Bureau of Occupational and Adult Education 
(DHEW/OE), Washington, D. C. Office of Consumers' Educa- 
tion » 
Pub Date— 79 ^ * 
•Pub Type— Cuides/ Method/Tec hniques—Clfssroom 
f Use— Instructional Materials (051) 
EDRSPrke-MF01/PC06PliisPosUge I • 
Descriptors— •Career Planning, •Communication Skills, •Consumer 
Education, •Mathematics, •Money Management, •Purchasing, 
Budgeting, Clothing, 'Consumer Protection, Costs, Food, Goal 
OrienlationOicalth Services, Home Furnishings, Housing, Job 
Search Metjfc(Js, Learning Activities, Recreation, Secondary 
Etlucation, Socla| Services, Transportation, Vocational Jbduca- 
tioj. Workbooks ' 
This workbook provides information apd exercise to help high 
school students become educated consumers and prepare them for 
consumer respomibUities in the world of work. It is intended to help 
thcnv develop an alert consumer outlook by sharpening mathematics 
and communication skills and helping them make decisions based on a 
sense of the value (Jf things^ ^Each of the ten chapters deals with a 
specific arcj^in consumer education and contains important .informa- 
tion relating to that subject as well as exercises/activities related to 
thit information Chapter titles are (I) Findjng out ab6ut Yourself as 
a Consumer; (-2) Understanding Your Paycheck, Maftiaging MonejT, 
and Learning about AVailable Social Services; (3) Getting the Most for 
Your Food Dollars; (4) Getting the Most for Your Clothing DoUar?i 

(5) Finding and Financing Suitable^ Housing and Home Furnishings; 

(6) Getting the Most for Your Health Dollars; (7) Buying Transporta- 



tion; (8) Financing^isure Activities;^9) Investigating Consumer Pro- 
tection ^d Redress, and (10) Planntng^for the Future. At the back of 
the workbook is a ^ossary of some words used in the book and a list 
of reference materials. (YLB). 

, r 

ED 195643 - CE 026 284 

Tu/Jey, Kay ' ^ 

Care^ (^ Coarse of Stn&yU Unit I; Self Inventory. ' 
« FuUcrton Union High School District, Calif , 
. Put) Date— 80 

J^ub Type— Guides/Methods/Techniqucs— Clasisroom 
Use— Instructional Materials;j051). Guides/ Methodsffechni- 
• ques— Classroom UseT-TeachingGuidcs (052) 
, .EDRSPrice-MF01/PC03PIpsPosUge . ^ 
Descriptors- •Ability Identification, •Career Education, 
•Disabilities, •Interests. •Personality Assessment, •Stflf Evalua- 
tion Individuals, Aptitude, Attitudes, ^ Behavioral Objectives. 
Employment Potential, High Schodls, Individual Charaaeristics, 

«idividual Needs, InstrucUonal Materials, L^rniijg Activities, 
crsonality Traits, Prevocational Educauonr ,\Questionn aires. 
Self Concept Measures, Values 

Designed to help special needs studeVits develops an awareness of 
their own individual characteristics, values, interflSts,* aptitudes, 
abilities, and personality, this self-inventory is the first unit in a nine- 
unit secondary level careers course intended to, provide han^licapped 
students with the knowledge and tools necessary to succeed in the 
world of work. The first section oi! assessing one's pcrsonaljty type 
contains eleven self-assessment activiUes fhcluding defining one*s idea 
of happiness, speculating on one*s future life style; assesing one's per- 
scmal habits, strenghths, personality traits and type, interests, and 
weaknesses; and isolating positive and negative personality traits in a ^ 
group of fictitious persoris. In section 2 students are required to ^ 
assi^ numerical ratings to various personal values and goals. After 
an initial discussion of the terms aptitude and ability, the third section 
contains five activities designed to measure student aptitudes (instruc- 
tions for taking the COPS inventory, a skills ability inventory, a work 
and study preference inventory, follow-up activities to the GATB test, 
and practice in usingXhe Occupational Outlook Handbook). A career 
^ profile 'posttest concludes this unit. (The other eight course units 
which include activities on job applications, interviews, and changes 
as well as budgeting are available separately— see note. ) (MN). * 
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Tur]cy,Kay ^ 

Careers (A Com-s^ of Study). Unit II: How to Start Looking Wr That 

Job.' - . 
FuUcrton Union Hi|h School District, Cahf , 
Pub Date— 81 

Piib Type— Guides/ Melh'o'ds/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni* 

* qucs— Classroom Use-Teaching Guides (0^2) 
EDRS Prke-MF01/PC03 Pltts PosUge^ 

Descriptors— •Career Educatioij, ''•Communication Skills, 
•Disabilities. 'Job Search Methods, Behavioral Objectives, 

• Employment Service, High Schools, Instructional Matenals, 
Learning Activities, Prevocational Education, Telephone Usage 
Instruction 

Identifiers— Private Employment Agencies. Want Ads 

Designed to train special needs indents to search for a job in at 
hsist fiye different ways, this set of activities is the*scGond unit in a 
nine-unit secondary level career course intended to provide handicap- 
ped students witlj the knowledge and skills neccs^ry to Succeed in the 
world of twork. The unif begins with a pretest and vocabulary 
checklist. A series of thirteen short readings on such job sources as 
family and friends, employers, employment agencies, public* and 
private agencies and placement offices, schools, unions classified ads, 
government agencies, ancf special youth employment centers are in* 
clyded in the first section along with t^o activities on evaluating job 
b^ef its and working conditions. Section 2 contains three activities on 
Want-ad abbreviations and comprehe'nsion, and section 3 contains a 
sample want-ad rcspo^e letter and an exercise in wrifing a similar let- 
ter. Activities on usil(g the telephone and the yellow pages and calling 
about a want-ad are provided in the fourth section, siccuon 5 contains 
^ an activity on computing private employment agency fees. A posttes^ 
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concludes this unit. (Jhe other eight course iinits are availably 
separately— §ce note. ) (MN>. 
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Turlcy.Kay ' r ' 

Ofreew (A Coarse of Stady). Unit III: Do It Right, ' 

l^ullcrton Union High School District, Calif ^ 

PubDajc— €0 . ^ • ^ , 

Pub . Type— 6urdes/Methods/Techni<lucs— Class'roonri 

p Use-^Instructional' Materials^ (051). Ouidcs/Meltiods/Tcchni- 

qu^— Qassroom Use— Teaching ciuidcs (052) 
EDRSPrke-MFOl/PCOlPlasPosUge ^ * , - 

"Descriptors— •Career Education, •Communication Skills, 
•Disabilities, •Handwriting Skills, •Job Application, Behavioral 
Objectives, IJigh Schools, Instructional Materials, Learning Ac- 
tivities, , Rfevocational Education, Tests, Vocabulary Develop.- 
J ment, ^Writing Exercises ' ' "X * 

Identificrv^Following Directions" 

^ Designed to enable the special needs student lo comprehend and 
complete job application forms, this set of activiti^gjjn job apphca- 
tion vocabulary, neatness, and following dirccuons js the third unit m 
a ^e unit secondary level careers course intended to provide han- 
dicapped students with the knowledge and tools necessary tolftccecd 
in the world of work. An initial pretest on basic vocabulary terms 
precedes the nine activities. The first activity involves the discussion 
of terms found^on^landard appUcafion forms. Activitics*2 and 3 con- 
'Sist^f reading emphasizing the importance of ndatness and also pro- 
vide practice in wrifing n^tly. I^ctice in supplying cortlpftte and 
correct information is given IruhtTourth agtivity. Following a list of 
hints in activity 5, activities 6 and 7 provide more practice in following 
directions and writing n^tly. Two posttests constitute the final two 
activities. The first jitvolVjs completing sarftpio job application qucs-^ 
tions and the second involves reviewing forty vocabulary terms. (The 
other eight course units "which include iffittv tos on job se arch 
methods, jot^interviews, and keeping and changing jobs are ayailabe 
^arately— s^ note. ) (MN). * 
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Careers (A Coarse of Study). Unit IV: Applying for the Job. 
Fullerton Union High School District, Calif / 
^ub Date— 81 . ' . 

Pub Type — Guides/ Methods/Techniques — Classroom 
^ Use— Instructional Materials (OS'l). Guides/Methods/Tc^hni- 
* qiies— Classroom Use— Teaching Guides (052) 
EDRSPrice-MFOl/PCOSPlBsPosUge . 
Descriptors— •Career Education, •Disabilities,* •Jo^ Application, 
•Writing Skills, • Behavioral Objectives, Communication Skills, 
High Schools, Instructional Materials, Learning Activities, 
Prcvocational Educatio^L T^ts, Vocabulary Development, 
Writing Exercises \ • . 

Identifiers— Following DircctiOTis, Resumes *• 

Designed to enable special needs students to write resumes and con\- 
plcte application forms with employable accuracy, this set oliictivities 
on applying for a job is the fourth unit in a nine unit secondary level 
careers course intended to provide handicapped students with the 
knowledge and tools necessary to succeed in the worid of work. 
Chapter 1 contains a pretest, vocabulary list, and eleven activities 
which provide practice in filling out the various parts of an application 
form (with emphasis on references,'educational back^ound, personal 
health history, job trainjftg, and work experience). Practice in co m- """v 
pleting three personal data sheets is supplied in the second compter, \ 
and stucjents are required to a}mplete five out of seven actual applica* 
tion forms in the third chapter. Following a discussipn of two per- 
sonal, resumes, students aVe asked to write their own resume. ^A^ post- 
test concludes the unit. (The other eight pourse units which include ac- 
tivities on job search methods, job interviews, and keeping and 'change 
ing jobs are available separately— sec note. ) (MN)* 



Pub Type— Xjuides/ Me thods/Techni(^ues— Classroom* 
Usd— InstructionaT Materials (051), Guides/Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) 
EDRS Prlce-MF01/PC02 Plus Postage ' • 

Descriptors— •Career .Education, •Disabilities, •Job Application, 
•Records Forms, •Vocabulary Deveiopnient, * •Writing Skills, 
BehavioraT. Objectives, CpmmQnication 31^ills, Employment, 
High Schools, Instructional Materials, Le^ni»t Activities, 
Prevocational Educatiion, Tests, Writing Exercises 
Designed to enable special needs students to understand and com- 
plete various job-related forms, this set of activities devoted to forms 
encountered before and after one ohtains a job is the fifth in a nine- < 
unit secondary level careers course intended to provide handicapped 
students with the knowledge and tools necessary to succeed in the 
world of work. The seven activities included in the first chapter on 
pre^ployment Jorms discuss the importance of social security, 
social security cards, birth certificates, work permits, health cer- 
tificates, and group insurance forms and contain practice forms for 
students to complete. Employee withholding allowances and bonding 
are explained if the second chapter^ Exercises in completing sample 
/orms dealing with each of these two areas are supplied. A posttest 
concludes this unit. (The other eight course units which include ac 
tivities on job search methods, job interviews, job applications, and 
keeping and changing jobs are available separately - see note. ) (MN). 
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Turiey, Kay ^ ' . ^ * 

Careers (A Coarse of Study). Unit VI: feterriewlng for the Job. 
Fullerton Union High Sc^hool District, Calif* 
PubDate-^81 ^ 

Pub Type— Guides/ M^cthods/Tech niques— Classroom 
Use- Instructional Materials (051). Guides/ Methods/ Techni- 
ques—Classroom Use- TeachingGuides (052) . 
EDRS Prlce-MF01/PC03 P!as|;ostage * 
Descriptors— •Career EducaUon7*Communication Skills, •Daily Liv- 
ing SkillSt •Disabilities, •Employment Interviews, Behavioral Ob- 
j^tives. Check Lists, High Schools, Indfvidual Characteristics, 
Instructional Materials, Leaminlg Activities, Prcvocational 
Education, Self Evaluation Individuals, Tests, Vocabulary 
Development 

Designed to enable special needs students to arrange, complete, and 
follow up a job interview, tnis set of activities on job interviews is the 
sixth unit in a nine-unit secondary level careers coyrse intended to pro- 
vide handicapped students with the knowledge and tools necessary to 
succeed in the world of work. The eight activities in the first section 
on handling the various phases of the interview include readings on 
the purpose of job interviews, arranging interviews, dressing for oitcr- 
views* and ending the interview. Also provided in this chapter are a 
^mple interviewer's checklist, a practice worksheet, ^mple questions 
fflid answers, and tips on taking a vocational test. A scries of inter- 
view do*s and don*t*s questions relating to these constitute the eighty 
activities in chapter 2. Following up the interview is the subject of the; 
third chapter. It inchides a sample follow up letter, a role playing ex 
ercise, and an activity r^uinng students to assess the personal dif 
ficulties they are likely to encounter in interviews. A posttest con 
eludes the unit. (The other eight course ijnits which include activities 
job search methods, job applications, job- related forms, and keep 
ing and changing jobs are available separately— see note. ) (MN). 
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Tur4ey»Kay > 

Careen (A Coarse of Stady). tialt V: Forms,,Fonns» Forms* 

Fullerton Urifon High School District, Calif 

PubDat'c— 81 * * 
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TurJey, Kay ^ 
Careers (A Course of Stady). Unit VII: Now that YcKiWe Got the 

Job— How Do YoQ Keep It. ^ ' 
^ Fullerton Union High School District, Calif ' 
Pub Date— 81 

Pub Type— Guides/Methods/ Techniques — Classroom 
Use- Instructional Materials (051). Guides/Methods/Techni- 
ques— Classroom Use— TeachingGuides (052) . 
EDRS Price-MF01/PCa2 Plus Postage 
DescrijJtors- •Career Change, •Carccf Education, •Disabilities, 
♦Emptoycr. Employee Relationships •Jnterpcrsonal Cont[petence, 
•Work Attitudes, Behavioral Objectives, Employee Attitudes, 
High Schools, Instructional Materials, Learning Activities, Peer 
Relationship, Prcvocational Education, Tests ^ # 
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Designed to enable speCtal needs students f^Jearn how lo hold a job 
and how to change jobs when necessary, thl^et of activiti^ is^the 
seventh unit m a nine unit secundar)i level cOu^l intended lo provide 
handicapped students wuh the knowledge and tc^s necev>ar> lo sue 
c.ecd in the world of work. In the first thaptor entitled 'How Do 1 Keep 
M> Job'? good and bad work habits and attitudes are covered in six 
activities which involve the analysis of hypothetical situations, discus 
sion of basic j2^rK habits, and discussion of common pauses of pro- 
motions andHngs. A total of fourteen hypothetical situations on the 
subject of getting along with employers and co-workers are presented 
for analysis in chapter 2. Reading and discussion questions supplied m 
the third chapter on changing jobs cover assessing one's true feehngs 
aboAt his or her job, quitting a job, steps to take aftw bdng fired, and 
resigning. A posttcst concludes this unit. (The other eight course 
unks.Svhich includb^tivities on job search methods, job.applications, 
job-related forms, jo^interviews, changing careers, and budgetmg are 
tivailable separately— see note. ) (MN) 
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Turiey, Kay 

Careers (A Course of Sttidy). Unit VIII: Budgeting— What to Do With 

Your Paycheck. 
FuUerton Union High School District, Calif 
Pub Date— 81 

Pub Type — Guides/Methods/Techniques — Classroom 
Use— Instructional Materials (051) Guides, Methods, Techni- 
ques— Classroom Use— Teaching Guides (052) 

EDRS Price— MF01/PC03 Plus Postage 

Descriptors— r Arithmetic, *Budgetmg, *Career Education, 'Con- 
sumer Education, ♦Daily Living Skills, *Disabilities, Bankmg, 
Banking Vocabulary, Basic Skills, Behavioral Objectives, Expen 
ditures, High Sciiools, Income, Instructional Materials, Learning 
Activities, M^ney Management, Prevocational Education, 
Utilities 

Designed to enable special needs students to understand the basics 
of personal income management, normal luing expenses, banking, 
and comparison shopping, this set of activities on budgeting is the 
eighth unit ki a nine-unit secondary level career course intended io\ 
provide handicapped students with the knowledge and tools neg^ 
to succeed in the worlti^f work. Chapter 1 consists of eight cxcf 
devoted to reading a pay^l^eck, calculating net income, understa 
the reasons for and mechanisms of constructing a budget, planrung to 
meet fixed monthly payments, and allowing for monthly fluctuations 
^ in utility bills. Exercises on basic banking vocabulary, urideptanding 
bank depositor agreements and savings and checking forms are sup- 
plied m the seconcf chapter Also included in/the chapter are thirteen 
exercises in writing and recording checks and balancing a checkbook. 
' The four activities which constitute the final chapter on comparison 
shopping deal with buying hair spray, shave cream, and a new car 
(The other eight course units which include activities on job search 
methods, job applications, job related forms, job interviews, and 
changing careers are available separately— see note. ) (MN). 
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Turfey, Kay 

' Careers (A Coarse of Sttidy). Unit IX: Change Making^ 
Fullerton Union High School District, Calif 
Pub Date— 81 

Pub Type — Guides/Methods, ^Techniques — Classroom 
* Use— Instructional Materials (051). puides/Methods/Techni 
qucs— Classroom Use— Teaching Guides (052) 

EDRS Price— MF0yPC03 Plus Postage ' * 

Descriptors — *Arithmetic, *Career Education, ^Daily Living Skills, 
^Disabilhies, * Addition, Basic Skills, Behavioral Objective^, 
High Schools. Instructional Materials, Learning Activities, 
Mqjiey Management, Prevocational Education, Problem Sets, 
Subtraction, Tests 

Designed to improve the change making skills of the special needs 
student, this s^t of activities on coin identification, how to make 
change, the dollar bill, and figuring change is the fiqal unit of a nine- 
unit secondary level careers course intended to provide handicapped^ 
students with the knowledge and tools necessary to succeed in the 
world of work. A total of four basic coin identification activities in* 
v^lving the addition of vario^ coins and breaking various coin values 



and combinations into cents constitutes the first chapter. In the se- 
cond chapter on mak^g chanos a tqtal of seven activitie;> require 
students to perform basic addition, subtraction, and coin conversuon 
operations as they complete iet£ of simple problems involving snriall 
household items and groceries. Lhapter 3, which deals with the dollar 
bill, provides an activuy on the various coin combinations equaling 
orfe dollar and four^seis of problems dealing with grocery purchases. 
The eight activities supplied iii the final chapter provide additional 
practice on the topics covered in the first three chapter^. A posttcst 
concludes this unitr (The other eight course units are available 
separately— see note. ) (MN). 
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Beef Cattle: Selection and Evaluation. 

ClemscJn Univ. S.C. Vocational EducaUon Media Center. South 
Carolina State Dept. of Education, Columbia. .^Office of Voca- 
tional Education t ' 

Pub Date— ^0 ' , ^ 

j^ub Tyije — Guides/ Methods/Techniques— Classroom 
Use—Instructional Materials (05 1) 

BDRS Price— MF01/PC02 Plus Postage 

Descriptors — 'Agricultural Education, 'Evaluation, 'Livestock, 
'Selection, 'Vocational Education, Agricultural Production, 
Animal Husbandry, Articulation Speech, S^ondary Education, 
Verbal Communication 
Identifiers— ^ecf Cattle Production , Future Farmers of America 

Designed/for secondary vocational agriculture students, this text 
provides anr overview of selecting and evaluating beof cattle m Future 
Farmers of^ America livestock judging events. The first of four major 
sections addresses topics such as the ideal beef animal, selecting steers, 
selecting breeding animals, studying the animal systematically, and 
comparing conformation. Section 2, Giving Reasons, includes a 
discussion of rules for giving oral reasons,v' how to take notes and 
outline reasons, and* judging terms and how they are used in giving 
reasons. In addition, a sample set of reasons is provided. The final 
two sections describe procedures for grading slaughter cattle and 
feeder cattle. Tables for calculating beef cattle grades are appended. 
(LRA). 
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Swine: Selection and Evalaation. 

Clemsoa Uruv.- S.C. Vocational Education Media Center South 
Ckrolma State Dept. of Education, Columbia". Office of Voca- 
tional Education 

Pub Date—so A 

Pub Type — Guide^ / Methods / Techniques — Classroom 

Use— Itfstructional Materials (051) 
EDRS Price-MF01/PC02 Pltis Postage • 

Descnptors — 'Agricultural Education, 'Evaluation, -.'Livestock, 
•Selection, 'Vocational Education, Agricultural Production, 
Animal Husbandry^ Articulation Speech, Secondary Education, 
Verbal Communication 
Identifiers— Future Farmers of America, Hogs* 

Designed for secondary vocational agriculture students,. this text 
provides overview of selecting and evaluating swine in Future 
Farmers of America livestock judging events. The first of four major 
sections addresses topics such as the main pomtsSn evaluating market 
hogs and breeding swine and provides an example class of swine. Sec- 
tion 2,^^ving Reasons, includes a discussion of rules for giving oral 
reasons, how to take notes and outline reasons, arid phrases used for 
describing breeding stock. In addition, a sample set of reasons is pro- 
vided. The final two sections describe procedures for grading swme 
and feeder pigs. Tables for calculating swine grades are appended. 
(LRA). 
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Training Gaide ior Foodservice Personnel In Programs for Young 
Children. A Nfanua! for Nutritionists, Dietitians, and Foodservice 
Specialists Who Are Developing and Conducting Training Pro- 
grams. 

Development Associates, Inc. Arlington, Va 

Spons Agency— Administration for Children, Youth, and Families 

(DHEW), Washington, D.C. 
Pub Date— 79 
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Contract-HEW-105-77-1036 

Note— 207p , ' • . . ' . 

Pub Type — Guidcs/Mclhod s/Tcchniqu cs~ Classroom 
Use — Teaching Guides (052^. 
Gwdes/Methods/Tcchniques— Non-aassroora Use (055) 
EDRSPrice--MF01/PC09P!BsPosUge , ^ 

Descriptors— •Child Dcvelopmenl Cenlcfs, •Day Carer, •Foc^d Service 
Workers, •Foods Imtniction, •Nutrition Instruction, •Trainirijg, 
Audiovisual Aids, ''Citations References,. Competency Base() 
Education, Learning Activities, Preschool Children, Preschool 
Curriculum, Tr^^^g Methods «^ ' 

' Identifiers-- Department of Health Education and Wdf^re « 

This manual is a competency ba^ curriculum planning guide for 
nutritionists, dietitians, ^ci foOdservice specialists to use m con- 
ductmg prcscrvice ^ msCfvicc irammg programs for foodservice 
.pmonnd in Tle3 Start,' day care, and other preschool programs. 
After an introductory .chapter, which states the purpose of the 
manual, defines instructor qualifications, de^bes the typical trainee 
and the type of program in whiph the trainee works, and suggests how 
to use the manual, the mair( body of the manual is divided into two. 
^sections Section 1, The Foundation Competencies, applies to all 
aspects of organizing a foodservice to serve young children, and in 
eludes three copipetencies nutrition and feeding of young children, 
job management, and sanitation and safety Section 24Q|e Technical 
Competencies, discusses each step in carrying out a ^[uantity foodser 
vice, and includes four competencies menu planning, food purchas 
ing, food receiving and storage, and quantity food production Each 
of the two main sections includes the following information, overview 
of competency applications^ orientation \o the unit, lists of booklets 
and learning aids, audiovisual materials, references, and competencies 
and sub-competencies included in each unit, instructions and ac 
tivities, behavioral assessment, and handouts Appendixes include 
forms for managing and assessing the training, references and ad^ 
dresses, and nutrition education resources. (KQ. 
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DcLucca. Kenneth Peter 

Safety Concepts for Pre^Stodent Teachers in bdostrial Arts. A 
Research Paper. i^ 

Wisconsin Univ.— >Stout, Menomonie. Graduate Coll ^ 
Pub Date— 79 

Pub Type— Guides/Methods/Techniques— Classroom 
Use— Instructional Materials (051). Reports— Descriptive (141). 
Reports— Research/Technical (143) 
EDRS Pricc-IVJ^Ol Plus Postage. PCNot Arailable from EDRS 
Descriptors — •Autoinstructional Aids, •Industrial Arts, •Legal 
Responsibility, •Prcservice Teacher Education. •Safety Educa- 
tion, •Teaclfing Methods, • Accident Prevention, Attitudes, 
Behavioral Objectives, Educational Research, Industrial Arts 
Teachers, Laboratory Safety, Learning Activities, Literature 
Reviews, Material Development, Safety, School Shops, Secon- 
dary Education, Surveys, Teacher Education Curriculum, 
Teacher Responsibility, Tests, Vocational Education 
Identifiers— Negligence 

This paper describes the development of a self -instructional 
package to be used in a pre-student teaching class in safety instruction 
for industrial educators. ' The resource itself is contained in the body 
of the report. The narrative provides the review of literature under- 
taken and analysis of.the data- from*a purvey/questionnaire mailed to 
, sixteen field professionals who chose the five (of twenty-one) n^st im- 
portant items of concern in safety education topics for pre-student 
teachers in industrial arts. The thirty-seven-page self*instructional 
package contains* information relating to teacher liability and safety 
attitudes— the two major concerns in the field of industrial a^s as 
identified by survey respondents at the present time. Each of the two 
parts (ontaii^ informative materials, learning activities based on 
them, and^activity answer keys. Optional activities may be provided. ^ 
Final evaluations (with answers) for each part are given. (Appendixes 
include list of survey participants, cover tetter, and questionnaire. ) 
(VLB). " ^ . 
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Bamgrovcr, Lavone 

CoMng and NatridoQ Basics. Ao Instmctors Goide for Teachhts 



Cookhg SJdIls dnd Basic Notiftion to the CbroQlcal[y Mentally 111 
Who Ar^ htbig Trained for Independent Liring. , * 

Jefferson County Extension Service, Golden, Colo. Jefferson County 
Mental Health Center, Golden-, Colo ^ 

Spohs Agency— Colorado State Dept. of Education, Denver. Div. pf 
Adult Education. 

Pub Date— 80 " , / 

Pub Type— Guide§/ Met hods/Techniq>^cS— Classroom 
Use— Instructional Materials (051). Glides/ Methods/Techni- 
ques— Classroom Use— Teaching Gnide^^52) 

EDRS Pricc-MF01/PC03 Plos PosUge 

Descriptors— •Cooking Instrucdpn, •Deinstituiionaliration of* 
Disabled, •Home Economics Skills, •fJlental Disorders, •Nor 
malization Handicapped. •Nutrition Instruction, Adult Z^oca 
tional Education, Classroom Techniques, Community Prc^rams, 
Daily Living * Skills, Objectives, Postsecondary Education, 
Residential Programs, Secon^lary Education, Teaching Guides, 
Teaching Methdds, Vocational EcUication 
Designed for those with teaching skills as well as those without and 
for those with backgpunds tn nutntion and those without, this hand- 
* book provides information on how lo organoe and conduct nutrition 
education and cooking trammg for ,the chronically mentally ilL The 
, first section describes the p3ot program which developed the hand- 
book, tncludmg setting, cLent characterisucs, general discussion x>f 
lessons and e^cational methods, program cOs.is, evaluation, and 
sources of tnformauonal materials. Lisungs of kitchen equipment for 
transitional livmg apartmenis and basic equipmeni for each class are 
provided. The second and major section presents some of the 
materials used m the six lessons of the program." (Sources for other 
materials are suggested. ) Each le^on contains descnplions of the 
goals and toob (equipment and mgredients), lessqn content described 
in steps, activities, menu and/ or recipes, and discussion notes. Lesson 
titles include (1) Good Morning Breakfasts, Q.) A Bflinch of Lunch, (3) 
Easy Oven Cooking, (4) Thatsa Lotsa Pasta, (5) S)iopping Made Easy, 
and (6) It's Your Choice. Additional recipes are append^. (YLB). 
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SmXh, D. Jr, And Others 

A La Boaia: Livitg Better. BlUsgoal Adoit Profkieocy LeTd 

Materialsjor Everyday Living 
West'Chestcr State Coll. Pa 

Spons Agency— Pennsylvania State Dept. of Education, Harrisburg. 

Bureau Q^Voe^onal, Technical, and Continuing Education r - 
Pub Date^SO > 

Pub Type— Guides /Methods/Techniques — Classroom 
> Use— Instructional Materials (051). Guides/ Methods/Techniv 

qucs— Classroom Use— Teaching Guides (052) 
EDRS Price-MF03/PC26 Pin? PosUge 

Descriptors— •Adult Education, •Bilingual Education, •Consumer 
Educatjpn, •Health Education, •Spanish, Alcohol Education, 
Behavioral Objectives, Children, Consumer Protection, Course 
Descriptions, Curriculum Guides, Dietetics, Drug Use, Housing, - 
Hygiene, Insurance, Learning Activities, Money Management, 
Nutrition, Nutrition Instruction, Ob^ity,^ Smoking 
Identifiers— Adult Performance Levd, Bilingual Materials, Life 
Skills ' ' 

These bilingual English/Spamsh Adult Proficiency Materials com- 
prise three adult education courses in these areas: consumer educa- 
tion, health, and nutntion. Part 1, Consumer Education, covers these 
topics: tnoney management, credit, frauds, consumer complaints, 
housing, utility bills, saving eflergy, banking, insurance (car, health, 
life), buying a car, and clothing. Part 2, Health, includes personal 
hygiene, prenatal care, types of doctors, heart diseases, drugs, 
alcohol, smoking, immunizations, eye and dental care fo^ children, 
and common illnesses. Part 3, Nutntion, covers these areas: balanced 
diet, four basic food groups, obesity, dietmg, exercise, comparative 
shopping, advertising, and ordenng by mail. Each lesson or topic may 
include some or all of the following: objective<s), teacher guide or sug- 
gestions, mformative materials, readmg selections, questions, student 
exercises and/or activities, and suggested activities. Following an 
English vcnion of all mat^iaU in each of the three sections, most stu- 
dent materials are^repeated in Spanish. (YLB). 
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Hewitt, Dtnisc AoffOthtrs 

CnrrkcIi^D Guide (or TSL AgrkoltDre SecreUries*. A Vocatio&al Ap- 
proach for Teaching '£Q^ish<as*a*SecoDd Laogiiage!!^ 
Ceres Unified Scliool Disuicl, Calif \ , 

Spons Ageocy— Office of Education (DHEW), Washington, D.C. 
PubDatc— 80 . < 

Pub Type— Guides/Mel hod^/Techniques — Classroom 
Use— Instructional Materials (051). Guidcs/Methods/Tcchni- 
ques— Classroom Use— Teaching Guides (052) 
EDRS Price— MfOl Plus Postage. PC Not Arailable from EDf« J 
Descriptors— • Agribusiness, •Bookkeeping, /English ^Seco^ 
Language, •Off Farm A^cullural Occupations, •Office Occjh»- 
tions Education, •Secretaries, Adult Vocational Education, 
Arithmetic, Behavioral Objectives, Curriculum^ Development, 
Curriculum Guides,^ Tiling, Job Development, JLob'PUceiicnt^, 
l^caming Activities,* Lesson Plans, Needs Assessment. OKicc 
Machines, 'On the Job Training, Portfolios Background 
Materials, Recordkeeping, Student Placement. Student Recruit 
ment, Tests, Typewriting, Vocabulary Development ' 
ThiA, currictilum guide contains materials necessary t9 implement 
the vocational Englisl} as a Second Language (ESL) program for 
Agriculture Secretary Bookkeeper developed by the Ceres Onified 
Schcjol District. The first two sections jTovide the plans andaccompa 
nying forms for needs assessment and ricruitmcnt'intake 'enrollment 
In the third section a cunicHlum development plan is descril^ It In 
eludes a coyse outline, time line, student progress chart and checklist, 
and lesson plan form. The next section contains Ihirty-one weekly 
lesson plans, indicating topics, behavioral objectives. ^ outlme. ; 
vocabulary, materials, student worksheets,* cvaluatipn instruments., 
and lesson evaluations. Vocational topics include typing, typewriter 
maintenance, alphabetic filing, pufthasc orders, invoices, business 
machines, mail handling, petty cash, income tax recordkeeping, 
checkwriting, payroll records, bank reconciliations/deposits, job 
preparation, <and portfolio. ESL topics inchide time, counting, punC~ 
tuation, use of dictionary, arithmetic, fractions and decimals, 
vocabulary and identification of agrictiltural'and business equipment," 
tools, ,and/or materials; telephone book; recejptionrand envelopes. 
Long and short versions of tjie midterm and a glossary are provided. 
The final section presents a job dSvelopment Iplan for furthering 
students' training opportunities by placing them into on-the-job* 
training, as well as accompanying forms. (YLB). ^ 
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Bame, H. AJicn ^ • 

Ustsg Metrics in bdistrial Arts. . - ' ^ . 

Virginia State Dept. of Education, Richmond. Div. of Vo^tional 
Education 

Pub Date— 79 ^ 
Pub Type—Guides/ Met hods/Techniques— Classroom 
Use— Instrucuonal Materials (051). Guidcs/Methods/Techni- 
ques—Classroom Use— Teaching Cuides (052) . c *^ 
EDRS PTice-MF01/PC03 Plus Postage 

Descriptors— *rndustrial Arts, •Measurement, •Metnc ^ System, 
•Vocauonal -Education. Drafunfe, Electricity, .Elccuonics, 
Elementaxy Secondary Educauon, Grapli^ Arts, information 
Sources, Learning Activiues, Metal Working, Objectives, 
Prettgs Posltests, Resource Malenals, transportation, Wood^ 
worfflig , f 

This metnc supplement is mtended as a guide to aid the industrial 
arts teacher m incorporating metncs m the classroom. A list of stu- 
dent objectives for measurement skills is followed by en OverView of 
the history of measurement, an argument for tjhange to the naetric 
system m the Uiuted States* and a discussion of metric basics (com- 
mon terras). The next section contains both dStivities for inuoducing 
the nietnc system^ which are wnttcn to give students experience using 
the basic umts of metnc measure, and pr«- and post tfats. In the 
foUowing section the ^se of metric measurement is covered for these 
specific areas of industrial arts: drafting, metalworkjng, woodwork- 
ing, .graphic arts, power/transportation, and electricity/electr6nics. 
Each section includes a discussion of wbtre and how changes n«ded 
to convert to the metric system should occur as well as suggestions for 
facilitating the use of metric measurement, sample activities and/or 
sample problems. A section on converting tools and equipment also 
contains a list of suggested metric materials for each- industrial arts 



department. A listing of •Avat^ble resources cites sources for books, 
pamphlets* films, film-strips, slides, kits, posters, char^, periodicals, 
and supplies and equipment. (YLB). 
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Goodman, Deborah / ' 

GED Test Preparatioii: Practical Readihg? Nutrition, Health, Redpes. 
Qunbaf Adult Center, Witchita, Kans 

Spons Agency— Kansas State Office bf Postsecondary Education, 
Topcka 
. Pub Dale— 79 ^ 
Vub Type— Guidesyf^el hods/ "fechniques — Classroom 
' Use— Instrucuonal, Materials (051). G uides/ Methods/ Techni- ^ 
ques— Classroom Use— Teaching Guides (052) , ^ 
EDRS Price— MFD1/PC03 Plus Postage 

Descriptors- •Food, •Functional Reading, •Nutnlion, •Problem 
Solving, •Reading Comprehension, Adult Basic Education, 

, Anemia, ^Basic Skills, Computation, Dietetics, , High School 
Equivalency Programs, Learning Activities, Reading Materials, 
Reading SVdUs 

Identifiers— General Educational Development Tests, Life Skills 

These mstrjictional matenals provide rea<^mg m^tenals, recipes, 
and exercises to help siudeqis prepare for the practical readmg section 
of the General Eduwaupnai Develop meni (GED> Tests. The passages 
can also help students learn and practjccisome imporiani hfe skills in 
the areas of nutntion and food safei>. ])asic skill improvement is m 
readmg, problem solving, and compute tron. Each section/ lesson, 
% which iS in the format* of a Newsletter entitled Nutrition News, 
presents a pcnn> planner s menu for three meals, reading passage, 
recipes for starr^ items m the menu, andlexercises. Topics mclude (1) 
Call it Stuffing, ^^omplete Protein, 0) Cottage Cheese, (4) Dietary 
Goals, (5) Har>est^^its and Vegetables, (6) Hot Weather Menus and 
Tips, 17) Low Blood. (8) Milk Matters, and . (9) No-Nitrite 
'Meats— Handle mih Care. Answa ke^s provided at the end ij^dicate 
the GED skill and/ or basic skills addressed as well as answers to aH fix^ 



erfcises. (YLB). 
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Harris, TroyO, Minor, John 
Grain Handling aod Storage. 
Pub-Date— 79 , ^ 

Available from— Cloud County Community College, Bookstore, 222 

Campus Dr. Concordia, KS 66901 ($12,007 
Pub^ Type— Books (010). Guides/Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Price-rMF01/PC17 Plus PosUge 

Descriptors— * Agribusiness, •Agricultural Education, •Crop Prb- 
cessing Occupations, •Grains Food, •Storage, •Vocational Educa- 
tion, Distributive EilUcation, En(on\ology, Equipment 
Maintenance, Marketing, Off Farm Agrictiltural Occupations, 
^ Postsecondary Education, Public Relations, Rats, Safety Educa- 
' tion. Salesmanship, Secondary Education, Textbooks 
Identifies— Pest Control 

This text for a secondary- or postecondary level course in grain 
handling apd storage contains tp chapters. Chapter titles are (1) In 
troduction to Grain Hlmdlin^.and Storage, (2) Elevator Safety, (3) 
Grain Grading and Seed Idenufication, (4) Moisture Control, (5) In 
sect and Rodent Conuol, (6) <3rain Inventory Control, (7) Elevator 
MainCcnance, (8) Grain Shipments, (9) Grain .Marketing, and (10) 
Customer and Public Relations. , Each chapter follows this format- 
chapter objectives, teaching aids, supplemental references, student 
study guide, study questions, and technical and instructional material 
Exercises, questions, and/ or problems may be providW in the 
technical and instructional material. Appendixes include Student. 
Selftnstruction Exercises on the topic of stored grain insects and an 
Occupational Experience Training Plan for gencnrt farm supply and 
elevator employee. (YLB). 

ED 195 763 CE 027 405 

Ktmas AssodatioQ of DECA* HlgB^Scbool Dtrision. Examples of 

Writt^ CompethiYe Erests, 1979-80. 
Emporia State Univ. Kans 

Spons Ag^cy-- Kansas State Dept. of EducaUon. Topeka * 
*Pu6*Datc— 80 , J 
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Pub Type— Guidcs/Mcth'ods/a:cchniq'de$ — Classroom 
' Use— Teaching Guides (052). Tests, Qucstionaires, Evaluation in- 
struments(160) 

^jfescriptort— •Competency Based Education, •Distributive Educa- 
nion, Adult Education. Advertising,. Jgashiorindustry, Finance 
Occupations. Food Service Ocqupations, Marketing, MenJhan- 
dising. Objective Tests. Petroleum Industry, Postsecondary 
Education. Sales Occupations. Secondary Education 
Identifiers— tMstributivc Education Clubs of America, Interstate 
Distribtltive Education purriculum * 
This compilation of competitive events (tcitsy is] designed for use 
with the competency-based Interstate DistribuUy^ Educauon Cur- 
riculum (IDECQ Following a brief description {>( the IDECC cur- 
riculum, tests are included in the folloyring subject areas: advertising, 
appard and acc^ories. finance and credit, food marketing, food ser- 
vice general merchandising^ petroleum, and sales^marketing techni- 
qu«. It is suggested that teacher-coordinators utilize the tests as (1) 
guidelines to the types of -tests administered on the state and^.nauonal 
level. (2) practice, in test administratiojf for both students and 
teachers, (3) coi^pctition on the local level priorko state ai\^ national 
events. (4) general achievement tests at the end of the semester or year, 
and (5) "refreshment or development of competencies not yet achieved. 
(Test answers are not provided. ) (LRAi. ' ^ 
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Agrictdture SBppli€S*& Serrkes, Volmne I of 3. 
. Kansas State Univ. Manhattan 
Spons Agency-r^Kansas Statp Dept. of Educauon, Topeka 
Pub Date— 79 
Contract— 7?-133-OI 

fIote'—625p.. For related documents see GE 027 412-413 . . 
Pub Type — Guides/Methods/Techniques— Classroom 

Use— Teachmg Guides (052) 
EDRS Price— MF()3/^5 Phis Po^e * 
Descrip^rs— •Agric^Wtal Education, •Agricultural Suppl> Occupa- 
^ tions, 'Plani Growth, •Service Occupations, •Soil Science, •Voca- 
* tional Education. Agribusiness, Agricultural Supplies, Cur- 
riculum Guides, Instructional Materials, Leadership Traming, 
Learning Activities, Plant Palhplogy. Secondary Educauon, 
Teachmg Guides ^ 
Identifiers— Future Farmen of America 

The first of three volulBes Included in a secondary agricultural sup- 
plies and services curricldum guide, this volume contains umts of in- 
vitrucflon in two major areas. (1) plant and soil science and (2; leader- 
ship (Future Farmers of America). Typical of the nmeiccn umts in* 
eluded in the first section are the following: Plant Insect Control, 
Blant Descases. Land Preparation. Agriculture 5tabUi2ation and Con- 
servation Service. Land Judging. Marketing Crops, EstaWishing and 
Imprdving Tame Pastures, Agricultural Chcmfcals, Soil Conservation 
Practices, and Seed Selection. The eight units included in the leader- 
ship section include Orientation to Vocational Agriculture, Inu-oduc- 
. tjon to the Future Farmen of America jffT^A). Duties and Respon- 
sibilities of FFA Members. Devejoping the FFA Program of Ac- 
tivities, Parliamentary Procedure and Public Speaking, Importance of 
Public Speaking. Dcvelopinjg and Delivering a Speech, and Becoming 
a Good Leader. Eac^ unit follows a typical format which includes ter- 
minal objectives, specific objectives, suggested activities, instructional 
materials, references, 'information sheets, transparency masters, 
assignment sheets. icsU, and tests answers. (LRA). 
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AgrkaltareSBpplks&SerTfcts, Voiiime2of3. 
Kansas State Univ. Mahhattan 

Spons Agency— Kansas S&te Dept. of Education, Topeka 
Pub Date— 7? 

?ub Type*— Guides/ Methods/Techniques— Classroom 

Use— Teaching Guides (052) 
EDRS Pi1ce-MF03TC27 Pits Postage 

Dcscripton— •Agricultural Education, •Agricultural Supply Occupa- 
tions. •Career Choice. •Livestock. •Supervised Farm Practice. 
^Vocational Education. Agribusiness. Agricultural Supplies, 
Animal Husbandry. Cooperative Education. C^irriculum Guides. 
Farm Management, Instructional Materials. Learning Activities, 

ERIC 



Secondary Education, Servy^e X)ccupations, Work bxperience 
' ' Programs , 7 

The second of ihrw volumes included in a secondary agricultural 
supplies and service curriculuin guide, this volume contains units of 

^ hisuruction 4n three major areas: (1) Animal Science, ^) Supervised 
Training Programs— Farm Business Management, and (3) Career 
SdectJon^Public Relations, Typical of the sixteen x^mls included in 
the first section are the (olldwing: Livestock Feeding, Maintaining 
Animal Health. ^-Breeds of Livestock, Fundamentals of' Animal 
Genetics, Market Grades and Classes of Livestock, Hcproduciive 
Organs of Fann Animals, (Composition and Classification of Feeds, 
and Animal Digestion. Among the six units included in section 2 are 
Business Procedures and Records, Supervised On- Job Expenfnce 
Programs for Agribusiness, Insurance, and Agricultural Supply and 
Sendee Business Organizations. The final portion of Volume 2 con- 
tains the following 6 units. Salesmanship, Displaymg and Advertismg, 

. Careers in Agriculture, Human Relations, C:arecr Selccuon, and 
Customer Relations. Each unit follows a typical format which m- 
cludes terminal objectives, specific objecuvcs, suggested ilcuviucs, m- 
structional materials, references, information sheets, transparency 
masters, assignment sheets, tcsti, and test answers. (LRA). 

ED 195767 CE027413 
AgrlcnltnreSnpijfies&SerTlces, Volame3of3, 
Kansas State Umv, Manhattan 

iSpons Agency— Kansas State Dept. of Education, Topeka 
Pub Date— 79 

Pub Type — Guides/ Met hods/Techniques— Classroom 

Use— T«ichmg Guides (052) 
EDRS Price-MF03a»C26 ?\ns Postage 

Descriptors^^Agricultural Education, •Agricultural Engineerings 
•AgrictUtural Machinery Occupations. •Agricultural Supply Oc- 
^ cupations. •Vocational Education, Curriculum Guides, Instruc- 
tional Materials. Learning Activities, Secondary Education ' 
The third of three volumes included m a secondary agricultural sup- 
plies and services (^riculum guide, this volume contains twcniy-five 
units of instructionwthe afca^of agricultural mcchamcs. Among the 
imit topics included are (1) Farm Safety, (2) Ignition Systems. (3) Ser- 
vicing Wheel Bearings, (4) Oxyacetylene Cutting. (5) Servicing the, 
Tractor, (6) Fasteners. (7) Blueprint Reading, (8) Baler Operation and 
Maintenance, (9) Electrical Safety. (10) Fundamentals of Electncity, 
(11)^ Farm Fuels, and (l2) ElccUical Wiring Practices. Each unit 
follows'a typical format which includes terminal QbjecUvcs, specific 
objectives, suggested activities, instructional materials, references, in- 
formation sheets, transparency masters, assignment sheets, tests, and 
test answers. (LRA). * 
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Military Conrfculmn Materlab for Vocational and Technical E<loca- 

tloo. Fire Protection Specialist, CDC 57150, 17 12. 
Air Force School of Apphed Aerospace Sciences, Chanutc AFB, 111. 
Ohio State Univ, Columbus. Nauonal Center for Research in 

Vocational Education 
Pub Date— 79 

Pub Type— Guides/ Meth6ds/Techniqucs— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF04/PC30 Pits Postage 

Descriptors— •Fire'Fightcrs. •Fire Protection, •Fire Saence Educa- 
6on, Emergency Squad Personnel. First Aid, Independent Study. 
Individualized Instruction. Learning Activities, Postsecondary 
Education, Rescue. Secondary Education 
Identifiers— Military Curriculum Project 

This five-volume course is designed to provide the student with in- 
formation about fire protection, first aid and rescue, and special situa- 
tion firefighting techniques. The course is one of number of military- 
, developed curriculum packages selected for adaptatiqp to vocational 
instruction and cturiculum development in civilian setting. The 
course materials include the following volumes: General Subjects for 
Fire Protection. Fire phgincering and Investigation. Fu^t Aid and 
Rescue. Fire Protection Vehicles, and Structural Pfrefighting. Each 
volume contains reading assignments, review exercises and answers, 
ai^l an examination. The course is designed for student self-study. 
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' MiliUry Curricolam Matcriab for Yocationa! and Technical Edoca- 
tiofl. Pctrolcom Sopply Spejlalist, 76W10; 194. 

Calcxico. Unified School District, Calif. Bilingual Education Pro- 
gram. Ohio State Univ. Columbus. National Center for 
Research in Vbcational Education 

Pub Date— 78 

Pnb Type— Guides/MethodS/ Techniques — Classroom 
Use— Instructional Materials ' (05 1 ). Guides, M«hods/ Techni- 
. ques— Classroom Use— Teaching Guides (052) 
EDRS Prke— MF07/PC42 Plus Postage 

DiSscriptors— •Fuels, 'Petroleum Industry, Administration, 
Behavioral Objectives. Course Contentr Equipment, Eqtipment 
Maintenance, Instructional Materials, Postsecondary Education, 
Secondary Education, Teaching Guides, Units of Study 
Identifiers— Military Curriculum Project, Supply Occupauons 
^Designed to provide knowledge in receiving^ storing, issuing, 
dispensings and shipping of petroleum products, ihis course is one of a 
numbe^of rhilitary-dcvelopca curnculum packages selected fdt adap- 
tation to vocational instructibfl and curnculum developmci^in a 
civilian setting. The course colisists oT three annexes covering 219 
hours of instruction. AIu^pt A, General Petroleum Subjects, provides 
a knowledge of general subjects required of the petroleum iupply 
specialist Annex C. Class III Supply Point Operations, provides a 
knowledge of methods of petroleum supply, and operation and 
operator maintenance of petroleum distribution and diipensmg equip- 
ment used in class III supply points. Annex D, Tfcrmmai Operations, 
provides a knowledge' in termmal operating principles, procedures, 
practices, arid^n op^-ation and operator majntenancc of lermmal 
equipmcnf Printed insOructor''matcrials include a plan of mstructjon 
detailing the teaching steps by the units of instruction, cntenon objec- 
tives, the duration of the lessons, references, and msiructor s guide 
for each annex A course manager's guide ^^ontajns additional 
references and objectives. SAidcnt materials include three study 
guides with text informatign. objeaives. review exercises, and 
references Two technical manuals are appended^ (LRA). 
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Adoh Roles & FoDCtlons. ObjectiYe Based EyaliiatloB System^ 
West Virgmia State VocaUOnal Curnculum Lab. Cedar Lakes 
Spons Agency— West Virginia State Board of Education. Charleston. 
Div. of Vocational-Technical Education. West Virginia Univ. 
Morgantown. Div. of Family Resources 
Pub Date— 80 ' 

able from— West Virginia Vocational Curriculum Laboratory, 
^Ccdar Ulccs Conference Center. Riple/, WV 25271 (S20.00, single 
copies onl^) 

?^ub ' Type — Guides/ Methods/ Techniques— Cfassroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
ques— Claisrooro Use— Teaching Guides (052). Tes^, Ques- 
tionaires. Evaluation instru ments (16of ^ 
EDRS Prfce-MFOl Phs PosUge, PC Not Arailable fronf EDRS 
Descriptors— •Competency Based Education, , •Family Relationship, 
•Home Economics, •Item Banks; •Role Perception, •vllues 
Education, Career Choice, Competence*; Consumer Education, 
Family Problems, Grade U. Grade 12, High Schools, Home 
Management, Housing, Life Style,' Nutrition, Objective Tests, 
'^I^arenthood Education. Role Conflict. Tests, Youth Problems 

This book pf objecdve-bascd test items is designed to be used with* 
' the Adult Roles and Functions curriculum for a non-laboratory hom^ 
economic course for grades eleven and twelve. It contains item banks 
for each cognitive objective in the curriculum. In addition, there is a 
form fpr the table of specifications to be developed for each unit. This 
objective based evaluation system is organized into two sectipns. .The 
leachcn* section provides a discus^on of the evaluation process, 
definitions, directions for using the items, and a sample table of 
specifications The second section contains collections of items for 
rneastiring each specific objective in the nine units of the curriculum 
(introduction, problems of teenagers, family relatjo^, home manage- 
ment, housing, parenting, nutrition, consumer education, and 
careers) Test items are true false, multiple choice, matching, and yes- 
no types. (KV). 
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Add! Roles & Fouctions. A Nonlaboratory Home Economics Coarse 

for Elerenth and Twelfth Graders. 
West Virginia State Vocational Curriculum Lab. Cedar Lakes 
Spons Agency -Marshall Univ. Hdmihgton, W. Va. Dept. of Home 

Economics. West Virginia State Board of Education. 

Charleston. Div. of Vocational-Technical Education 
P^ib Date— 79 , * * • 

Available from— West Virginia Vocational Curnculum Laboratory, 

Cedar Lakes Confereijce Center. Ripley. WV 25271 ($20.00, single 

copies only) 

Pub Type — Guides/ Methods/ Techniques — Classroom 
Use— Instructional Materials (051). Guides/ Methods/ Techni- 
ques— Classroom Use- Teaching Guides (052) 

EDRS Price— MF04/PC30 Pltis PosUge 

Descriptors— •Competency Based Education, •Family Relationship, 
•Home Economics, •Role Percepuon. •Values Education, Career 
Choice, Communication Thought Transfer, Competence, Con- 
sumer Education, Curriculum Guides, Decision Making, Edupa 
tional Resources, Family Problems, Grade II, Grade 12. High 
Schools, Home Managcp*cnt, Housing, Instructional Materials, 
Life Style, NdtritipdT Objectives, Parenthood Education, 
Resources, Rtdl^QMUlict. Self Concept, Youth Problems 
This competency/oased curriculum gmde is designed for a non- 
laboratory course ^ home economics for eleventh and twelfth grades. 
It was developed land field tested b> twent>-mne teachers in high 
schools m West Vifxinia. The Adult Roles and Functions c^jrrptuium 
is organized in two ^ctions. The teacher's secuon conuins mforma- 
tion on teaching the course, a master list of concepts, essential com- 
petencies and learner outcomes, scheduling suggestions, a glossary, 
resource list, and addresses of publishers. The units secuon consists oT 
the' nine units for the course, each with a guide tonuming a list of 
competencies, suggested aUivitics, instructional materials needed and 
evaluation suggestions, and supplements, which are student materials 
such as case histories, role playing* suggestions, quizzes, attitude 
surveys, games, and discussion qucstipns. Topics covered by the units 
include problems of teenagers, family relations, home management, 
housing, parenting, nutrition, consumer education, and careers. An 
introductory unit provides an overview of the course and presents uni- 
fying concepts that rectu throughout the course, such as valuing, self- 
concept, communication, lifestyle, goals, and decision making. (KQ. 
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GibbonsrSarah Jane, Comp ^ 

A Gttide to Maiostreamlng In Home Economics. 

West Virginia State Vocational Curriculum Lab. Cedar Lakes 

Spons Agency— West Virginia State Dept. of Education, Charleston. 

Bureau of Vocational, Technical, and Adu%Education 
Pub Date— 79 ^ 
Available from— West Virginia Vocational Curriculum Laboratory, 
Cedar Lakes Conference Center, Ripley, WV 25271 ($1.00. single 
copies only) ^ * 

Pub Type — Guides/ Met hods; Teiliniques- Classroom 
Use— Teaching-Guides (052) 
..EDRS Price— rviFOl/PCm pitts Postage 
Descriptors— •Classroom Techmques, •Disabilities, •Educauonal 
Needs, •Home Economics, •Mainstreaming, •Teaching Methods, 
Educational Legislation, Federal Lcgjslauon, Guidelines, Hear- 
ing Impairments, Individualized Education Programs, Mental 
Retardation, Program Implementation, Secondary Education, 
Special Health Problems, Student Needs', Teacher Roje. Visu^ 
Impairments, Vocational Education 
Identifiers— Education for All pilftdiCapped Children Act 

Tht purpose of this guide is to help home economics teachers 
facilitate the mainstrei^ing of handicapped students. The first sec- 
tion provides an overview of mainstreaming, including legislation, 
least restrictive environment, and role of the vocational teachct. It. 
also' discuses five areas of educational needs for handicapped 
students, socialization skills, posiuvc self-voncept development, ex- 
periencing daily living activities, developing independence, and 
employability and occupational skill development. The next section 
deals with eight disabilities: (1) chronic illness. (2) deafness and hear- ^ 
ing impairments, (3) immobility, (4) incoordination, (5) limited " 
energy, (6) limited* use or loss of hands, (7) mental Retardation, and (8) 
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, visual impairments Definitions, characteristics, problems en- 
countered in the classroom, and suggested teaching and learning 
strategies for minimizing students' handicaps are n^OT^to promote 
better understanding of each disability, The next section contains nine 
guidelines suggested by teachers of handicapped students to scrvras a 
basis for establishing effective programs. A glossary of terms as Well 
as lists of resource materials and selected national, state, and'local 
resoiircc agencies are appended. (YLB). 
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MiliUry Carricola for Vocational & Technical Edocatioiu Petroleam 

Equipment and Technical Operatfons, QM0142, 19.5. 
Acmy Training Support Center, Fort Eustis, Va. Ohio State 

i^niv. Columbus. National Center for Research in Vocational 

Education ^ 

Spons Agency— Bureau of Occupational and Adult Education 

(DHEW/OE), Washington, D C Div. of Adult Education 
Pub Date— 78 

Pub Type — Guides/ Method 5/ Techniques — Classroom 
" Use- Instructional Materials (0^1) 
EDRS Price— MF01/FC04 PIos PosUge 

DcscHptors— •Efluipraent, •Fuels, •Pcuoleum Industry, •Quality 
Control, •Technical Education. 'Transportation, Course Con- 
tent, Individualized Instruction, Learning Activities, Programed 
Instructional Materials, Storage, Student Evaluation ' 
Identifiers— Military Curriculum Proj^l 

This subcourse containg lesson assigiiments, lesson texts, and pro- 
grammed reviews covers the most frequently used equipment for 
transporting and storing pcuoleum products from the time they ^are 
purchased until they are consumed by the user. Thc,course is one of a 
number of military -developed curriculum packages selected for adap- 
tation to vocational instruction and curricufura development in a 
civilian setting Three lessons are included m the course. Lesson I, 
Petrutcum Equipment and Operations, covers bulk pctroleuij) 
^ transporters and refuelcrs, gaging equipment^ and use of the fuel 
system supply point Lesson 2. Quality'^urveillance and Petroleum 
Testing Facilities, includes categories of petroleum products, use of 
military and federal specificauons: importance of and responsibility 
for the POL quality surveillance program; indication^, causes, and 
disposition of off-specification products; and army petroleum 
laboratories and equipment Lesson 3, Military Petroleum Pipelines, 
covers components of a military pipeline, advantages and disad- 
vantages of pipelines; and identification of pipelines operated by the 
Army in World War II and currently. Each lesson in the course is 
designed for self-evaluation. This is done through the self -grading^ - 
erciscs which must be worked after studying Ach lesson text. An ex- 
anjination booklet IS included. (LRA). / 
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Military CorricuU for Vocational & Techniail EducatioiL Instnictor 

Bask Coarse, 12^. . 
Naval Air Technical Training Center. Millington, Tenn. Ohio Slate 

Unjv Columbus National Center for Research in Vocational 

Education 
Pub Date— 79 

Pu,b Type — Guides ^Method s/Techniques-r Classroom 
Use— Instructional Materials (051) Guides/Methods/Techni- 
ques— Classroom Use— Teaching Guides (052) ^ 

EDRS Price— MF07^]C41 PIos Postage 

Descriptors- •Learning Theories, •Teacher Education. •Teaching 
Experience, •Teaching Methods, VTest Construction, Adult 
Q,^^ Education, Gassroom Techniques, ^Counseling, Course Descnp- 
tions. Criterion Referenced Tests, Curriculum Guides, Learning 
Activities, Lesson Plans, Microcounseling, Microteaching, 
Posisecondary Education, Student Teaching, Teacher Evaluation 

Identifiers- Military Curhculum Project 

This outlin*^)f instruction and student guide for a t)ostsecondary 
level course for instructors is one of a number of military developed 
curriculum packages* selected for adaptation to instruction and cur- 
riculum development in a civilian setting. The course is designed to 
provide the necccsary information th|^the student will need in plann- 
ing and writing lesson top^c guides^^TOtru'cting group-paced practice ( 
teaching lessons, developing an<t writing criterion tests, participating . 
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in practice counseling sessions, and evaluating other student instruc- 
tors in group-paced teaching lessons. It consists of twenty-seven 
lessons covering 1 16 hours of instruction. Teacher materials include 
an outline of instruction detailing^tructional materials, terminal ob- 
jectives, enabling objectives, criterion testing, lesson content, and 
homework assignments. The student guide provides information 
sheets for most lessons taught. The texH-A Manual for Navy Instruc- 
tors, provides an introduction and guidance to the Navy's systems ap- 
proach to training activities for plannit^g, conducting and evaluating 
ihsiruclion, with emphasis on the role of the instructor as a manager 
of learning. Self-tests and test problems conclude most of the nine 
chapters. (YLB). ' 
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Eckcs, WiUiam Fuikerson, Dan • 
Air Conditioning and Refrigeration Book III. 
Mid-America Vocational Curriculum Consortium, Stillwater, Okla. 
Oklahoma State Dept. of rVocational and Technical Educa- 
tion, Stillwater 
Pub Date— 80 

Pub Type — Guides /Met hod s/Techniques—X:iassroom 

Use— Teaching Guides (052) 
EDRS Price-MFOl PIos Postage, PC Not Available fromEDRS 
Descriptors— •Air Conditioning, 'Climate Control, 'Job Applica- 
tion, ;^efrigeraiion. 'Thermal Environment. 'Vocational Educa- 
tion, Ar Conditioning Equipment, Air Flow, Behavioral Objec- 
tives, Buildmg Design, Business Admmisiraiion, Course Content, 
Curriculum Guides, Human Relations, Insiructionai Materials. 
Learning Activities, Orientation Materials, Posisecondary E<njca- 
tion. Secondary Education, Umts of Stu5J^, Ventilation 
Designed to present theory as a functional aspcct;^this air condition- 
ing and refrigeration curriculum guide is compnsed of nine units 6Tsri- 
struction. Unit titles include tD Job Onentation, (2) Applyang for^ 
Job, (3) Customer Relations, (4) Business Management, (J) 
Psychometrics, (6) Residential Heat Loss and Heat Gain, (7) Duct 
Design and Sizing, (8) Air Treatment, and (9) Residential Systems. 
Each instructional unit includes some or ail of the basic components 
of a unit of instruction, performance objectives, suggested activities 
for teachers, information sheets, assignment sheets, visual aids, job 
sheets, tests, and answers to the tests. It is noted that each unit is plan- 
ned for m orphan or\e lesson or class period of instruction. (LRA). 
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Decker, Robert L. ' 

Hydratilics. > > 
Mid-America Vocational Curriculum Consortium, Stillwater, Okla ' 
Oklahoma State Dept. of Vocational and Techpical Educa- 
tion, Stillwater 
Pub Date— 80, % 

Pub Type — Guides/ Methods/Techniques— Classroom 

Use— Teaching Gijides (052) 
EDRS Price— MFOl PIos Po^ge. PC Not AtaUablelrom EDRS 
Descriptors— •Equipiment Mamtenapje, 'Fluid Mechanics, 
•Hydraulics, •Vo^tion^lEdu^atimi. Behavioral Objectives, 
Course Content, Curriculimnjuides, Engines, Human Relations, 
Instructional Materials, Learning Activities, Machine Repairers, 
Postsccondary Education, jfecondary Education. Units of Study 
Designed for ii!e in courses where students are expected to become 
proficient in the area of hydraulics, including diesci engine mechanic 
programs, this curriculum guide is comprised of fourteen uniti of in- 
struction. tJnit titles include (I) Introduction, (2) Fundamentals of 
Hydraulics, (3) Reservoi;^. (4) Lines, Fittings, and Couplers, (5) Seals. 
(6) Fhiids and Filters,^ (7) Pumps. (8) VaJves, (9) Cyhnders, (10) 
Motors, (If) Accessories. (12), Circuits, Diagrams, and Symbols, (13) 
General Mamtenahce, and (14) Diagnosis and Testing. Each instruc- 
^ tional unit includes some or all of the basic components of a unit of in- 
struction: performance objectives, suggested activities for teachers 
and students, information sheets, assignment sheets, job sheets, visu4i 
aids, tests, and answers^to the tests. It is noted that each unit is piann- * 
ed for more than one lesson or class period of instruction. ILKA). 
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^Mid Amcrjca Vocational Curriculum Consortium, Stillwater, Okla 
Pub Date— 80' % $ 
Pub Type — Guides/fvlethods/T^chniqucs— Classroom 

Use— Teaching Guides (052) 
EDRS Prke^MFOS Plus Postage PC Not Available from EDRS 
Descriptors— •Elcctricitv, •Electronics, •ElectroWcs Industry, 'Voca 
tional E<fiication, ^lavioral Objectives, Course Content, Cur- 
riculum Guides, Electric Circuits, ^lectronicT^uipment, Instruc 
- tional Materials, Job Application, Learning" Activities, 
Postseconda]7 Education, Secondary Education^ Units of Study 
Designed for use in basic dectromcs programs, this cumculum 
guide is comprised of twenty nine units of Instruction in five major 
content areas Orientation, Basic Principles of Electricity/Electromcs, 
Fundamentals of Direct Current, Fun&mentals of Alternating Cur 
rent, and Applying for a Job. Each inistructional unit includes some 
or all of the bask components of a unit of instruction, performance 
objectives, suggested activities for teachers and students, informaUon 
sheets, assignment sheets, visual aids, test^ and answers io the test. It 
is noted that each unit u plaimed for more than one lesson or class 
period of instructiei^ Among the j^pits included in section 3, Fun- 
damcntals of Direct Qirrent, are the following: Circuit Fudamentals, 
Resistence, Voltage and Measurement, Conduaors and Insulators, 
Series Circuits, and Magnetism. In the fourth section unit topics in- 
clude The Nature of Alternating Current, Inductance, Capacitance, 
and Capacitive Reactance. {LRA>. 
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Let's Teach Safety. ^Directory of Classroom Resoorcts, 
American Vocational Association, Inc. Arlington, Va 
Pub Date— 80 

Available from— American Vocational Association, Inc. 2020 North 
Fourteenth St. Ariin^on, VA 22201 (Order No. 104«0, $5.00) 

Pub Type— Guides/Methods/Techniques— Non-Classroom Use 
(055) Reference Materials— Directories/Catalogs (132) 

EDRS Price-^MFOl Pita, Postage. PC Not ATaflaMfe from EDRS 

Descriptors— •Educational Resources, •industrial Arts, •Safety, 
•Safety Education, •Vocatfbnal Education, Agricultural Occupa- 
tions. Annotated Bibiiographies> Business, Health Occupations, 
Home Economics, Instructional Materials, Managerial Occupa 
tions, Marketing* Office Occupations, Resource Materials, 
Trade and Industrial Education 

Intended" for use By vocational education teachen, this directory 
contains listings of such classroom resources as films, pamphlets, 
charts, and transparencies useful for teaching safety awareness and 
safety habits in seven vocational occupation areas/ A total of fifty 
one resources relating to agricultural occupations are listed. The sec 
tion on business and office occupations contains ten items, the section 
on distribution and marketing occupations contains deven items, and 
the section on general and administrative occupations contiins thirty 
seven items. A total of twenty four resources are mcluded in the 
health occupations section, and twenty one resources are provided in 
^th'e lection for home economics occupations. The larg^t section, ' 
which is devoted to trade and industry and industrial arts occupations, 
includes 104 assorted teaching aids. Following the title of each item, a 
brief description is given, k includes the item type, length, stock 
number, and cost A content summary and supplieMtames and ad- 
dresses are also provided. >;(MN). 
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Fre^trtag for Yo«r Cartel Prt>aotkw: Instmctor. 
DfstriMheEdttcatktt. 

Missouri Univ. Columbia. InstructicAial Materials Lab 
Report No.— DE-36-1 * 
Pub Date— 80 

Available from— Instructional Materials Laboratory, University of 
Missotui— Columbia, 10 Indtutrial Education BuUdlng, Colum- 
bia, MO 65201 ($4.00) 

Pub Type — Ouides/Methodi/Techniques— Classroom 
Use-Teaching Guides (032) 

EDRS Price-MFOl Pfis Po6U^ PC N(H Arafla^le from EDRS 

Descriptors— •Competency Based Education, •Distributive Educa- 
tion, •Job Development, •f4anagcment Development, ^Promo* 
tion Occupational, BefaavioraT Objectives, Clarecr Devdopi^jcn^ 
Employment Level, Instructional Materials, Job PcrformSfc, 



Secondary Education, Supervisory Traimng, Teav-hmg Methods 
This secondary distributive education performance-based instruc- 
tional unit on preparatiOA for career promotion contains seven lesson 
plans, each based on a fifty-five minute period. The lesson plans cover 
the following information. (H the different roles of an ^ffcctive 
manager, (2) the manager's responsibOiues to subordinates ^Kiper- 
visors and the means by which the manager delegates authority, (3j 
steps a manager should take to estabhsh and mamtam a good working 
climate, (4) how to select a training program, j[5) the prunary 
psychological factors that pouvate employees to giealer produaivity, 
(6) how to prepare for promouons, and (T> the duties and respon- 
sibilities of the higher levels of management. Each lesson plan m- 
cludes most of the following elements, mformation sheets, assigmneni 
sheets, transparency masters, key and answer sheets^ ^d teacher 
reference sheets. ^ list of temunal and enabling objecuvcs and a pre- 
assessment instrument and key precede the lesson plans. Optional au 
tivities, a bibhograph>, a post-assessmeni mstrument, and key and 
unit evaluation are included at the end of the umt. (LRA). 
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Boyifig and Prichig: Instructor Material. 
Edocatioiu ^ 

Missouri Univ.'Columbia. Instructional Materials Lab 
Report N0.-DE-3M 
Pub Date— 80 

Available from— Instruaional Materials Laboratory, University df 
Mis^uri— Columbia, 10 Industrial Education BuUding, Colum- 
bia, MO 65201 (S4.00) 

Pub Type — Guid es/ Met hods/ Techniques— Classroom 
Use— Teaching (Juides (052) 

EDRS Prfce-MFOl Phs Postage, PC Not ATailable from EDRS 

Descriptors— •Competency Based Educauon, •Distributive Educa- 
tion, •Marketing, •Merchandismg, •Purchasing, Behavioral Ob- 
jectives, Instructional Materials. Retailmg. Secondary Education, 
Teaching Methods s 

This secondary distributive education performance-based instruc- 
uonal umt on buying and pncmg contams thuteen ieSson plans, each 
based on a fifty-five mmute penod. Among the topics covired arc the 
following; (I) the unportance of analysmg the customers' demands for 
merchandise before planning what and when tffouy, (2) questions 
about consumers' needs that must be answered before a buyer can 
purchase mtelligently for cdnsumers, (3) different methods available 
for purchasing for a small or large busmess, (4) ipethods which may^bc 
used to keep track of profitable sources ofsuppdy, (5) factors con- 
sidered by the buyer m determimng the retail pnce on a given product 
or service, and (Q the legal restrictions p^ced on pndng by the Fair 
Trade Acts and the Unfair Sales I^racti^ Act. Eacl^ lesson plan m- 
cludes most of the following elements, imormauon sheeu. asstgnmeni r 
sheets, transparency masters, key ^ answer sheets, and tcachcr^^ 
.reference sheets. A list of terminal and enablmg objectrves and a pr^^ 
assessment instrument and key precede the lesson plans. Optional ac- 
tivities, a bibliography, a post-assessment instrument, and key and 
unit evaluation are included at the end of the umt. (LRA). 
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Operatifig, Yoor Own Badness: Iitstnictor Gdde. Carricnlom: 
DistribstiTeEdocatkHu 

Missouri Univ. Columbia. Instructional Materials Lab ^ 
Report No.— DE-35-I 

Pub Date— 80 ^ J ^ 

Available from— 'Instructional Materials Laboratory, Universi^ of 

Missouri— Columbia, 10 Industrial Education Building, Colum 

bia. MO 65201 ($4.00) 
Pul^Type— Guides/ Met hods/Techniques— Classroom 

Use— Tea^ihingOuides (052) 
EDRS Prfcc-iMFOl Plw Postage. PC Not AnBaWe from EDRS" 
Descriptors— •Business Education, •Competency Based Education, " 

•Distributive Education, Behavioral, Objectives, Curriculum 

OuideSi Instructional Materials, Secondary Education. Teachmg 

Method} # 
Identifiers- Entrepreneurs, Small Busine^ ^ 

Thb secondary distributive education perfonnance-based instruc- 
tional unit on operating your own business contains nineteea lesson 
plans, each based on a fifty- five minute {(briod. Among the topics 
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covered arc the followifl^*^(l) the various types of business 
establishment in the community, (2} siftall scale Establishments and 
various small -scale businesses, (3) the vanous types of large scalp 
csublishments and the ways they differ from the small-scale 
businesses, (4) the sieijs to use m deciding upon a location for a 
business, (5) the equipment and merchandise needed for a new 
business, and (6) the financial requirements needed m the new 
business Each lesson plan includes most of the following elements, 
information sheets, assignment sheets, transparency masters, ke> and 
answer sheets, and uajfitfr reference sheets A list of terminal and 
enabling objectives ana a pre assessment jnstroment and ke> precede 
the lesson plans Optional activities, a bibliography, a post* 
assessment instrument and key and unit evaluatio^^e mclu<|ed at the 
end of the unit. (LRA). 
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paratioo Cnrriculnm: Welding. 
Columbia, instructional Materials Lab 
Spons Agency— Missoun State DepV of Elementary and Secondary 

Education, Jefferson Cuy. Div. ckvtKational Education 
Report N0.-SN-5.1 
Pub Date— 80 

Available from— Instructional Material* laboratory. Univensty of 
Missoun— Columbia. 10 Indusirial Educauon Bidg Columbia./^ 
MO 65201 (512.00) i / 

Pub Type — Guides Me thods. Tec hniq ues — Classroom 
Use— Instructional Materials (051). Guides. Methods. Techni- 
ques— Classroom Use— Teaching Guides (052) 
EDRS Price- MFOl Plus Postage, PC Not Available from EDRS 
Descriptors— •Disabilities, 'Disadvantaged, •Individualized Instruc- 
tion, 'Job Skills. ♦Vocational Education. •Welding, Behavioral 
Objectives. Check Lists. Elementary Secondary Education. 
Employment Opportunities. ' Illustrations, Instructional 
Materials, Learning Activities. Mainstreaming, Pacing, Safety 
Designed to be a workable guide for instructors serving the occupa- 
tional needs of various categories of disad\aniaged and handicapped 
students, this welding curriculum woniams fourteen umis of self paced 
and self-contained instructional materials. The instructional units 
cover the follo\fcing lopics^ob opportunities m we4ding, safety rules 
in gas weidmg, lighting and adjusung a welding torch, running a bead 
with or without filler rod, brazing a butt ioint. flame cutting metal, 
safety rules in arc welding, striking an arc, running short beads with 
an electrode, welding m a flat position with an electrode, arrd welding 
a bevelled butt joint and a lap joint with an electrode. Each unit con- 
sists of five tolor-codcd sections that preseni (1) student objectives 
and self assessment sutements to help students determme their ability 
to perform the unit objectives; (2) a brief motivaponal statement 
describing the theme of the unli; (3) description of the tools, 
materials, and equipment necessary for a given psychomotor skills 
lesson. (4) step- by step explanations and illustrations of a given skill. ^ 
and (5) inie-false. identification, and steps-of-procedure evaluation . " 
sheets to be used by instructors to evaluate student performance. 
(MN). 

ED 195 811 - , CE 027 535 

O'Bryan, Robert C 

Breeding JlTestock. A Unit for Teachers of Vocational A^ricnlttire* 

Prodoctiofl Agrkultare CarriailQm Materials Project. 
Kentucky Univ Lexington Div. pf Vocational Education 
Spons Agency — Kenti)cky Research Coordinating Unit. Lexington 
RepoclNo.— H-S-34a f 

PubT)atc^79 ' § ' • 

P'ub, Type — Guides/Methods/Techniques — Classroon*^ 

.Use— Teaching Guides (052) 
EDRS Pricc-MF0l/PC03 Pita PoeUge 

Descriptors— • Agricultural Education, 'Agricultural Production, 
« ♦Agricultural Skills. •Animal Husbandry. 'Livestock, 
Uonal Education, Behavioral Objectives, Compctence^nstruc 
t^Cm^i Materials, Job Skills, Learning Activitics/'^tcondary 
, Educatioii, Tests, Transparencies / / ^ 

Designed to\)rovide instructional materials for us^: by Vocational 
agriculture teasers, this unit on breeding livestock co itains materials 
for use in jwhing the importance of breeding, \ht physiology of 



hvestock breeding, reproductive processes, sire i>election. .and 
breeding systems. Lessons on each of these cgmpeienciei> tunuin iht 
following. (1) a performance objective. (2) teaching-learning ac 
tivities. (3) supplemental materials, and (4> a aitenun referertced 
measure. Suggestions for using problem-solving procedure:>. resource 
persons, field trips, audio-visual aids, and i>upplemeniar> maienaU 
are outlined in the section on teaching-learning activiucs provided for 
each lesson. Transparency masters of charts, lables. and iUusirdiiun:> 
are provided m each lesson. (Related documents contain ^imtlar m 
structional matenals on dairy housing and equipment, feeding 
livestock, livestock judging, tobacco prod^uction, and corn produc 
tion— see note. ) (MN). 

ED 195812 ^ ' CE 027 536 

Colliver, Jewell B. 1 
Dairy HoosiDg aod Eqaipmeot." A Unit fo^Teachers Vocational 
Agrkalture. Pro4DCtion Agrictiltti^e CQrricaiam Niaterials Pro- 
«^}ect. 

Kentucky Univ. Lexington. Dix. of Vocational Education 
Spons Agency— Kentucky Research Coordinating Lnit, Lexington 
Report No.— H-S-51Aa » 
Pub Date— 79 

Pub Type — Guides/ Methods/Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC02 Pins Postage 

Descriptors— •Agrictiltural Education, 'Agricuitural Machinery. 
.*Agncultural Production, •Agricultural Skills. •Anrnial Facilities. 
•Vocational Education, Behavioral Objectives. Competence, 
Equipment Evaluation. Equipment Maintenance, Instructional 
Matenals, Job Skills. Learning Activities. Livestock. Secondary 
Education ^ 

Identifiers- Dairy Industry 

Designed to provide instructional materials for use by vocational 
agriculture teachers, this unit on dairy housing and equipment con- 
tains four lessons based upon competencies needed to be a dairy 
farmer. The lessons in this unit cover the maintenance of milkii^ 
systems, the provision of adequate and economical housing fur dair> 
animals, and the provision o( adequate and economical maiertaU 
handling equipment. Each lesson contains the following. (1) a per 
formance objective, (2) teaching-learning activities (including 
techmcal content), (3) supplementary matenals (lists of references), 
and (4) check-out activities. Suggestions for using problem -solving 
procedures, resource persons, field trips, and audio visual aidi» are 
outlined in the sections on teaching learning activities provided fur 
each lesson. (Rel£4ed documents contain similar instructional 
matenals on breeding livestock, livestock judging, feeding livestock, 
tobacco production, and corn production— sec notfi, > (MN>. 

ED 195813 CE 027 537 

Johnson, Boyd C. i 

Feeding Livestock. A lioh for Teachers of Vocational Agricultare. 

Prodoction Agricnlttire Currkplam Materials Pro|ect. 
Kentucky Univ. Lexington. Div. of Vocational Education 
Spons Agency— Kentucky Research Coojdinating Unit, Lexington 
Report No-— H-S-35a 
Pub Date-T79 

Piub Type — Guides/ Methods/ Techniques — Classroom 
* Use— Teaching Guides (052) * ' 

EDRS Prke~MF01/PC03 Plas Postage 

Descriptors— •Agricultural Education. 'Agricultural Production. 
•Agricultural Skills, * Animal Husbandry, •Livestock, •Voca- 
tional Education. Behavioral Objectives, Competence. Instruc-* 
tional Materials, Job Skills, Learning Activities. Secondary 
Education,' Tests, TransparerKtes 
Identifiers— Livestock Feed ^ 

Desired to provide instructional materials for use by vocational 
agnculture teachers, this unit on feeding livestock contains nine 
lessons based upon competencies needed to be a livestock producer 
wThe lessoiu in this unit cover the importance of good feeding prac- 
tices, the identification qf nutntional needs and the composition of 
for farm livestock, how livestock use their food, providing 
(vitamins and minerals for livestock, balancing rations fur livesiovk. 
using protein stft!(|)l€ments and forages, and the importance uf pru 
viding clean water foMivestock. Each lesson contains the fulluwing. 
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(1) a performance objective, (2) teacljing-learning activities, (3) sup- 
plementary materials, and (4) a criterion-referenced measure. Sugges- 
tions for using problem-solving procedures, resource persons, field 
trips, and audio-visual aids aie outlined in the section on teaching- 
learning activities provided for each lesson. Transparency masters of 
charts, tables, and illustrations are ind/udcd in most lessons. (Re[ated 
documents contain similg? mstructional materials on breeding 
livestock, livestock judging, dairy housing and equipment, tobacco 
production, and com production— see note. ) (MN). 
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Grace, Oyde, Jr 

Corn ProdoctioD. A Unit for Teachers of Vocational Agricaltiire, Pro- 

doctioD Agricoltore Carricolom Material Project. 
Kentucky Univ. Lexington. Div. of Vocational Education 
Spons Agency— Kentucky Research Coordinating Unit, Lexington 
Report No.— H-S-25a ^ . \ 

Pub Date— 79. 

Pub Type — Guides/Methods/Techniques — Classroom 

Use-Teaching Guides (052) * 
EDRS Price-MF01/PC06 Plus Postage 

Descriptors— 'Agricultural Education, •Agricultural Production, 
Mgncultural Skills, 'Grains Food, 'Plant Gf^wth, 'Vocational 
Education, Behavioral Objectives, ^eck Lists, Competence, In- 
structional Materials, Job Skills, Learning Activities, Marketing. 
Plant Pathology, Secondary Education, Transparencies 
Identifiers— Corn Production 

Designed to provide instructional materials for use by vocational 
agriculture teachers, this unit contains nine lessons based upon com- 
petencies needed to maximize profits in com production^ The lessons 
cover opportunities for growing com; seed selection; seedbed prepara- 
tion; planting methods and practices; fertilizer rates and application; 
weeds, insects, and diseases of com; harvesting and storing com; 
marketing com; and production economics. Eacfi lesson contains the 
following- (1) a performance objectivc( (2) teaching-learning activities 
(including technical content), (3) supplementary materials (including 
transparency masters and lists of References), and (4) check-out ac- 
tivities Suggestions for using problem-solving procedures, resource 
persons, field trips, and audio-visual aids are outlined in the sections 
on teaching-learning ^Uvitics provided for each lesson. Transparen- 
cy masters of charts, tables, and illustrations are included ^in each 
lesson. (Related documents contain similar instructional materials on 
breeding livestock, livestock judgmg, feeding livestock, dairy housing 
and equipment", and t6bacco productioh— sec note. ) (MN). ^ 
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Hughes, Mike And Others 

Tobacco ProdoctioD. A Utyt for Teachers of Vocational Agricoltore, 

Production Agricoltore Corriculam Materials Project 
Kentucky Univ. Lexington. Div. of Vocational Education 
Spons Agency— Kentucky Research Coordinating Unit, Lexington 
Report No.— H.S-12.15a 
Pub Date— 79 

Pub Type-GuideslMet hods/Techniques — Classroom 
Use— Instructional Materials (051). Guides/Methods/Tcchni- 
ques*-Classroom Uscf-Teaching Guides (052) , 
EDRS Price-MF01/PC| 1 Plos PosUge ' , 

Descriptors— 'Agricultufol Education. 'Agricultural Production, 
•^^iricultural Skills, ^ant Growth, 'Tobacco, 'Vocational 
Education, Behavioral Objectives, Check Lists, Competence. In- 
structional Materials/ Job Skills. Learning Activities, Marketing. 
Plant Pathology. Secondary Education. Tables Data, 
Transparencies * 

Designed to provide instructional materials for use by vocational 
agriculture teachers, this unit contains forty-one lessons based upon 
competencies needed to maximize profits in tobacco production. The 
lessons in this unit cover such topics as the importance of tobacco, 
selecting land for tobacco, soil analysis and treatment, selecting tobac- 
. CO varieties, soil preparation and seeding, insect and disease contrq), 
plant cultivation, curing tobacco, nukrkcting, federal regulations for 
tobacco, and Uansporting and selling tobacco Each lesson contains 
the following- (1) a perforiKance objective, (2) teaching-learning ac- 
tivities. (3) supplementary materials, and (4) a fheck-out activity..Sug- 
gcstions for using problem-solving techniques, resource persons, field 



trips, and audio-visual aids are outlined m the sections on teaching- 
learning activities provided for each lesson. Transparency masters of 
charts, tables, and illustrations are included in most lessons, (Related 
documents contain similar instructional materials on breeding 
livestock, livestock judging, feeding livestock, dairy housmg and 
N^equipraent, and corn prod uctioif— see note. ) (MN). 

ED 195 816 ' CE 027 540 

Smith, Anthony / 
LWestock Judging, A Unit for Teachers of Vocational Agriculture. 

ProdoctioD Agricohore Curriculpm Materials Project, 
Kentucky Univ, Lexington. Div. of Vocational Education 
Spons Agency— Kentucky Research Coordinating Unit, Lexington 
Report No.-H-S-32a 
Pub Date— 79 

Pub Type — Guides/ Methods/Techniques- Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF01/PC05 Plos PosUge 

Descriptors— 'Agricultural Education, 'Agricultural Production, 
•Agricultural Skills. 'Evaluation, 'Livestock, 'Vocational Educa- 
tion, Animal Husbandry, Behavioral Objectives, Competence. 
Definitions, Instructional Materials, Job Skills, Learning Ac- 
tivities, Secondary Education, Selection, Tests, Transparencies 

Identifiers- Li vestpck Judging 

Designed to provide instructional materials for usel)y vocational 
agriculture teachers, this unit on hvestock judging contains materials 
based on five competencies needed to be a livestock producer. The 
following competencies are covered, general preparation for hvestock- 
judging, selection, and evaluation; judging, selection, and evaluation 
of beef cattle; judging, selection, and evaluation of swme; judging, 
selection, and evaluation of sheep; and giving oral reas^jjs. Lessons 
on each of these competencies contain a performance objective, 
, teaching-learning activities, supplemental materials, and a criterion- 
referenced measi^fe. Suggestions for using ppoblem-solving pro- 
qpdures, audio-visual aids, resource persons, field trips, and sup- 
plementary materials are outlined m the section on teaching-learning 
activities provided for each lesson. Transparency masters of charts, 
tables, and illustrations are also included in each lesson. (Rfiated 
documents contain similar instructional materials on breeding 
livestock, dairy hcmsing and equipment, feeding livestock, tobacco 
production, and com production— see note. ) (MN). 
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Hoist, AJjce L. And Others 
Legal Secretarial ^opplemcot to,the California Business Edocatlon Pro- 
Gdde'. 

Nclken (Ira) and Associates, Inc. Chico, Calif. Planning Associates, 
Merced, Calif 

Spons Agency— California Community Colleges, Sacramento. Office 
of the Chancellor. ^ . California State Dept. of Education. 
Sacramento. Vocational Education Services. Office of 

Education (DHEW), V^hingtofi, D.C. 

Pub Date— 80 

Contract— 8534 

Note— 307p. ; For related docuYnents see CE 027 586-604, ED -105 
274. and ED 186 729-730 

Pub Type — Guid es/ Met hods /Techniques — Classroom 

Use— Teaching Guides (052) 
EDRS Price-MF0l/PC13 Plos PosUge 

Descriptors— 'Business Education, 'Competency Based Education, 
•Legal Education, 'Minimum Competencies. 'Office Occupations 
Education, 'Secretaries, Adult Education, Behavioral Objectives, 
Distributtvc-^JEducation, Job Skills, Learning Activities, 
Minimum Competency Testing, Office Management, Per- 
formancc. Poslsccondary Education, Recordkeeping, Secondary 
Education. Shqrthand, Typewriting 

Identifiers— California , 

* This supplement to the California Business Education Program 
(juide for'Office and Distributive Occupations is designed to assist of- 
fice education -'Teachers of secondary, postsccondary, and adult 
students to update, their business education curricula in light of new 
technology and increasing demai^d for skilled office workers. Focus- 
ing on the legal secretary, the guide is comprised of thirteen competen- 
cy modules. Module topics include (1) legal terminology, (2) specializ- 
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ed typing techniques, (3) dictation and uanscription, (4) legal forms 
^ and documents, (5) filing, (6) client contact, (7) legal ethics, (8) caleh 
daring. (9) recordkeeping and banking, (10) mail, (II) office 
maintenance, (12) employability, and (13) career development. The 
first pages of each module contain performance objectives which in 
dicate to the instructor and student what can be taught'learned to 
meet entry level legal secretarial occupational standards Following 
the list of performance objectives in each modulp are possible instruc 
tional strategies, pre/post tests, and possible instructional materials, 
A crossre fere nee section is included which ou times ihe main interrela 
tionships between modules. The California Business ^ucation Pro- 
gram Guide for Office and Distributive Occupations along with com 
mon coce units of instruction are also available— see note (LRA). 



ED 197 057 



• CE 027 070 



Wesson, CarJ E. t 
Task Analysb Inventari^s, Series 11. 

Employment andTrammg AdmmiStration (DOL), Washington, D.C. 
' Pub Date— 80 

Pub Type— Guides, Methods, Tcvhrnqucs— Non-Classroom Use 

(055). Reference Materials— Vocabularies/Classifications (134). 

Tests. Questionaires, Evaluation instru ments (160) 
EDRS Price— MF61/FC01 Plus PosUge 

•Descriptors— •Job Analysis, •Job^kills, ♦Occupational Information, 
' ♦Task Analysis. Adults, A^ospace Industry, Anthropology, 
AviaUon Technology, Building Trades, Cabinetmakmg, Oi^k 
Lists, Chemical industry. Chemical Technicians, Economics, 
Educational Background, Electrical Occupations, Food Process- 
ing (pcupaiions, Forestry Occupations, History, Instrumenta- 
tion.%strumentation Technicians, Libraries, Library Personnel, 
Lumber Industry, Manufacturing, Petroleum Industry, Plastics, 
Political Science, Repair, Social Sciences, Sociology, Wood- 
working 

1 dent Ificrs— Boats, Paper and Pulp Occupations, Shipbuilding In 
dustry. Textile Industry \ 

This second m a senes of task' anal)^ inventones contains 
checklists of work performed in twenty-two occupations. Each inven- 
tory is a comprehensive list of work activities, respon$ibilities, educa 
tional courses, machines, tools, equipment, and work aids used and 
^e products produced, or services rendered in a designated occupa 
. tional area. The inventories can be used to set up v^ork programs, 
write job descriptions, or be given to workers to check appropriate 
items in a self inventory of their work. The information collected by 
use of the inventories may be helpful to job developers, counselors, 
and training, and placement personnel It also may be used in the 
development of curriculums for vocational or apprenticeship training 
Occu[)ations covered in 'this inventory series include aircraft and 
aerospace manufacturing, building and construction trades, chemical 
processing, economics and political science work, electrical cquipr 
ment, apparatus, and devices manufacturing; electronic componems, 
equipment, and apparatus manufacturing; plastics manufacturing; 
food processing; history, sociology, and anthropology work; in- 
struments and apparatus manufacturins^Jui^ing mill woi)(; library 
work; logging; paper and paperboar^o^vertmgTpetroleum refining; 
sawmiU and planning mill work; ship'^nd boat buiRnnff and repairing; 
textilof'inill work; veneer and plywood mill work; ^^xx^wOrking. 
(KQ.- 
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LWing, Belog, Eating: DeclsioQS We jklake* 

Georgia State Dept. of Education, Atlanta. Div. of^Vocational 
Education 

Spons Agency— Georgia State Dept. of Human Resources, Atlanta 
PubDatc^79 ' 

Pub Type — Guides /Met hods / Technique s— Classroom 
Use— Instructional Materials (051). Guidcs/Mcthods/techiji- 
qucs— Classroom Use— Teaching Guides (0^2) 

EDRS Price-MF0I/PC04 Pfte PosUge 

Descriptors— ♦Decision Making, ♦Foods Instruction, ♦Models, 
♦Nutrition Instruction, ♦Planning^ 'Values, Budgeting, Correc 
tional Institutions, ' Decision Making Skills, Delinquency, Delin 
qucnt Rehabilitation, Elementary Secondary Education, Food, 
Goal Orientation, Learning Activities, Nutrition, Objectives, 
Postsecondary Education, Role Playing, Values Clarification 



Identifiers— Youth Development Ccn^ 

Developed for use in the YoudTDevelopment Center of Georgia, 
these fifteen lessons respond to p need for nutrition education and 
training. Lesson titles are (I) Pre-TfSt and Brainstormmg Exercises, 
(2) Moods and ^motions, (3) R^oh£ (rational vs. emotional think- 
ing); (4) Two Sides of an Issue (ratWal, emotional, and combination 
thmkingf consideration of other opmions), (5) Aiiernauves (brainstor- 
ming in decision-making process), (6) Foods as Ahemativesr ^7) In- 
formation and Risks (information gathering to avoid nsK taking), (8) 
Food, (9) Are you a Risk Taker? (values as a component of decision- 
making); (10) What IS a Critical Decision? (role of clarifying values in 
good decision making), (I I) The Decision is Whether or Not to Decide 
(decision-making model use with nutrition-related decision), (I2> The 
Story of Mi^ed Critical Decisions (decision-making modjM use in life-^ 
planning situation); (13) Living on Your Own, Being on Your Own,* 
Eating on Your Own,^udgeting); (14) Options: A Decision -M§king 
Game (decision-makuig model use regarding post-release plans); and 
(15) Trying Out Skills (role playing in after -care and nutrition situa 
tions). E^h lesson follows this format: objective, materials, teacher 
introducuon, outline with exercises, activities, student activity sheets, 
and some visual aids. (YLB). 



ED 197 120 



CE 027 691 



Sparkman, CJance 

Three Modules for Electronics Mathematics* (Remedlal/Detelopmen- 
tal). 

SanJose City Coll. Calif 
PjibDate— 81 

Pub Type — Guides/ Met hods/Tec.hniques — Classroom 

Use— Instructional Materials (051) 
EDRS Prk€--MF01/PC0I Pins PosUge 

Descriptors— ♦Arithmetic, ♦Electronics, ♦Mathemaucal Formulas, 
. *Measurement, ♦Remedial Mathematics, Electricity, Learrijng 

Modules, ' Metric System, Pacing, Postsecondary Education, 

Programed Instruction, Vocational Education 
Identifiers— Ohm Law of Elcctncity, Pythagorean Theorem, Square 

Roots 

Written for remedial/ developmental students without algebraic 
skills, these three anthmetic modules far electronics cover measure, 
forrtulas, and pythagorean theorem. The. self-paced modules in- 
corporate use of calculators. With this aid the level of difficulty of 
comprehension is approxiinately seventh grade. Module 1 , Measure, 
coven nine topics, powers of 10, metric words, ^asic electronic 
measure, l)asic change, multiply powers, more powemuitiplication, 
division with powers, changing metncs, and changing measure. 
Module 2, Formulas, covers four topics, chanlmg formulas, electrical 
power. Ohms l*w* an^ time and frequency formulas. Module 3, 
Pythagorean Thco?wfC -covers three topics, square root (using 
calculator), Uength of hypotenuse, and length of ^ides. Answers are 
provided for all exercises/ problems. (YLB). 
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P^ttchtT, Barbara P. FJaglc, Judith E. 

Energy Consc'nratioaStratcgies for Tomorrow's Workers: A Retiew of 

lostncti^i Materials. 
American Institutes for Research in the Behavioral Sciences, Palo 

Alto, Calif*^ 

Spons Agency— Office of Vocational and Adult Education (ED). 

Washington, D.C. 
Report No.— AIR-87301-I/81-TR1 
Pub Date— 81 
Contract— 300-80-0956 
Note— 60p 

Pub Type— Information analyses/State-'Df-the-Art Materials (070). 
T Quidcs/Methods/Techniquci— Non-Classroom'Use (055) 
EDRS Pricc-MF01/PC03 Plos PosUge 

Descriptors— ♦Conservation Education, ♦Energy Conservation, 
♦Instructional Materials, ♦Vocational Education, Agricultural 
Education, Allied Health Occupations Education, Annotated 
Bibliographies, Curriculum, Distnbutivc Education, Employee 
Responsibility, , Literature Reviews, Occupational Home 
Economics, Office^ Occupations Education, Postsecondary 
Education, Research Methodology, Resources, Secondary 
EducaUon, Technical Education, Trade and Industrial Education 
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This review describes materials (dated 1975 or later) that (1) could 
be used to teach conservation behaviors that could be implemented by 
workers in traditional occupaMons. and (2) address the needs of secon- 
dary and pos'tsecondarf vocational students with no previous 
technical (raining This list was compiled as a result of a literature 
search whose purpose was to locate currently available energy use and 
conservation instructional rfiaterials, to determine how well these 
^materials address conservation issues; and to identify the vocational 
areas in whicli energy^cbnservation materials are lacking, insufficient, 
or inappropriate. The materials selected for this review stress on-the- 
job energy conservatio^ practices. in seven vocational education 
disciplines- agriculture, distributive education, health, home 
economics, office, technical, and trades and industry. After explain- 
ing the search methodology and analyzing the findings, the report pro- 
vides tables keying the literature described to the seven votatipnal 
education areas. The report then provides brief worker conservation 
behaviors and behaviors that would require few modifications for use 
with vocational students. An appendix lists bibliographies consulted 
(KTC). 
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Westbrook, Raymond H. 

Machine Shop Projects, Instructor Guide. General Information. 
Augusta Area Vocational-Technical School, Ga 
Spons Agency— Georgia State Dept. of Education, Atlanta 
'Pub Date— 80 

Pub Type — Guides/Methods/ Techniques — Classroom 
Use— Instructional Materials (051). Guidcs/Methods/Techni- 
quw— piassroom Use— Inching Guides (052) 
- EDRS Price— MF05/PC32 Plus Postage 

Descriptors— •Course Content,* •industrial Education, •Machine* 
Tools, •Machinists, • 'Shop Curriculum, •Student Projects, Cur- 
riculum Design, Guides, instructional Materials, Learning Ac- 
lijities, P9stsecondary Education, Secondary Education, Task 
Ahalysis, Vocational Education,. Workb'ooJis 

Identifiers— Georgia 

Developed in Georgia, this manual contains 101 projects for use in 
machine shop courses, arranged according to a suggested machine 
shop curriculum Each project, included in a student workbook, con- 
tains complete drawings and instructions for implementation. Tasks 
are listed under the broad headings of measuring, layout, bench work, 
saws, drilling, lathe, shapcr. milling machine, and grinding The 
guide contains a chart of project/task relationships and project 
listings both by a broad spectrum of tasks and by jpecitic tasks. 
References are included, along with instructions on use of the manual 
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Siaaten, Dons - * 

Manual for North Dakota Vocational Office Education Coordinators. 
First Revision. 

Minot State Coll. N. Dak. " North Dakota State Board for 

Vocational Education, Bismarck 
1*ub Date— 80 

Pub Type — Guides/ Methods/Techniques — Classroom 
Use — Teaching, Guides (052). 
GuidesZ-Methods/Techniqucs— Non-Classroom Use (055) 

EDRS Price-MF01/PC18 Plus Postage 

Dcscriptprs— •Cooperative' Edtication, •instructor Coordinators, 
•Office Occupations Education, •Program Development, •Work 
Experience Programs, Business Education, Check Lists, Cur- 
riculum, Curriculum Development, Educational Objectives, Lear- 
ning Activities. Resources, Secondary Education, Selective Ad- 
mission. Vocational Education 
Identifiers— Cooperative Office Education, ^North Dakota 

This manual, revised and updated from the 1971 version, is design- 
ed to provide beginning coordinators with a» usable^ handbook 
develop new programs in cooperative office education. After 
statements on development of the manual and instructions in its use, 
the book is divided into phases, each with educational objectives, 
checklists, and suggested learning activities The phases examined arc 
the fplfow&ig development of program goals, development and 
reviciv of new and on-going programs, development of cnteria for 
selec^ipA pf student learners, selection of student learners, compila- 



tions of students' personal and' educational data, utilizatioiL of 
guidance department in selection of student learners, development of 
criteria for selection of training stations, selection of training stations, 
intqryieNVs with firm representatives, .placement of students, public 
relations, law and the cooperkive office education program, coor- 
dinating techniques, advisory committees, student' organizaiibns, 
evaluation, job placement, model office simulations, and follow-up of 
completers/leavers. An appendix contains forms, a description of the 
General Aptitude Test Battery, definitions of terms, 'and a 
bibliography. (KC). 
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Moye, M5ice And Others 

Student Assessment System. Competency Verification Guide. Georgia 

Vocational Education Program Articulation. 
Georgia Univ. Athens. Div. of Vocational Education 
Spons Agency— Georgia State Dept. of Education, Atlanta. Div of 

Vocational Education , 
Pub Date— 80 

Pub Type— Guides/Methods/Techniques— Non-Classroom Use (055) 
EDRS Price-MFoi/PC03 pfos Postage 

Descriptors— •Articulafion Education, •Interviews, *Performance 
Tests, •Studenb Evaluation, •Student Records, Evaluation 
4 Methods, Job-Performance, Job Skills, Pnor Learning : 
Identifiers— Domain Referenced Testing 

This gcide is designed to aidJnstru<tfional personnel in all areas of 
vocational education inihe articulation of secondary and postsecon- 
dary programs through verification of student competencies It 
, presents general information on what program articulation is and why 
It is important, how articulation maybe achieved m the least con- 
straining fashion, what circumstances will permit automatic advanced 
placement, and what circumstances require testing. Three major sec- 
tions describe these tools of articulation student performance 
records, structured interview, and domain /referenced testing. The 
first describes the Student Performance Record, a listing of tasks' 
taught on secondary and postsecondary levels, and Task Detailing, a 
supporting document showing in detail what is taught m each task. 
Maintaining and supplementing the)tecord are also disclosed. A se- 
cond section defines a structured interview and suggests how to 
develop one. The third section on domain referenced testing addresses 
background and significance of domain referenced testing, developing 
a domain referenced test, and devdoping a test item. The final section 
focuses on evaluation devices for performance testing (YLB). 
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Scott, Pau/ And Others • 

Student Assessment System. Admissions Galde. Georgia Vocational 

Education Program Artitalation. 
Gcorgia^Vniv, Athens. JJiv. of Vocational Education 
Spons Agency— Georgia State Dept. of Education. Atlanta Div of 

. Voc^itional Education 
Pub Date— 80 

Pub Type— Guidcs/Methods/Techniqucs— Non-Classroom Use (055) 
EDRS Price-MF01/PC03 Plus PofsUge 

Dcstriptors— •Admission School,^ •Advanced Placemeni, •Articula- 
tion Education, •Policy Formation, •Postsecondary Education, 
•Vocational Education, Educfitionsl Policy, Evaluation Methods, 
Interviews, Job Skills, PhOr Learning, Secondary Education, 
Standards, StAident Evaluation, Student Personnel Services. Stu- 
dent Placement, Student Rc<;ords, Transfer P^olicy 
Identifiers— Domain keferenccjd Testing, Georgia ' 

Designed for use by student personnel workers in Georgia/ s 
postsecondary vocational scHools, this guide describes the recom- 
mended activities, standards, and procedures that can be used to grant 
advanced placement to entering students. It begins with brief over- 
view of articulation. The next section describes the Student Assess- 
ment System, steps in the Student Assessment Model, and assessment 
instruments for articulatiori, including the Performance Record, 
Structured Interview, and Domain Referenced Testing. In the final 
section development of local policy is discussed. Following a dcscrip. 
tion of Georgia's four-point articulation implementation plan, these 
recommen.ded policy areas and policy statements are considered, stu- 
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dent records, charging fof advanced placement, calculating students' 
grade point average, student responsibilities, reasonable time limits, 
minimum attendance for graduation^ probational period, and agree- 
* ment between sending and receiving schools. (YLB). ^ 

ED 197 129 • , CE 027 740 ^ 

SttHietit Assessment System. Student Ferformance Record. Task 

Detailbg. AlU^ Health Occupatioos/Practical Nursing. Georgia 

Vocational Edi^tios Program Artkuiatios. 
Georgia Um'v. Athens, Div, of Vocational Education 
Spons Agency— Georgia State Dept. of Education, - Atlanta. Div. of 

Vocational Education ( 
Pub Date— 80 . \ ^, • 

Puj) Type— Guides/Methods/Techmqucs^Non-Classroom Use 

(055). Reference M;aterials- Vocabularies/Classifications (134) 
EDRS Price-MFOl/PCOZ Plus Poslage 

Descriptors— •Allied Health Occujjations, *Job Performance, •Job 
SkiDs, •OiJCupational Information. •Practical Nursing, •Student 
. Records, Allied Health Occupations Education, Anatomy, Drug 
Therapy. Medical Services, MentaTHealth, Nursing Education, 
Nutrition, Pharmacology. Physiology, Postscconclary Education, 
Secondary Education. Vocational Education 
This booklet lists tasks and functions the hcalt^ occupations student 
Si^ould be able to do upon entering an employment situation or a 
«postsecondafy sc;hool. (Listings are also available for the areas of 
cosmetology and transportation^ automotive mechanics, ) Tasks are 
coded to correspond to those on Uie Student Perfomumce Record, 
which dcta^ a student's past performance. Tasks and functions are 
listed for nine major allied health occupations, practic^al nursing areas. 
^ (1) health occupations skills. (2) personal ^d vocational relation 
ships, (3) nutritioji and diet therapy. (4) basic drug administration, (5) 
anatomy and physiology, (6) nursing of children, (7) maternal and 
newborn care, (8) mental health and mental illness, ahd (9) medical % 
surgical nursing. (Domain referenced tests for skills and th^iy are 
available separately as CE 027 741 and CE 027 742. ) (YLB). ^ 

ED 197 130 * ' / CE 027741 

Simpson, pruce And 0\\izx% 

StiK^ent Assessment System. Dttoain Refereoced Tests. Allied Health 

Occupations/Practical Nursing. Volume 1: Skills. 
Georgia Univ. Athens. Div. of Vocational Education « 
Spons Agency— Georgia State Dept. of Education. Atlanta. Div. of 

Vocational Education , 
Pub Date— 80 

Pub Type-- Tests. Questionaires, E^valuatioh mstru ments (160) 

EDRS Pxke-MFOI/PCW Pins \ 

Descriptors— •Allied Health Occupations. •Job Performance, •Job 

Skills, •Performance Tests. •Practical Nursihg.^ •Test Construe 
. tion, Allied Health Occupations Education. Articulation Educa 

tion, Medical Services, Nursing Education, . Postsecondary 

Education, Secondary Education, Student Evaluation. Testing, 

Test Items, Vocational Education 
Identifiers— Do main Referenced Teils 

These performance tests for the area of allied! health occupa- 
tions/practical nursing consist of a sampling technique (domam 
referenced testsj whic^ covers all the possible perforriance situations. 
When u^ m total, they may also serve as a comprqtensive test. In< 
troductory materials discuss domain referenced teslng^ detem^ming 
the domains, and developing performance testing situations. For each 
domain an item form sheet is provided which is a Ist of rules for 
developmg a domain referenced test (DRT). It includes a domain 
statement de$cribmg the behavior and content of tlz domain, instruc- 
tions, giving directions on how to determine an appropriate testing 
situation, content limits, including facets and elejnents of potential 
test and identifying the allowable content of a DRT\and adoitional in* 
formation, such as sample test situations, list of tasks/skills induded'^ 
in the domain, and theory related td^e domain tasks. These don 
are covered: (1) basic patient care (sktn care), (2) isolation, 
digestive tracts (4) medicaiions, (5) bums. (6) surgical/chrOnically ilh^ 
(7) circulatory system, (8) nervous system. ,(9) musculoskeletal system, 
(10) respiratory system. (1 1) endocrine/ urinary system, (12) materiial, 
(13) newhpm, (14) infant. (15) sensory organs. A domairv/task matrix 
and a student performance record conclude the docunfenL (DRTs for 
theory and a task-detailing booklet are available separately as CE 027 
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742 and CE 027 740. ]f(YLB), 
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Carapbcii, Gene, Ccinp. Simpson, Bjice, Comp 
Student Assessment feyirtem.' Domalnfeef erenced Tests. Allied Health 

Occupations/Practical Nursing. Volume 11: Theory. 
Georgia Univ. Athens. Div. of Vocational Education 
Spons Agency—Georgia State Dept. of Education, Atlanta. Div, of 

Vocational Education . N 

Pub Date— 80 / 
Pub Type— Tests* Questionaires, Evaluation instru ments (160) 
EDRS Price-MF01/PC06 Pins Po^ge 

Descriptors— •Aftied Health Occupations, •Job Performance, •Job 
Skills, •Multiple Choice Tests, •Practical Nursing, •test Items. 

, Allied Health' Occupations Education,* Anatomy, Drug Therapy, 
Mental Healkh, Nursing Education, Nutrition^ Physiology, 
Postsecondar> Education, SecondarJ Education, Test Construe \ 
tion. Testipgli 

Identifiers— Domain Referenced ?ests ' 

These wnttcn domain referenced tests (DRTs) for the area of allied 
health -occupations/ practical nursing test cognitive abilities or- 
knowledge of Uieory. Introductory materials describe domain 
referenced testing and test development. Each multiple choice test in 
eludes a domau^ statement, describmg the behavior and content of the 
domain, jmd a (est item pool. These domains are covered. (1) health 
occupations skilb. (2) personal and vocational relationships, (3) nutri 
tion and diet therapy. (4) basic drug administration, (5) anatomy and 
physiology, (6) nursing of children, (7) maternal and newborn care, 
(8) mental, health and mental illfies, and (9) medical surgical nursmg. 
(DRTs for sHUls and a lask-detailmg booklet are available separately 
^ as CE 027 741 and^CE 027 740. ) (YLB). 

ED 19^132 ' CE 027 743 

Student Assessment System. Student Performance Record. Task 

Detelllng. Cosmetology. Geor^a Vocational Education Program 

Articulation. 

Georgia Univ. Athens. Div/ of Vo<iational Education 

Sf^Dns Agency— Georgia State Dept. of Education, Atlanta. Div. of 

Vocational Education 
PubDatc4-80 

Pub Tydc— Guides/Methods/Techniques— Non-Classroom Use 

t055). Reference Matefials— Vocabularies/Classifications (134) 
EDRS Price— MFOl/PCOl Plus Postage 

ucscrip^rS^^^'^smetology, •Job Performance, •Job Sfcifis, •Oc- 
J cupslional Iiuormation, •Vocational Education, Pps/secondary 
Ediiration, Secondary Education, Service Occupations 
^ This/booklet hsts tasks and functions the cosmetology student 
shoul^be able to do upon entering an employment situation or a 
posts^ondary school. (Listings are also available for the areas of 
alliedl health occupations/practical nursing and transporta 
tiou/ automotive mechanics. ) Tasks are coded to conespond to those 
on tlfc Student Performance Record, which details a student's past 
performance. Units are listed for these major tasks: (1) orientation; 
(2) customer relations, if) receptionist Activities. (4) rolling permanent 
waves, (5) shampooiiu hair, (6) types of hair conditioners, (7) per 
forming scalp care, '(*) rolling hair, (9) hair styling, (10) shaping hair. 
(1 l)|setting pin curl^ (12) setting hair, (13) cutting hair; (14) perma 
nenj waving, (15) hair coloring, (16) tinting lashes, brows; (17) 
manicuring nails. (18) finger waving. (19) caring for wigs, hair pieces, 
(201 performing skin care, (21) creating ridge curls, skip waves; (22) 
. chdnical hair relaxing. (23) removing unwanted hair. (24) thermal 
ting, curling. (25) applmg anatomy, physiology, skin, scalp, hair 
coricepts, (26) chemistry applicatibns; (27) using electi-icity in 
cosmetology, (28) managing the hai| salon, (29) preparations for state 
id of cosmetology examitiatidn, and (30) processing over^urly 
r^ (Domain referenced tests for skilly are available separately as CE 
? 744.) (YLB). ^ 

iD 197 133 ' CE 027 744 

'Rice, Linda Maxwelf hii<diO\htn 

Student Assessment System. Domain Referenced Tests. Cosmetology. 
Volume I: Skills. Georgia Vocational Education Program Articola 
tion. 

Georgia Univ, Athens. Div. of Vocational Ed^icalion 
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^pons Agency— Georgia Suie Dept. of Education, AtlanU. Div. of 
Vocational Education 
Pub Date— 80 

Pub Type— Tests, Qucstionaifcs. Evaluation instni ments (160) 
EDRSPrice--MF01/P^PIus Postage ^ 
Descriptors— •CosmctoRTgy. •Job Performance, •Job Skills, •Per- 
formance Jests, •Test Construction, •Vocational Education, 
Postsccondary Education, Secondary Education, Service Oc- 

. cupations, Testing, Test Items 
Identifiers— DonudiiRefcrenqffi^ Tests ^ ^ 

Th«e performance .tests for the area of cosmetology consist of*a 
sampling tech^iqua (domain referenced tests) which covers all the 
possible performance situations. When used in total, they may also 
' serve as a comprehensive tc^st. Introductory materials distuss domain 
referenced testing, determining the domains, and developing per- 
formance testing situations. For each domain an item form shefct is 
provided which is a fist of rules for developing a domain referenced 
test (DRT). It includes a domain statement, describing the behavior 
and content of the domain; instructions, giving directions on how to 
determine an appropriate testing situation; and evaluation; providing 
checkpoints and rating scale. These domains are covered: (1) hair cut, 
(2) permanent wave, (3) finger wave, (4) shampooing, (5) hair styles, 
(6) wigs and hairpieces, (7) performing skin care, (8).hair conditioners 
(scalp and treatment),* (9) hair coloring. (10) mamcuring, (Il)u4iair' 
analysis. (A task detailing booklet is available separately as CE 027 
743.)(YLB). 
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Student Assessment System, Student Performance Record. Task 

DetaUing*^ Ttausportation/Antomotiye Mech^cs,* Georgia Voca« 

tional Education Program ArtictilatioD, 
Georgia Univ. Athens. Div. of Vocational Education " 
Spons Agency— Georgia State Dept. of Education, Atlanta. Div. of 

Vocational Education ^ ^ 
Pub Date— 80 

Pub. Type— Guides/Methods/Techniques— Non-Classroom Use 

(055). Reference Materials— Directories/Catalogs (132) 
EDRS Price-MF0l/PC03 Pins PosUge 

Descriptors— •Auto Mechanics, •Engines, •Job Performance, •Job 
Skills, •Occupational Information, •Trade arid Industri^il Educa- 
tion, Motor Vehicles, Postsccondary Education, Secondary 
Education 

This booklet lists tasks and functions the student in the transporta- 
tion cluster should be able-to do upon entering an eniployment situa- 
tion or a postsccondary school. (Listings are also available for the 
areas of allied health occupations/practical nursing and cosmetology. 
) Xasks are coded to correspond to those on the Student Performance 
Record, which-details a student's past performance. Units with objec- 
tive and outlijic arc listed for seven major blocks (and performance, 
gropps): (1) automotive service (introduction to handtools. chassis 
lubrication, servicing cooling and suspension systems), (2) hydraulic 
• brakes, (3) engine overhaul (valve grinding and adjustment), (4) tunc, 
up an^l electrical (testing engine, testing and servicing battcryr spark 
plug service, testing ignition coil and ignition condenser, testing 
distributor, testing charging system, testing starter motor, fuel 
systems), (5) small engines (repair), (6) marine engines (repair), and (7) 
automotive emission controls (testing and repair). The document con* 
dudes with a task cross-fisting index. (Domai^^cfereneed-ttets for 
skills and theory are^available separately as CE 027 746 and CE 027 
747.)(YLB). 

JED 135 

Watlcins, James F. And Others 
Strait Assessment System. Domain ^Referenced Tests* Tran^rta. 
lioti/Atttoinotiye Matoiks. Volmnt I: Skills, Geor^ Vocational 
Etftkatioa Program Artictdation. 
Oc^rgiaUniv. Athens. Div. of Vocational Educatioiy^ 
Spons Agency— Georgia State 5ept. of Education, ^tlanta. Div. of 

' Vocational Education , ^ 

Pub Date— 80 

^Pub Type— Tests, Questionaires, Evaluation instru ments (160) 
EDRS Pitee-MFpl/PC03 PIos Po^ge 

Descriptors-r^^uio Mechanics, •Job^ Performance, •Job Skills, , 
•Ffrformance Tests, •Test Cobtruction, Engines, » Motor 
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Vehicles, Pos^econdary Education, Secondary l^ducation. 
Testing, Test Items, Trade and Industrial Education 
Wentificrs—Domain Referenced Tests . ' 

These performance tests for the area of tran^porjauon/ automotive 
mec'n^cs consist of ^ sampling technique (domstm referenced tests) 
*which covers all the possible performance sitlKmons. When used in 
total, they may also serve as a comprehensive test. Introductory 
materials discuss domain referenced testing, determining the domains, 
and developing perfomjance testing situations. For each domain an 
item form sheet is provided^which is a list df rules for dev^oping a do- 
main referenceQcst {DKij. li includes a domgin sUtement describ- 
ing |he beh^viorinS content of the domaih; instructions, giving direc- 
tions on how to determine an appropriate testing situation; customer, 
cues, giving Customer complaints and a stratified listing of elements 
keyed to each'complaint; content limits, including,f acets and elements 
of a potential test and identifying the allowable contenfof a DRT; and 
eval^tion— afiJcore card consisting* of performance indicators with 
standard and mininjum scores assigned. These domains art covered: 
(l)^ting and cooling systems, (2) fuel system, (3) body electrical 
syst^, (4) -braking system, (5) engine systeih, (6) power tram system, 
(7) starting and charging systems, (8) igmtion system, (9) suspension 
and steering systems, (fO) emissions control system. (DRTs for theory 
and task-4fflailing booklet are available separately as CE 027 747 and 
CE027J45.)(YLB). 
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WatJcins, James F. Comp ^ 

Student Assessment System. Domain Referenced Tests. Transporto. 
tion/Aiitomoti?e Mechanics. Volome II: Theory. Georgia Voca* 
tional Edtication Program Artictdation. ' 
, Georgia Univ. Athens. Div. of Vocational Education 

Spons Agency— Georgia Sute Dept. of Education^ AUanta. Div. of 
Vocational Eduction 

Pub*Date— 80 \ . ' * 

•Tub Type— Tests, Questionaires, Evaluation instru ments (160) 

EDRS Price-MF01/PCa7 Pins PosUge 

Descriptors— •Auto Mechanics, •Job Performance, •Job Skills, 
•Multiple Choice Tests, •TeSt Items, •Trade and Industrial Educa- 
tion, Engines, Motor Vehicles, Postsccondary Education, Secoiv^ 
dary Education, Test Construction, Testing 
Identifiers- Domain Referenced Tests « 

These written domain referenced tests (DRTs) for the area of 
transportation/automotive mechanics test cognitive abilities or 
knowledge of ^theory. Introductory materials describe domain 
referenced testing and test development. Each multiple choice test i 
eludes & domain statement, describing the behavior and content ^ 
domain, and a test item pool. These domains are covered: (I) heat«-, 
and (pooling systems, (2) fuel system, (3) body electrical, (4) brakino 
systeift, (5) ci^nc system, (6) power train system, (7) sUrting and 
charging systems, (8) ignition system. (9) suspension and steering 
systems, and (10) emissions control system. (DRTs for skills and task 
detailing booklet are available separately as CE 027 746 and CE 027 
745.)(YLB). 
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Coosnmer Skills: Results Manual, 

Education Commission of the Sutcs, Denver, Colo. National Assesj 

. ment of Educational Progress 
Spons Agency-National Inst, of Education (DHEW), Washington, 

Report i4o.—ISBN-0-89398-457-4NAEP^-CSK-O3 
Pub Date— 79 
Contract— OEC-0-74^506 

Note— 88p. ; For related documents sec ED 163 181-1^2 

Available from— Education Commission/of the States, Suite^700. 

1 860 Lincoln St. Denver, CO 80295 ($7.60) 
Pub Type— Nuraerical/Quantative data (1 10) 
EDRS Price— MF01/PC04 Plus PosUge 

Descriptors— •Consumer Education, ^Skill Development. •Student 
Evaluation. Adolescents. Consumer EcononllcC Consumer Pro- 
tection, Data, -Mathematics. Money Management, National 
Surveys, Secondary Education, Tables Data 

IdenUfiers-rConsumer SkUls, Consumer Skills Kit (NAEP), Na-' 
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tional Assessment of Educational Progress 
This results manual is the }!iird part of the Consumer Skills Kit 
which also includes a set of items and a guide (see note). Data from 
surveys conducted )fS the National Assessment of Educational Pro> ' 
gress (NAEP) to investigate seventeen-yea^-old students' consumer 
skills is provided. The manual presents national results for seventeen 
year-old' students, for seventeen-year-old students by sex, for 
scventccn-ycar-olds in the eleventh grade, and for seventeen-year-old 
eleventh graders by sex. In the data tables each item is ideilti(ied Jby a 
unique NAEP identification number found on each printed exercise in 
the Consumer SkSls Kit. Estimated percentages of correct responses 
for these single items are pro v i(ji « j, except in cas^jsuch as attitudinal 
items, for which correct r^SpSns^ ^re not defin^. Percentages for 
each response alternative are t6en given. For open-ended items the 
percentages of thpse responsihg in 'correct' or 'acceptable' categories 
are listed. (VLB). 

^0197138 ^ CE027766 
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Mountain Plains Learning JCxperience Gaide: Appliance BepSlr. 

Coarse: Heater-Type Appliances. ^ / 

Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AfB, Mont 
Spons Agency— Office of Vocational and A^iult Education (ED), 
' Washin^gton, D.C. ' f 

. Pub Date— 75 • * ^ 

Contract— 300-79^153 

Note— 228p. ; For retated documents, see CE 027 767-755, ^E 027 
777-821, feD 072 271-272, ED 076 908, ED 097 599,^ED 103 572- 
580, ED 105 075, ED 106 451-456, ED 106 670. ED^07 926, ED 
107 945, €D 109 445, ED 109 484, ED 1 10 610. ED 1 10 81 1-812. 
; ED 110 834 -833, and ED 150347-399 

Pub Type — Guides/Methods/Techniques — Classroom 
*Usc— Instructional Materials (05 1) 

EDRS Price-MtOl/PClD Plos Postage 

Descriptors,"! •Appliance Repairing, 'Electrical ' Appliances, 
•Heating, * Individualized Instruction, 'Vocational Education, 
* Adult Education, Appliance Repairers; Disadvantaged, Family 
Programs, Instructional Materials. Learning Activities, Learning 
V^Modules,* Postsecondary Education, Skilled Occup^ions 
IdentifierST-Mountain Plains Program 

One of two individualized courses incl^de^ in an appliance ^pair % 
curriculum (see CE 027 767), this course covers minor and majoK 
heater type appliance The course is comprised of six units' (1) Irons, 
(2) Roasters. (3) Space Hewers, (4) Water Heaters^ (5) Electric 
Ranges, and (6) Gas Rang^ Each unit begins with a Unit Learning 
' Experience Guide that gives directions *f or unit c^pletion. The re- 
mainder of each unit consists of Learning Activity Packages (LA?) 
that provide specific information for completion of a learning activi- 
ty. Each LAP is comprised of the following parts: objective, evalba-^ 
tion. procedure, resourc^, procedure, supplemental -sheets, study 
guide, and a LAP test with answers. The course \^ preceded by a 
pretest which is. deigned to direct the student to units and per- 
formanceactiviycs. (l** ^ ^ 
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Moantain Plains Learning Experience Gnlde:'' Appliance Repair. 

Coarse: Motor-Operated ApplUitKes. > 
Mountain-Plains Education ai^d Economic Development Program, 

Inc. Glasgow AFH, Mont * 
Spons Agency— Office of Vocatiofial and Adult Education (ED), 
, Washington, D^C. Y 
Pub Date— 75 

Contract— 300-7920153 ^ 
Note— 3l6p. , For related document, sec CE 927 766 
Pub Type — Guides/ Methods/Techniques — Classroom 
, Use— Instructional Materials (051) 
EDRS Price^MFOl/PCBPItts PosUge 

Descnptors— •'Appliance Rcpainng, *ElQctrical Appliances. •Electris- 
Motors\ ^individudlifed Instruction, ^Vocational Education.^ 
Adlilt Education. AppU^ce Repairers, Disadvantaged. Family 
Programs, Instructional Materials, Learning Activities, Learning 
Modules, Postsecondary Ed6cation, Skilled Occupations 

• i > * : 



Identifiers— Mduntain Plains Program 

( One of two individualized courses included in an appliance repair 
curriculum, this course is designed to prepare^ students to operate, 
diagnose malfuncuons, repau^, and service motor operated appliances. 
The course is. comprised of seven units. (1) Mixers and Blenders, (2) 
Vacuum Cleaners and Floor Polishers, (3) Washing Machines. (4) 
Garbage Disposers, (5) Clothes Dryers, (6) Dishwashers, and (7) Com- f 
pactors. Each unit begins with a Unit Learning Experience Guide that 
gives directions fpr unit compfetiom The remainder of each unit con- 
sists of Learning Activity Packages (LAP) that provide specific in- 
formation lor completion of a learning activity. Each LAP is com- 
prised of tbe following parts, objecuve, evaluation procedure, 
resources, procedure, supplemental sheets, study guide, and a4>Af^ 
test with answers. The course is preceded by a pretest which is design- 
ed to direct the student to units and performance activities. (LRA). 
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OsJand. Walt 

Moontaln Plains Learning Experience Guide: Aatomotlve Rep^iir. 

Coarse: Aatomotlve Shop Safety. 
* Mountain-Plains Education and Economic Development Program. 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocalional and Adult Education (ED), 

Washington, D.C. • * 

Pub Date— 76 \ 
Contract— 300-7P-O153 * 
Note— 59p. ; For related documents, see CE 027 766. CE 027 769-775, 

CE027 777-780 

Pub Type — Guides/ Met hod s/Technjques-r Classroom 

Use— Instructio nal Materials (05 1 ) 
EDRS Price-MF0i/PC03 Plus Postage 

Dcscript?rs—* Accident Prevention, •Auto Mechanics. •Individualiz- 
ed Instruction, ^Safety, •Vocationj^ Education. Adult Education. 
Disadvantaged. Family Programs, Instructional Materials. Lear- 
ning Activities. Learning Modules, Motor Vehicles, Postsecon- 
dary Education, Safety Education, Skilled Occupations 
Identifiers— MountainPlains Program 

One of twelve individualized courses included in an automotive 
repair curricu ^^gi. this course presents avoidance of dangerous situa- 
^ons and IjcciMft, and emergency equipment and procedures. The 
course is comp^ed of one ifnit. Shop Safety. Th&^imt^begins with a 
Unit Learning Experience Guide that gives dir^itfons for unit comple-- 
tion. The remainder of the unit consists of Le^ing Activity Packages 
(LAP) that provide specific information for completion of a learning 
activity. Each LAP is comprised of the following parts, objective, 
evsHliation procecrare, resources, procedure, supplemental sheets, 
study guide, and a LAP test with answers. The course is preceded by a 
pretest which is designed to direct the student to units and per- 
formance activities. (LRA). , 
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Leiand, Lyie I * , 

Mountain Plains Learning Experience Guide:. Carpentry. Coarse: 
RoQgh'In. 

Mountaiu'Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons >^ency— Office of Vocational an^ Adult Education (ED), 

"Washington, D.C. ' ^ ' 
Pub Date— 75 
Contract— 300-79^153 

Note— 619p. ; Some pages may not reproduce well due to light print. 
For related documents, see CE 027 766 and CE 027 782 

Pub Ty^)e— Guides/Methods/Techniques — Classroom 
f Use— Instructional Materials (05 1 ) 

EDRS Price~.MF03/PC25 Pltjs Postage i, 

Descriptors— *^p3<nlcrs, •Construction Process, •Flooring, •In- 
dividualizc^nstruc^on, •Roofing, •Vocational Education, Adult 
Education, Buildi^^ Trades, Ceilings* Disadvantaged. Family 
Programs. Instru^ional Materials, Learning Activities. Learning 
Modules, Postsecondary Education, Site Development, Skilled . 
Occupations, Woodworking 

Identifiers— Mountain Plains Program ^ ' * 

One ot two individualized courses include in a t^pentry cur 

riculum, this course includes those skills and knowled^ related to and 
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included in the carpentry tasks of structure framing and forming. The 
course is con|Qris«l of four units. (1) Excavation Layout— Concrete 
and Formi^ Floor and Wall Framing, (3) Ceiling Framing, and (4) 
Roof Each unit begins with a Unit Learning Expcrienpe Guide that 
givfs directions for unit completion. The remainder of each unit con- 
sists of Learning Activity Packages (LAP) that provide specific in- 
formation for completion of a learning activity. Each LAP is com-" 
prised of the following pans; objective, evaluation procedure, 
resources, procedure, supplemental sheets, study guide, and a LAP 
test with answers. The course is preceded by a pretest which b design- 
ed to direct the student to units and performance activities. (LRA). 
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" LeJand, Lyic 

Motmtain Plains Learning Experience Gdde: Carpentry. Coarse: 
Flaisfa. 

Mountain-Plains Education and Economic Development Program, 
Inc. Glasgow AFB, Mont * ^ ' 

Spons Agency— Office of Vocational and Adult Education (ED), 
Washington, D.C. 

Pub Date— 75^ 

Contract— 300-79-01 53 

Note— 41 Op. ; Some pages will not reproduce well due to light print. 

For related documents, sec CE 027 766 and CE 027 781 
Pub Type— Guides/M^et ho ds/Tech'niques — Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/FC17 Pins Postage 

Descriptors— •Carpenten, •Construction Process, •Finishing, •In- 
dividualized Instruction, •Vocational Education, •Woodworking, 
Adult Education, BuJJding Trades, Disadvantaged, Family Pro- 
grams, Instructional Materials, Learning Activities, Learning 
Modules. Postsecondary Education, Skilled Occupations 
Identifiers- Mountain Plan's Program ^ 

One of two individualized courses included in a carpentry cur- 
riculum, this course is structured to provide' the information, pro- 
cedures, and experiences to complete the carpentry requirements 
following the ffeming operation. The course is comprised of five 
units <1) Machine Processes, (2) Exterior Wall Coverings and Cor- 
nice, (3) Windows and Trim, (4) Interior Coverings, and (5) Door and 
lambs Each unit begins with a Unit Learning J^xperience Guide that 
gives directions for unit completion. The remainder of each unit con- 
sists of Learning Activity Packages (LAP) that provide specific in- 
formation for completion of a learning activity. Each LAP is com- 
prised of the following^ parts: objective, evaluation procedure, 
resources, procedure, supplemental sheets, study guide, and a LAP 
tesf with answers. The course is prwxded by a>^cj«l which is design- 
ed to direct the student to units and performan JpctivTties. (LRA). 

ED 197 154 ' CE 027 784 

Oisen, Chnsimt 

MoimUh) PUin^Leamiog Experience Galde: Consomer Edocation. 
Mountain-Plains Education and Economic Development Program, 

IncGlasgow AFB, Mont ^ • - 

Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D,C. 
Pub Date— 79 ^ 
Contract— 300-79-0153 . 

Note— 346p. ; Some pages may not read well due to light print. For 

related documents, sccCE 027 766 
Pub Type— Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) 
EDRS Pike-MF01/FC14 Pins Postage » 

Descriptors— •Consumer Education, •Family Life Education, •In- 
dividualized Instjiiction, •Practical Arts, Adult Education, Con- 
sumer Protection, Disadvantaged, Family Programs, Instruc- 
tional Materials, Learning Activities, Learning Modules, Money 
Management, Postsecondary Education, Purchasing 

Identifiers— Mountain Plains Program 

This individualized course in consumer education is comprised of 
eight {inits oNnstruction. (1) Get a Grip on Your Mojcy, (2) Banking 
and You, (3) A Place to Live, (4) Wheels, (5) Car Insurance, (6) The 
Marketplace, (7) Your Insurance Dollar, and (8) Consumer's Bill of 
Rights. Each unit begins with a Unit Learning Experience Guide that 
gives directions for unit completion. The remainder of each unit con 



sists of Learning Activity Packages (LAP) that provide specific 
formation for completion of a leammg activity. EachoLAP is com- 
prised of the following parts, objective, evaluation procedure, 
resources, procedure, supplemental shcct^ study guide, and a LAP 
test with aqswers. The course is i)rcceded by a pretest which is design- 
ed to direct the student to units and performance activiucs. (LRA;. 

♦ j 

ED 197 155 ( CE 027 785 

Wetterling, C. WhcatJey, J. 

Moontain Plains Learning Experience Guide: Drafting. Coarse: Basic 

Drawing. Rerised Edition. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington^D.C. 
PubDate-'79 ' - 
^ Contract— 300-79-0153 
Note— 474p. ; For related documents, sec CE 027 766 and CE 027 786 
Pu^Type — Guides/ Met hods/ Techniques — Classroom 

Use- Instructional Materials (051) - ^ 

EDRS Price-MF01/PC19 Plus Postage ^ 
Descriptors— 'Drafting, •Individualized Instruction, •Vocational 

Education, Adult Education, Disadvantaged, Drafters, Family 

Programs, Grapjjjc Arts, Industrial Arts, Instructional Materials, 

Learning Activities, Learning Modules, Orthographic Projection, 

Postsecondary Education 
Identifiers— Mountain Plains Program , ^ 

One of two individualized courses included in a drafting cur- 
riculum, this course is designed to develop the fundamental iWlls of 
drafting u^g mechanical instruments. The course is comprised of 
thirteen units; (1) Mechanical Drawing, (2) Lettering, (3) Geometric 
Construction, (4) Shape Description, (5) Multiview Projection and 
Drawing Reproduction, (6) Dimensioning, (7) Section Views, (8) Aux- 
iliary Views, (9) Templates, (10) Pictorial Drawings, (11) Mapping, 
(12) Intersections and Developments, and (13). Working Drawings. 
Each unit begins with a Unit Learning Expenence Guide that gives 
directions for uriit completion. The remainder of each unit consists of 
Learning Activity Packages (LAP) that provide specific information 
for completion of a learning activity. Each LAP is comprised of the 
following parts, objective, evaluation procedure, teources, pro-^ 
cedure, supplemental sheets, stud> guide, and a ImP test with 
answers. The course is^preceded by a pretest which is designed to 
direct the student to units and performance activities. (LRA). 

ED 197 156 ' CE 027 786 

ScJiramm, C. 

Moimtain Plains Learning Experience Guide: Drafting. Course: 

Blaeprint Reading, 
Mountain -Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 4 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washingtoh, D.C. 
Pub Date— 75 
Contract— 300-79-0153 

Note— 76p, ; Not available in paper copy due to light print. For 

related documents, see OE 027 766 and CE 027 785 
Pub Type— Guides/ Met hods/;Techniqucs— Classroom 

Usc-Mnstructional Materials (051) 
EDRS Pricc-MFOl Plos Postage* PG Not Ayailable from EDRS 
Descriptors— •Blucprirtts, •Building trades, •Drafting, •In? 
dividualized Instruction, •Vocational Education, Adult Educa- 
tion, Disadvantaged, Family Programs, Industrial Arts, Instruc- 
«. tional Materials, Learning Activities, Learning Modules, 
Postsecondary Education, Sheet Metal Work, Woodworking 
Identifiers— Mountain Plains Program ^ 

One of two individualized courses included m a drafting cur- 
riculum, this course is designed to introduce the student to a variety of 
blueprints and techniques for obtaining information from them. The 
course is comprised of four.units. (1) Introduction to Bulldmg Trades 
Blueprint Reading, (2) Blueprint Reading for Carpentry, (3) Blueprint 
Reading for Plumbing, and (4) Blueprint Reading for Sheet Metal. 
Each unit begins with a Unit Learning Experience Guide that gives 
directions for unit completion. The remamdcr of each bnit consists of 
Learning Activity Packages (LAP) that provide specific information 
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for completion of a learning activity. Each LAP is comprised of the 
following parts: objective, evaluation procedure, resources, pro- 
cedure, supplemental sheets, study guide, and a LAP test with 
answers. The course is preceded by a pretest which is designed to 
direct the student to units and performance activities. (LRA). 
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Be/cher, Herb Carey, John 

Momttaifl Plains Leamiog Experience Guide: Electrical Hieory. 

Course: Basic Electricity. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. 
Pub Datc-~79 
Contract— 300-79-0153 

Note— 92p. ; Some pages will not reproduce well due to broken print. 

For related documents, see CE 027 766 
Pub Type— Guides/ Methods/ Techniqu/s— Classroom 

Use— Instructional Materials (051) 
EDRS Price— MF0I/PC04 Plus Postage 

Descriptors— •Electncity, •Iifdividuahzcd Instrucuon, •VdSauonal 
Education, Adult Education, Disadvantaged, Electncal Occupa- 
tions, Electnc Circuits, Electncians, .Family Programs,- Instruc- 
tional Materials,- Learmng Activities, Leammg Modules, 
Postsecondary Education 

Identifiers- Alternating Current, Direct Current, Mountam Plains 
Program 

This individualized course on basic electricity covers the basic ideas 
of direct current and alternating current electricity. The course is 
comprised of two units: (1) Electrical Theory 'B/ and (2) Electrical 
Theory 'A*. Each unit is comprised of Les^ng Activity Packages 
(LAP) that provide specific information for ^^pletion of a learning 
aptivity. Each LAP contains the following parts: fntroduction, over- 
view, skill competency, discussibn, demonstration, performance, 
evaluation, and summary. The course is preceded by a pretest which 
is designed to direct the student to units and performatKe activities. 
(LRA). 
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Amcson, R. And Others 

MoDQtalo Plains Learning^ Experience Gaide: Electrical Wiring. 

Coarse: Electrical Wiring Rougb*Io. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. ^ > 

Pub Date— 74 * ^ 

Contract— 300-79-0153 

Note— 281 p. ; Some, pages may not reproduce well due to light print. 

For related documents, see CE 027 766 and CE 027 789 
Pub Type— Guides/ Methods? Techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF(ll/PCI2 Plus Postage 

Descriptors— *ElectncaJ Systems, 'Electncians, 'Individualized In^ 
structibn, 'Vocational Education, Adult Education, Building 
Trades, Disadvantaged, Electncal ^Occupations, Electncity, 
Family Programs, Instructional IVSmerials, Learning Activities, 
Learning Modules, Postsecondary Education 
Identifiers— Electrical Whing, Mountain Plains Program 

One of two individualized courses included in an electncal wmng 
ciurioilum, this course covers electncal installauons that are generaUy 
hidden within the structure. The course is comprised of four units: (1) 
Outlet and Switch Boxes, (2) Wlnng, (3) Service Entrance, and (4) 
Signal and Low Voltage Systems. Each umt begins with a Unit Learn- 
ing Expenence Guide that gives directions for tmit completion. The 
remainder of each unit consists of Learning Activity Packages (LAP) 
that provide specific information for completion of a learning acttvi- 
ty. Each LAP is comprised of the folloj^ite parts: objective, eyalua- 
tion procedure, resources, procedure, supplemental sheets, study 
guide, and a LAP test with answers. The course is preceded by a 
pretest which is designed to direct the student to units and per- 
formance activities. (LRA). 



Ameson,R. And Others 

Mountain PUdns Learning Experience Quide: Electrical Wiring. 

Course: eectrical Wiring Trim-Out, , ' 

Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. / 
-Pub Date— 74 
Contract— 300-79-01 53 

Note— 287p. ; For related documents, sec CE 027 766 and t:E 027 788 
Pub Type— Gu ides/ Methods/ Techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Price-MF01/PC12 Plus Postage 

Descriptors— •Electricians, •Finishing, •Individualized Instruction, 
•Vocational 'Education, Adult Education, Building Trades, 
Disadvantaged, Electncal Occupauons, Electncity, Family Pro- 
grams, Instructional Materials, Learning Activities, Learning 
Modules, Postsecondary Education 
Identifiers-Electrical Wiring, Mountain Plains Program 

^ne of ^0 individualized courses included in an electrical wiring 
cumctilum, this course covers electrical materials installation for the 
trim-out stage. The course is comprised of five units: (1) Outlets, (2) 
Fixtures, (3) Switches, (4) Appliances, and (5) Miscellaneous. Each 
unit begins with a Unit Learning Experience Guide that gives direc- 
tions for unit completion.. The remainder of each unit consists of 
Learning Activity Packages (LAP) that provide specific information 
for completion of a learning activity. Each LAP 4s comprised of the 
follow^lg parts: objective, evaluation procedure, resources, pro- 
.ceduic, supplemental sheets, study guide, and a LAP test with 
answers. The cour^ is preceded by a pretest which is designed to 
direct the student to units and performance activities. (LRA). 

ED 197 160 - CE 027 790 

zm^, T. 

Mountain Plains Learning Experience Guide: Dectric Motcrr Repair. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. 
Pub Date— 76 
Contract— 300-79-0153 

Note— 480p. ; Some sections will not reproduce well due to light print. 

For related documents, sec CE 027 766 
Pub Type— Guid es/ Met hods/ Techniques— Classroom 

Use— Instructional Materials (051) t 
EDRS Price-MF01/FC20 Plos PosUgc 

Descriptors— •Electric Motors, *fhdividualized Instruction, •Repair, 
•Vocational Education, Adult Education, Disadvantaged, Elec- 
tricity, Family Programs, Instructional Materials, Learning Ac 
tivities. Learning Modules, Postsecondary Education 
Identifiers— Mountain Plains Program 

This Electric Motor Repair Course is designed to provide the stu- 
dent with practical information for winding, repairing, and 
troubleshooting alternating cunent and direct current motors, and 
controllers. The course is comprised of eight units. (1) Electric Motor 
Fundamentals, (2) Rewinding, (3) Split phase Induction Motors, (4) 
Capacitor Motors, (5) Repulsion Motors, (6) Polyphase Motors, (7) 
Direct Current MotorSvand Generators, and (8) Universal and Shaded 
Pole Motors. Each unit begins with a Unit Learning Experience 
Guide that gives directions for unit completion. The remainder of 
each unit consists of Learning Activity Packages (LAP) that provide 
specific information for conipletion of a learning activity. Each LAP 
is comprised of the following parts, objective, evaluation procedure, 
resources, procedure, supplemental sheets, study guide, and a LAP 
test with answers. The course is preceded by a pretest which is design 
ed to direct the student to units and performance activities. (LRA). 
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Carey, John 

MotmttiB Plains Learning Experience Guide: Heating, Refrigeration, & 
AirConditlonlttg. 

Mountain-Plains Education and Economic Development Program, 
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IncGlasgow AFB, Mont ^ ^ 
S^ns Agency— Office of VocAlional and Adult Education (ED), 

Washington. D.C 

Pub Date— 78 U> 

Contract— 300-79-0153 * ' . ^ ^ ' * 

Notc-^90p. ; For related documents, sceCE027 "766 \ 

Pub ' Type— Guides/Methods/Techniquc|— Classroom 

Use— Instructional Materials (051) 
EDRSPrice-MF01/PC16 Plus Postage 

Descriptors— * Air Condittening, •Heating, •Individualized Instruc- 
tion. •Refrigeration, ♦Vocational "Education, ^dult'Educaiion, 
Air Conditioning Equipment, Air Flow, Disadvantaged, Family 
Programsr:;fec§RTictional Materials, Learning Activities, Learning 
Modules, Postsecondary Education, Refrigeration Mechanics, 
Temperattire, Thermal Environment 

Identifiers— Mountain Plains Pro-am 

This Heating, Refrigeration, and Air Conditioning course is com 
prised of eleven iiydiyidualized units, (1) . Refrigeration Tools, 
Materials, and Refrigerant, (2) Basic Heating and Air Conditioning, 
(3) S^ed Syslcm Rcp'airs, (4) Basic Refrigeration Systems, (5) Com 
prSslton^ Systems and Compressors, (6) Refrigeration Controls, (7) 
Electric Circuit Controls, (8) Domestic Equipment, (9) .Walk In 
Coolers; (10) Otho^Air Conditioning Systems;<;and (II) Equipnient 
Installations. Each unit consists of Learning Activity Rackages (LAP) 
that provide specific information for complction^of a Icamin^liiivi- 
ty. Each LAP is comprised of the following parts; objective, evalua- 
tion procedure, resources, procedure, supplemental sheets, study 
guide, and a LAP test with answers. The course isi* preceded by a 
pretest which is designed to direct the student to units and per- 
formance activities. (LRA). ^ ^ * • 

ED 197 162 ' CE 027 792 

Rtitschke, Tom , ' ' 

Motmtain Plains Learnii^ Experience Guide: Licensed Day Care. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. * ' , > ^ 

Pub Date— 78 

Contract— 300-79^153 ' " V ^ 

Note— 535p. ^. Some pages may not reproduce well ducicrl^t print 

For related documents, see CE 027 ^66 ' 
Pub Type — Guides/Met hod^s /Techniques-* Classroom 
' use— Instructional Materials (051) ' ^ 

EDRS Price— MF02/PC;?2 Pits Postage j 
Descriptors— •Business Skills, •Certification, •Children, •In- 
dividualized Instruction, •Vocational^Education, ^dult Educa- 
tion, Child Dcvdopracm, Day 0(fe, Disa<fvantaged, Family 
Programs, Instructional Materials, H^aming Activities, Learning 
Modules, Postsecondary Education ) 
Identifiers- Mountain Plains Program ^ 

This mdividualizcd course in licensed day carc;^ comprised oL 
umts of instruction. (1) Business Functions^pf Day Care Honfes, 
Child Development, and (3) Child Care. Each unit begins* with a Uiiit 
Learning Experience Guide that gives directions for unit completion. 
The remainder of each unit consists of Learning Activity Packages 
(LAP) that provide specific intormation for completion of a learning 
activity. Each LAPis compri^ of the following parts: introduction, 
review, skOl competency, di^ctission, demonstration, performance, 
evaluation, and summary. Various checklists and student evaluation 
instruments are appended. (LRA). 

ED 197 163 , CE 027 793 

fvihnQsny D. Fgan, B. * 

Moontala Plaias LeamlBg Experience Gtdde: Lodging. Coarse: 

Honseketpifig Operatioia. 
Mountain-Plains Education and Economic Development Prografn, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and ^dult Education (ED), 

Washington,p,C. 
Pub Date— 76 ' • 
Contract— 300-79-0153 

Note— 39p. ; For related documents, see CE 627 766 and CE 027 794- 
795 



Pufe if/V-e — Guides/Methods/Techniques — Classroom 

Usf— InstructionalMaterials (051) 
EDRS Price-iME01/PC02 Plus Postage 

Descriptors— •Hotels, •Housekccpei-s, •Individualized Instruction, 
•Vocational Education, Adult Education, Disadvantaged, FsCmi- 
ly Programs, Instructional Materials, Learning Activities, Learn- 
ing Modules, Postsecondary Education 
Identifiers— Mountain Plains Program » 

One of three individualized courses included in a lodging cur- 
nculum, this course covirs basic housAecping operations and pro- 
cedures. --The course ^fcomprised of seven units: (1) Care of the 
Room, (2) Working >illh Staff, (3) Work Improvement Techniques, 
(4|*0rganizmg, Plannmgffjmd Scheduling, iSj Housekeeping Material 
and^lSjuipment, (6) Floor ana Carpet Care, and (7) Health and Safe- 
ty. Each unit begins with a Unit Learning Experience Guide that gives 
directions for unit completion. The remainder of each unit consists of 
|Leanung Activit> Packages (LAP) thai provide specific mformation 
for completion of a learmng activity. Each LAP is comprised of the 
following parts, objective, evaluation procedure, resources, pro- 
cedure, supplemental sheets, study guide, and a LAP test with 
answep. The course ts preceded by a pretest which is designed to 
direct the student to unjts and performance activities. (LRA). 
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Fuhman, D. 

Monntaio Plains Leamhig Experience Guide: Lodging. Coarse: Front 
Desk Procedures. 

Mountam-Plains Education and Economic Development Program, 

Iik;. Glasgow AFB, Mont * 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D,C. 
Pub Qat?— 76 
Contract— 300-79-01 53 

b^te— 232p. , Some pages may not reproduce well due to light print. 

f For related documents, sec CE 027 766 and CE 027 793-795 

Jftub Typ^c— Guides/ Methods/Tec^hniques — Classroom 

XJsc— Instructional Materials (05 1 ) 
EDRS Price-MFOl/PClO Pfos Postoge 

Descriptors— •Hotels, •Individualized Instruction, •Reccptionisu, 
•Vocational Education, Adult Education, Disadvantaged, Fami- 
ly Programs, Instructional Materials, Learning Activities, Learn 
ing Modules, Postsecondary Education 
Identifiers— Mountain Plains Program 

One of three individual!^ courses included in a lodging cur- 
riculum, this course covers the basic policies and ptocedures whieh are 
part of the dufies of the hotel/motel front desk worker. The course is 
' comprised of four units: (1) Introduction to the Front Office, (2) 
Front Desk Responsibilities, (3) Handling of Guest Charges and 
Cixdits, and (4) Equipment Used by the Desk Qerk. Each unit begins 
wnh a Unit Leaning Experience Guide that gives directions for unit 
' completion. The remainder of each unit consists of Learning Activity 
.Packages (LAP) that provide specific mformation for completion of a 
learning activity. Each LAP is compnsed of the following parts, ob- 
jective, evaluation procwlure, resources, procedure, supplemental 
sheets, study guide, and a LAP test with answers^ The course is 
.preceded by a pretest which is designed to direct the student to units 
and ^rformanpe activities. (LRA). 
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FyihnnsiJ^t D. ^ 

Motmtain Plains LeamlDg Experience Gdde: Lodging* Cotirse: Nigbt 

Aodhlag Procedures. 
Motmtain-|^ains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Education (ED), 

Washington, D.C. 
Pub bate— 76 

Contract— 300-79-01 53 4 
Note— I74p. , Not available in paper copy due to light prant. For 

related documents, see CE 027 766 and CE 027 793-794 ' 
Pub Type— Guides/ Methods /Techniques— Classroom 
, Use— Instructional Materials (05 1 ) 
EDRS Prke-MFOl Plus PosUgc. PC Not Atallable from EDRS 
Descriptors— •Hotels, •Individualized Instruction, •Money Manage- 
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mcnt, ♦Recordkeeping, ♦Vocational Education* Adult Education, 
Disadvantaged, Family Programs. Insinictional Materials, Lear- 
ning ActivitiM^ Learning Modules, Postsecondary Education 
Identifiers — Auditors, "Audits, Mountain Plains Program 

One of three ifidividualized courses included in a lodging cur> 
riculum, this course covers the basic policies and p/ocedurcs used by 
the night auditOF in hotels and motels. The course is comprised of 
four units- (1) The Hand Transcript, (2) Balancing Cashier Totals, (3) 
Preparing the Night Audit, and" (4) Auditing on Miscellaneous 
Machines Each unit begins with a Unit Learning Experience Guide 
that ^vcs directions for unit completion. The remainder ,pf each unit 
consisa of Learning Activity Packages (LAP) that provide specific in- 
formation for completion of a learning activity. Each LAP is com- 
prised of the following parts; objective, evaluatiorf procedure, 
resources, procedure, supplemental sheets, study guide, and a LAP 
test with answers. The course is preceded by a pretest which is design- 
ed to direct the student to units and performance activities. (LRA). 
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Egan, B. 

Motmtab Plains Learning Experience Gald^ Marketing. Coai;$e: 
Marftcting Mathematics. ' • . 

Mountain-Plains Education and Economic Development Program, 
Inc. Glasgow XFB, Mom 

Spons Agency— Office of Vocational and Adult Education (ED). 
Washington, D.C. ' ^ 

Pub Date— 75 

Contract— 300-79-01 53 

Note— ^Ip. ; For related documents, sec CE 027 7(66 and C£ 027 797- 
"808 . ' 

P\ib Type— Guides/Methods/ Techniques— Classroom 

Use— Instructional Materials (051) 
EDRS Price— MF0l/PC03PlBsPosUge 

Descriptors— •Business, •Distributive Education, •individuahzed In^ 
struction, •Marketing, •Mathematics, •Merchandising, Adult 
Education, Business Education. Disadvantaged, Family Pro- 
grams> Instructional Materials, l>eaming Activities, Laming 
Modules. Postsecondary Education, Sales OccupaUbns, Voca- 
tional Education 
Identifiers— Mountain Plains Program 

One of thirteen individualized courses included in a marketing cur- 
riculum, this course is designed to famUiarizc the student with the 
mathematics used daily by the retail business The course isicomprised 
of $lx units' (1) Arithmetic and Selling, (2) Sales RecordSi.(3> Weighu 
and Measure, (4) Inventory Conuols, (5) Checking Incoming Mer 
chandise. and (6) Pricing Merchandise. Each unit begins with a Unit 
Learning Experieil<:e Guide that gives directions for unit completion. 
The remainder of ^ each unit consists of Learning Activity Packages 
(LAP) that providg specific information for completion of a learning 
activity. Each LAP is comprised of the following parts: objective, 
evaluation procedure, resources, procedure, supplemental sheets, 
study guide, and a LAP test with answers. The course is preceded by a 
pretest which is designed to direct tbc student to units and per- 
formance activities. (LRA). 
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Plahs Learnfeg Exi^riatce Gtride: Parent InTolfement. 
: InteractioQ with ChMr^ 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spons Agency— Office of Vocational and Adult Educauon (ED). 

Washington. D.C. ^ 
^ub Date— 75 
Contract— 300-79-01 53 

Note— 40p. ; Some pages may^not reproduce well due to light print. 

- For related documents, see CE 027 766 and CE 027 810-813 
Pub Type -Gm4cs/Methods/ Techniques — Classroom 

Use— Instruciipnamaterials (05 1 ) 
EDRS Price— I1III1/FC02 Pitts Postage 

Descriptors— •Child Development, •Children, •Individualized In- 
struction, •Parenthood Education, •Parent Participation, •Self 
, CoQcq)t, Adult Education, Disadvantaged, Discipline, Family 
Environment, FaraUy Programs. Instructional Material^ Leam^ 



ing Activities, Learning Modules, Parent Role. Parents. 

Postsecondary Education, Self Control, Vocational Education 
Identifiers— Mountain Plains Program 

One of five individualized courses included in a'pafcnt involvement 
curriculum, this course is designed to assist adults m developmg the 
types of relationships which will positively affect children's develop- 
ment. The course is comprised of two units: j(l) Self-image and (2) 
Self -Control. Each unit begins with a Umt Learmng Expenence Gmde 
that gives directions for unit completion. The remamder of each umt 
consists of Learning Artivity Packages (LAP) that provide specific m- 
fonhation for completion of a learning activity. Each LAP is com- 
prised of the foUov^mg parts:^ objective, evaluation procedure, 
resources, procedurj; supplemental sheets, study guide, and a LAP 
test with answers, yfhe course is preceded by a pretest which is design- 
ed to direct the sind^nt to units and performance activiues. (LRA). 

ED 197 184 / CE 027 814 

Bundy, T. 

Moimtain Plair^vJLeaming Experience Guide: Plombhig. Coarse: 

Drainage and vtet Systems. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont * 
Spons Agency— Office Of Vocauonai and Adult Educauon (ED), 

Washington. D.C. 
Pub Date— 74 ' 

Contract— 300-79-01 53 ^ 
Note— 300p. ; Some pages will not reproduce well due to small, 

broken print. For related documents, sec CE 027 766 and CE 027 

815-816 

Pub Type— Guides/Me t hods/Tec hni<fues — Classroom 

Use- Instructional Materials (051) 
,EDRS Price-MF01/PC12 Pits Postage 

Descriptors— •Building Trades. •Individualized Instnicdon, •Plumb- 
^ ing, •Vocational Education, Adult Education, Disadvantaged, 
Family Programs, Instructional Materials, Learmng AcUvities, 
, Learning Modules, Postsecondary Education 
Identifiers— Mountain Plains Program, Pipe Fitters. Pipe Workers 

One of three individualized course included in a plumbing cur- 
riculum, this course focuses on planning, preparing! and assembling 
the rough-& p>ortions of drainage, waste, and vent systems. The 
course is comprised of two umts. (1) Pipe and Fittmgs Assembly and 
(2) Planning, Layout, and Assembly. Each umt be^ns with a Umt 
Learning Experience Guide that gives directions for umt completion. 
The remainder of each unit consists of Learmng AcUvity Packages 
(LAP) that provide specific information for completion of i learmng 
activity. Each LAP is comprised of the foUowmg parts: objective, 
^ evaluation procedure, resources, procedure, supplemental sheets, 
study guide, and a LAPHest with answers. The course is preceded by a 
pretest which is designed to direct the student to umts and* per- 
formance activities. (LRA). 
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Am^lw, R. And Others 

Mos&tab Plains Leamittg Experience Galde: Pltnnblog. Coarse: Supp- 
ly Piping Systems. 

Mountain-Plains Education and Econq^pic Development Program, 
Inc. Glasgow AFB, Mont 
* Spons Agency— Office of Vocational and Adult Educauon (ED). 
Washington, D.C. « 

Pub Date— 75 

Contract— 300-79-0153 

Note— 395p. , Some pages may not reproduce well due to hght print. 
For related docufflcnu, sec CE 027 766 and CE 027 814, and CE 
027 816 u 

Pub Type— Guides/ Methods/Tec hniques-^Classroom 
Use— Instructional Materials (051) 

EDRS Price— MF01/PC16 Pits Po^ge 

Descpptors— •Building Trades. •Individualized Instrucuon. •Plumb- 
ing. *Vocational Education, Adult Education. Disadvantaged. 
Family Programs, Instructional Materials. Learning Activities, 
Learning Modules, Postsecondary Education < 
Identifiers— Mountain Plain/Nrogram, Pipe Workers 

One of three individualized courses included in a plumbing cur- 
riculum, this course covers installing, servicing, and repairing supply 
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iipe$ and fixtores commonly found m residenual. commercial strut 
lures. The course is Lolmpriscd oT four units. (1) Pipe and Fittings, (2) 
Cold Water Supply, (3) Hot Water Supply, and (4) Fixtures. Each 
unit begins with a Unit Learning Experience Guide ihat gives direc 
tions for umt compleuon. The remaii^icT of each unu consists of 
Learning AcUviiy Packages (LAPj that provide specific information 
for compleuon of a learamg activity. Each LAP is comprised of the 
following parts, objective, evaluation procedure, resources, pro- 
cedure, Supplemental sheets, study guide, and a LAP test with 
answers. The course is preceded by a pretest which is designed to 
direct the student to units and performance acuvities. (LRA). 
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Ameson, R. Ldand, L. - % 
Moftstain Plains Learsisg Experience Guide: Pltunblng. Coone: 
Geoeral Procedures and Practice^ for Boildlsg Trades and Serrkes. 

Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont * 
Spons Agency— Office of Vocational and Adult Education «(ED), 

Washington, D,C. 
Pub E^ale— 75 * 
Contract— 300-79-01 53 ^ 
Note— 28p. ; Not available in paper copy due to light print. For 

related documents, see CE 027 766 and CE 027 8 r4-8 1 5 
Pub Type — Guides/Methods/Techniques — Classroom 

Use— Instructional Materials (051) 
EPRS Price- MFOl Pins Postage. PC Not ATallable from EDRS 
Dcscnptors— *Building Trades, *Hand Tools. 'Individualized In 

struction, *Plumbing. *Safcty, 'Vocational Education, Adult 

Education, Disadvantaged, Family Programs, Instructional 

Materials, Learning Activities, Learning Modules. Measurement, 

Postseco^dary Education. S^ety Educatio 
Identifiers'- Mountain Plains Program 

One of the three individualized courses included in a plumbing cur^ 
ricuium. ihis course focuses on general procedures and practices for 
building trades and services. The course is compnsed of three units, 
(i) Safety. (2) Hand Tools, and (3) Measurement. Each unit^begins 
with a Lnit Learning Expenence Guide that gives directions for unit 
Lompletion. The remainder of each unu consists of Learning Activity 
Packages (LAP) that provide specific information for completion of a 
leammg activity. Each LAP is compnsed of the following parts, ob- 
jective, evaluation procedure, resources, procedure, supplemental 
sheets, study guide, and a LAP test with answers. The couvse is 
preceded by a pretest which is designed to direct the student to units 
and performance activities. (LRA). 

ED 197 187 ' CE 027 817 

Hoggatt. P. And Others 

MoDstais Plains Learning Experience Guide: Radio and T.V. Repair. 

Coarse: D^jC. Qrcnits, 
Mountain-Plains Education and Economic Development Program. 

Inc. Glasgow AFB. Mont ' ^ jf 

Spons Agency— Office of Vocational and Adult education (ED), 

Washington. D.C. 
Pub Date— 75 
Conuact— 300-79-0153 

Note— 104p. r Not avaHable in paper copy due to light and broken 
print. For related documents, sec CE 027 766 and CE 027 818-820 
Pub Type — Guides/ Met hods/Techniques — Classroom 

Use— Instructional Materials (05 i) 
EDRS Price— MFOl Phs Po^e. PC Not Aralhible from EDRS 
Descriptors— •Kectric Circuits, *ElecUicrty, *ElecUonic Equipment, 
*l5idividiializcd Instruction, •Television Radio Repairers, 'Voca- 
tional Education, Adult Education, Audio Equipment. Disad- 
vantaged, ^ectrical Systems. Family Programs. ' Instructional 
Materials, Learning Activities, Learning Modules, Postsecondary 
Education, K^io. Television I 
Idenlificn— Direct Current. Mountain Plairu Program 

One of four individualized courses included in a radio and television 
repair curriculum, this course deals with the basic electrical properties 
of current, fvoltage, resistance, magnetism, mutual induction, and 
capacitance. The course is comprised of ten units; (1) Current, (2) 
Voltage, (3) Resistance, (4) Measuring Voltage and Current in Series 



Circuits, (5) Relationships of Current, Volugf, and ResisianLC, (6) 
Parallel Circuits, (7) Series Parallel Circuiis, (8} Magnetism and Lift. 
Uomagnettcs. (9) Mutual Inducuon and RL Circuits, and (10) 
Capadiiance. Each unit begins with a Lmi Learning Expenence Guide 
that gives directions for unit tompletion. The remainder of oath unu 
consists of Learning Activity Packages (LAP) that provide specific in 
formation for completion of a learning activity. Each LAP is com 
prised of the following parts, objective, ev^uation procedure, 
* resources, procedure, supplemental sheets, study guide, and a LAP 
test with answers. The course is preceded by a pretest which is design 
ed to direct the student to units and performance activities. (LRA). . 

B;D197191 ■ ' CE 027 821 

LeJand, L. And Others 

Mimotals Plains Learning Experience Golde: CarrictilDm Area: Healra 

Edtication, Family Core Curricolum. 
Mountain-Plains Education and Economic Development Program, 

Inc. Glasgow AFB, Mont 
Spohs Agency— Office of Vocational and Adult Education (ED). 

Washington. D.C. 
Pub Date— 75 

Conuact— 300-79-0153 ♦ 

Note— 140p. ; Some pages will not reproduce well due to light print, - 

i^or related documents, sec CE 027 766 
Pub Type — Guides/Methods/Tech niqucs — Classroom 

Use— Instructional Materi^h (051) 
EDRS Price-MF01/PC06 Plus Postage 

Descnptors— *Adult Basic Education, *Family Health, *Family Life 
Education, *Health Education. *Hygiene. * Individualized In 
struction. Disadvantaged, Disease Control. Family Programs, 
Health Programs* Instructional Matcnals. Learning Activities, 
Learning Modules 
Wentifiers—Mountaia Plains Program 

This health education curriculum presents mfOrmation and basic 
health maintenance concepts and practices. The cumculum is com 
pnsed of two courses consisting of six umis of instruction. (I) Health 
Informauon, (2) First Aid, (3) Major Health Problems, (4) Home 
Care of the 111, (5) Family Life Educauon, and (6) Dental Hygiene. 
Each umt begins with a Unit Learning Expenence Guide that gives 
dire^ons for una completion. The remainder of each umi consists of 
Learning Activity Packages (LAP) that provide specific information 
for completion of a leanung activity. Each LAP is compnsed of the 
following parts, objective, evaluation procedure, resources, pra 
cedure, supplemental sheets, study guide, and a LAP test with 
answers. (LRA). 
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Careers (A Course of Study). Unit I: Sdf 
Inventory. 

.ED 195 643 
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Project: Strategies for Sex Fairness. The 
A c a de m ic Teacher— Encouragins Nod- 
Traditiooal Options. / 

ED 189 346 
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Mountain Plains Learning Experience 
Guide: Automotive Repair. Course: 
Automotive Shop Safety. 

ED 197 140 

Safety.. A Guide for Industrial Cooperative 
Training Programs, Learning Activity 
Package. LAP 6. 

ED 193 525 
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Guidelines for Keeping the Com^ 
Account Book. Student Manual. I ) 
EDW508 

Gi^delines for Keeping the Comdl Farm 
Account Book. Teacher Manual. 

ED 182 509 

AlMbdstrathePotky 

Military Curricula for Vocational & 
Technical Education. *^ocial ^Problems of 
Police Administration, 14-2. 

ED 183 833 

AteklstnitoTEiics^ 

Halfway House Management: A Cur^ 
riculum Planning Resotirce Otilde. 

ED ^86 768 

Washington ^tate Nursing Home Ad- 
minlitrator^odd Curriculum. Final 

Rcport.^^""'^ 

ED 183 913 



AdmiBhtrator RespoBsibOity 
The Development and Testing of a 
Statewide Multilevel Cuiriculmn Manage- 
ment System Ux 'Georgia Vocational 
Education Programs. Curriculum Manage- 
ment Handbook for Vocational Ad> 
ministrators in Comprehensive High 
Schools, Post-Secondary Area Vocational- 
Technical Schoob and Community College 
Vocational Programs. ' 

V, ED 182486 

E^er Education Curricultmi Guide. Ad> 
ministrative Guide for Driver- and Traffic 
Safety Education. 

ED 190866 

AtoiiistfatorRele 

Driver Education Curriculum Guide. Ad- 
ministrative Guide for Driver and Traffic 
Safety Education. 

ED 190866 

Atalalstrators 
The Development and Testing of a 
Statewide MultHevd Curriculum Manage- 
ment System for Georgia Vocational 
Education Programs.. Curriculum Manage- 
ment Handbook for Vocational Ad- 
ministrators in Comprehensive High 
Sdiools, Post-Secondary Area Vocational- 
Technical Schools and Community College 
Vocational Progmms. 

ED 182486 
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Student Assessment System. Admissions 
' Guide. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 128 

AMt Basic Ete:atkHi 

Good Ideas for Teaching Daily Adult Liv- 
hig. 

ED 189 399 



Mountain Plains Learning Experience 
Guidp: Curriculum Area: Health Educa- 
doji« Family Core Curriculum. 

ED 197 191 

AdihEdacatkn 

Competency>Based Adult Educa* 
ti6n/EngUsh as a Second Langtiage 
Modules: Health. - » 

ED 193 432 

A Competency-Based Course in Job- 
Seeking and Job-Survival Skills. 

ED 193 519 

A La Buena: Living Better. Bilingual Adult 
Proficiency Level Materials for Everyday 
Living. 

. ED 195736 

Adah Farmer Edacatioa 

Development of an Individualized and 
Grou];^ Instructionah Program Based on 
Fhiandal Management for Adult/Young 
Fanners in Vocational Agriculture Pro- 
grains in Missouri. Final Rq>ort. 

ED 192036 

AMtft 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers with Limited English- 
Speaking Ability Who Return to Formal 
Education. Final Report, Volume I., 
n ED 185 292 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers. Final Report* Volume 
II— Curriculum Guide and Career Educa- 
tion Manuals Part 11. 

ED 185 294 

Pesign, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers with Limited English- 
Speaking Ability Who Return to Formal 
Education. Final Report,' Volume 
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II— Curriculum^ Guide and Career Educa- 
tion Manual, Parti. 

ED 185 293 

AdTtAced PUcemest 
Student Assessment System. Admissions 
Guide. Georgia Vocational Education Pro- 
gram Articulation. 

, ED 197 128 

Aging iBdhidoals 
Integrating Aging into the Home 
Economics Curriculum. 

ED 190771 

Agriksiness 
Applied Agricultural Science and 
Mechanics 1 and 2. A Cumculum Guide 

, for Agricultural Grades 9 and 10. 

ED 186701 

Curriculum Guide for 'ESL/' Agriculture 
Secretaries'. A Vocational Approach for 
Teaching 'English-as-a-Second Lailguage*; • 

ED 195 741 

Grain Handling and Storage. 

ED 195 762 
Introduction to Agribusiness. Unit A-6. 

^ ED 190814 

Markeung and DistnbuUve Education Cur- 
^riculum Guide: Hardware-Building 
Materials, Farm and Garden. 

e1:)186 726 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Career Op- 
portunities in Agribusiness. Basic Skill in 
Agribusiness. A Curriculum Guide. 10th 
Grade. 

ED 190829 

Agrkshoral EdtKaUoQ 
Agricultural Marketing. Instructor's 
Guide. Volume 12, Number 9. Agdex 810, 
Catalog Number AG-81-L 

ED 187 952 

Agriculture Education. Agricultural Metal 
Working. 

ED18125B 

Agriculture Education. Agriculture Struc* 
rurcs. 

ED 181 257 

* 

Agriculture Education. Elements of Farm 
and Building Layout. 

ED 181 259 
Agriculture Education. Farm Machinery. 

ED 181 256 
Agriculttire Education. Horticulture. 

ED 181 255 

Agriculture Education. Soybeans and Rice. 

^D 181 251 

Agriculture Supplies & Services. Volume 1 
of 3. ""^ 

ED 195 765 

Agriculture Supplies & Services. Volume 2 
of 3. 

EI>I95 766 

Agriculture SuppUes & Services. Volume 3 
of 3.-. ' 

ED 195 767 

Air Conditioning. FOS: Fundamentals of 
Service. 

ED 185 m 



Applied Agricultural Science and 
Mechanics 1 and 2. A Curriculum Guide 
for Agricultural Grades 9 and 10. 

ED 186 701 

Bearings and Seals. FOS: Fundamentals of 
Service. 

ED 185 425 
Beef Cattle: Sdection and Evaluation. 

ED 195 694 

" Belts and Chains. FOS: Fundamentals of* 
Service, 

ED 185 426 

Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agrictilture Curriculum Materials Project. 

ED 195 811 

Competency- Based Horticulture. 
Floricultiue. 

ED 189 388 

Competency Based Horticulture. Garden- 
ing/Groundskeeping. 

ED 189 387 

Core Curriculum in Agriculture. Phase I 
Report. 

ED 189 383 

Com Production. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project 
ED 195 814 

Dairy Herd Health. 

ED 182510 

Dairy Housing and Equipment. A Unit for 
Teachers of Vocational Agriculture. Pro- 
duction Agriculture Ciuriculum Materials 
Project. 

ED 195 812 

^ Development of an Individualized and 
Group Instructional Program Baied on 
Fmancial Management for AdultA^oung 
Farmers in Vocational Agrictilture Pro- 
grams in Missouri. Final Repon. 

ED 192036 

Electrical Systems. FOS: Ftmdamentals of 
Service. 

ED 185 2S4 

Engines. FOS: Fundamentals of Service. 

ED 185 285 

Equine Management and Production. 
*^ Vocational Agriculture Education. 

ED 194774 

Farm Business Management. Instructional 
Material. Year 1. 

ED 182 417 

Farm Business Manager. A Catalog of 
Tasks, Performance Objectives, Per- 
formance Guides, Toob, and Equipment. 
Revised for Use in South CaroUna. 

ED 194797 

Fasteners. FOS: Fundamentals of Service. 
I ED 185 286 

Feeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project, 

ED 195 813 
Fertilizer and Lime: Why They Are Used . 

K ED 18^511 

Fiber Glass/Plastics. FOS: Fundamentals - 
of Service. - 

ED 185 427 

Field Tating of the Greenhouse Production 
Section of a Horticulture Laboratory 
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Floriculture. 
Packages^ 

ED iSli 

Fuels, Lubricants, and Coolants. HOS: 
Fundamentals of Service. 

ED 185 333 

Gardening and Groundskeeping. A Series 
of Learning Activity Packages. Volume II: 
Learning Activity Packages 43-84. 

ED 181268 

Grain H^dling and Storage. 

, ED 195 762 

Guidelines for Keeping the Cornell Farm 
Account Book. Student Manual. 

ED 182 508 

Guiddines for Keeping the Cornell Farm 
Account Book. Teacher Manual. 

ED 182509 

Hydraulics. FOS: Fundamentals of Ser- 
vice. 

ED 185 287 

Identification of Parts Failures. FOS: Fun- 
damentals of Service. 

ED 1^5 332 
Introduction to Agribusiness. Unit A-6. 

ED 190814 

Introduction to Vocational 
Agriculture/ Agribusiness. Unit A-1 . 

ED 190813 

Kansas Vocational Agriculture Education. 
Basic Core Cumculum Project^ Hor- 
tictilturelll. 

ED 185 370 

Kansas Vocational Agriculture Education. 
Basic Core GtfiS^um Project, Hor- 
ticulture II. 

ED 185 369 

Kans^ Vocational Agriculture Education. 
Basic Core Curriculum Project^ Hor- 
ticultiue I. 

ED 185 368 

Kansas Vocational Agriculture Education. 
Basic Core Curriculum^. 

' ED 192051 

Kansas Vocational Agriculture Educaton. 
Basic Core Cturiculum IV. 

ED 192052 
Leadership Development. Unit A-2. 

ED 190812 

Livesto^ Judging. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Currictilum Materials Project. 

ED 195 816 

Mowing and Spraying Equipment. FOS: 
Fundamentals of Service. 

ED 185 428 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Production 
Agriculture. Natural Resources. A Cur- 
riculum Guide. 1 1 th Grade. 

' ^ ED 190827 

Nebraska Vocational Agribusiness Cur- 
riculum, for City Schools. Career Op- 
portunities in Agribusiness. Basic Skill in 
AsHbuiiness. A Curriculum Guide. 10th 
Grade. 

ED 190829 

Nebraska Vocational Agribusiness Cur- 
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riculum for City Schoob. Horticulture. 
Agricultural Mechanics.. A Curriculum 
Guide, lltb Grade. 

/ ED 190830 

Nebraska Vocational Agribusiness Cur- 
riculum Guide for City Schools. 
Agricultural Processing. Companion 
Animals. A Ciariculum Guide, lltb 
Grade. ^ 

ED 190828 

Planning Guide for Kansas Farm Business 
ysis Programs. 

. ED 185 371 

Power Trains. FOS: Fundamentals of Ser- 
vice.- ' 

ED 185 288 

Promoting Sex Equity in the Classroom. 
Module 6» Agriculture. Revised, 1980. 

ED 190 820 

Shop Tools. FOS: Fundamentals of Ser- 
vice. 

ED 185 429 

Small Animal Care. 

ED 181 300 

Swine Confmcment Management: A Cur- 
riculum Planning and Resource Guide. 

, ED 186 764 
Swine: Selection and Evaluauon. 

ED 195 695 

Tires and Tracks. FOS: Fundamentals of 
Service. 

ED 185 289 

Tobacco Production. A Unit for Teachers 
of Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 815 

Tractor Mechanics. Maihtaining and Ser- 
vicing the Power Train, Learning Activity 
Packages 49-53; Maintaining and Servicing 
the Gutch, Learning Activity Packages 54- 
59; Maintaining and Servicing the 
Transmission and Differential, Learning 
Activity Packages 60-68; Maintaining and 
Servicing the Final Drive, Learning Activity 
Packages 

ED 181 267 

Tractor Mechanics. Maintaining and Ser- 
vicing the Cooling System, Learning Activi- 
ty Packages 34-40; Maintaining and Servic- 
ing Hydraulic Systems. Learning Activity 
Packages 4 1-48. 

ED 181 266 

Tractor Mechanics. Maintaining and Ser- 
vicing the Engine, Learning Activity 
Packages' 78-89; Lubricating the Traoor, 
Learning Activity Packages 90-94; Painting , 
the Tractor, Learning Activity Packages 95- 
96. 

ED 181 265 

Vocational Instructional Materials fofr 
Agriculture and Agribusiness Education 
Available from Federal Agencies. 

ED 190909 

Wdding. FOS: Fundamentals of Service. 

f ED 185 430 

Agricritiral Esgiieeriis ^ 

Agriculture Education. Agricultural Metal 
Working. 

ED 181 258 

Agriculture Education Agriculture Struc- 
tures. 
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Agriculture Education. Elements of Flirm 
and Building Layout. " 

ED 181 259 
Agriculture ^ucation. Farm Machinery. 

ED 181 256 

Agrictilture Supplies & Services. Volume 3 
of 3. 

ED 195 767 

Applied Agricultural Science and 
Mechanics 1 and 2. A Curriculum Guide 
for Agricultural Grades 9 and 10. 

ED 186 701 

Fastenen. FOS: Fundamentals of Service. 

ED 185 286 

Identification of Parts Failures. FOS: Fun- 
damentals of Service. 

ED 185 332 

Kansas Vocational Agriculture Education. 
Basic Core Curriculum I. 

ED 192 051 

Kansas Vocational Agriculture Educaton. 
Basic Core Curriculum IV. 

ED 192 052 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Horticulture. 
Agriciiltural Mechanics. A Curriculum 
Guide. 11th Grade. 

ED 190 830 

Tractor Mecbamcs. Mamtammg and Ser- 
vicing the Engine, Learning Activity 
Packages 7^-89; Lubricating the Tractor. 
Learning Activity Packages 90-94; Pamtmg 
the Tractor, Learning Activity Packages 95- 
96. 

ED 181 265 

Tractor^Mecbanics. Maintaining and Ser- 
vicing the Cooling System, Learning Activi- 
ty Packages 34-40; Maintaining and Servic- 
ing Hydraulic Systems, Learmng Activity 
Packages 4 1-4^ 

ED 181 266 

Tractor Mechanics. Maintaining and Ser- 
vicing the Power Train, ^Learning Activity 
Packages 49-53; Kilaintaining and Servicing 
the Qutch. Learning Activity Packages 54- 
59; Maintaining and Servicing the 
Transmission and Differential, Learning 
Activity Packages 60-63; Maintaining and 
Servicing the Final Drive, Learmng Activity 
Packages 

ED 181 26^ 
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Design, Development, and Evaluation of 
Career Education Materials fo/i\dult 
Farmworkers with Limited. English- 
Speaking Ability Who Retun/to Formal 
Education. Final Report, Volume 
II— Curriculum Guide and Career Educa- 
tion Manual, Parti. 

ED 185 293 

Design* Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers. Final Report, Volume 
II— Curri^um Guide and Career Educa- 
tion Manual, Part 11. 

ED 185 294 

Daign, Development, and Evaluation of 
Cirecr Education Materia^ for Adult 
Farmworkers with Lirofted English- 
Speaking Ability Who Return to Formal 
Edtication. Final Rq>ort, Volume I. 
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' Agriculture Education. Farm Machinery. 
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Dairy Housing aiKl Equipment. A Unit for 
Teachers of Vocational Agriculture. Pro- 
duction Agriculture Curriculum Materials 
Project. ^ 

ED 195 812 

Fasteners. FOS: Fundamentals of Service. 
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I Hydraulics. FOS: Fundamentals of Ser- 
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raentification of Parts Failures. FOS: Fun- 
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Fundamentals of Service. 
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Learning Activity Packages 90-94; Painting 
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Introduction to Agribusiness. Unit A^.' 

ED 190814. 

Introductfon to Vocatio'nal 
Agriculture/ Agribusiness- Unit A- 1 . 
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LeadershipDevelopment. Unit A-2. ' 

ED 190 812 
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Agriculture Education. Soybeans and Rice. 

' 'ED 181 251 

Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture, production 
Agriculture Curriculum Materials Project. 

ED 195 811 

Com Production. A Unit foFTeachers of 
Vocational Agriculture. Production 
* Agriculture Curriculum Materials Project. 
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' Project. 
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Feeding Livestock. A Unit for Teachers of 
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Agriculture Curriculum Materials Project, 
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Livestock Judging. A Unjt for Teachers of 
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Agriculture Currictilum Materials Project. 
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ED 195 765 
Aipriculnire Supplies & Services. Volume 2 
of 3. 

ED 195 766 

Agriculture Supplies & Service^. Volume 3 
of 3. 

ED 195767 

AgFOtomy 

Agrteulturc Education. Soybeans and Rice. 

ED 181 251 

Kansas Vocational' Agriculture Education. 
Bask Core Curriculum I. 

ED 192051 

Kansu Vocational Agriculture Educaton. 
.Basic Core Curriculum IV'^ 'a 

ED mo$2 
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Air Conditioning and Refrigeration Book 
IIL 

ED 195 791 

Air Conditioning. FOS: Fundamentals of 
Service. 

\ ED 185 283' 
Military Curricula for Vocationi & 
Teamical Education. Refrigeration & Air 
Conditioning Specialist, Blocks MI. 

' ED 183 830 

Military Curricula Jot Vocational & 
Technical Education." Refrigeratio^ & Air 
Conditioning Specialist, Blocks III-V, 11-7. 

ED 183 831 

Military Curricula for Vocational & , 
Technical Education. Refrigeration iad Air 
Conditioning Specialist, Blocks VI-DC. 

ED 183 832 

Mountain Plains Learning Experience 
Guide: Heating, Refrigeration, & Air Con- 
ditioning. 

ED 197 161 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
riculum Guides for the Training of Energy *• 
Extension Agents. A Working Paper, Sec- 
tion II : Technical Training . 

ED 187 865 
REACH. Air Conditioning Units. 

ED 190840 

Air CoD^ltiofiing Equipmest 
Air Conditioning. FOS: Fundamentals of 
Service. 

ED 185 283 

Instructional Guide for Air Conditioning 
and Refrigeration. V & TECC Curriciilum 
Guide. 

ED 182 546 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Conditionmg Specialist, Blocks III-V, 1 1-7. 

ED 183 831 

Military Ourricula for Vocational & 
Technical Education. Refrigeration and Air 
Conditioning Specialist, Blocks VI-IX. 

ED 183 832 

Military Curricula for Vocational & . 
J, Technical E^bation. Refrigeration & Air 
Conditioning Specialist, Blocks MI. 

/ , ED 183 830 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic, Blocks VI & VII, 8-12. 

ED 183964 

AlcoMkm , 
Military Curricula- for Vocational & 
Technical Education* Drug and Alcohol 
Abuse Classroom Course 17«10. 

ED 187 934 

Algebra 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur*, 
riculum Guide for the Training of Energy 
Extension Agents. A Worlfing Pi^, Se&i' 
tlon 1 : General Background. 

ED 187 864 
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Competencies for Articulauon: Health Oc- 
cupations. 1 
ED 194753 

Student Assessdient System. Domain 
Referenced TesU. Allied Health Occupa- 
tions/Practical Nursing. Volume 1: Skills. 

ED 197 130 * 
^Student Assessment System. Domain 
Referenced TesU. Allied Health Occupa- 
tions/Practical Nursing. Volume II: 
Theory. ^ ^ * 

ED 197 131 

Student Assessment System. Student Per- 
formance Record. Task Detailing. Allied 
Health Occupations/Practical Nursing. 
Georgia Vocational Education Program 
Articulation. 

ED 197 129 

Vocational Instructional' Materials for 
Allied Health Education Available from 
Federal Agencies. ^ 

ED 190912 

Anied Health Occupations Evocation ^ 
Allied Health Dictionary 1 . Project HIRE. 

ED 183 84a 
Allied Health Dictionary 2. Project HIRE. 

ED 183 841 ^ 
Allied Health Dictionary 3 . Pro jcct H 1 RE . 

ED 183 842 

.Allied Health Teacher's Manual. Projict 
HIRE. ^ 

ED 183 839 

^ Biomedical Equipment Technology: A Cur- 
riculum Planning Resource Guide. 

ED 186769 

jTht CAP Approach to Modifying Voca- 
' tional Programs ^ot Handicapped 
Students. Vol. 3: Health Occupations. 

EQ 181 218 

The Circulatory System. Instructional 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. 

ED 186 696 

The Digestivf System (and) Instructor's 
vuide. Instructional Materials in Anatomy 
and Physiology for Penniylvania Health 
Occupations Programs.' 
' ^ ED 186 695 

Industrial Hy^ene Technology: A Cur- 
riculum Planning Resource Guide. 

ED 186767 

Medkal Assisting Reading Strategics. 1980 
Vocational Reading Scries. 

ED 1^018 

Military Curriculk for Vocational & 
technical Education, ainical Specialist, 
i(V17. 

ED 183 898 

Military Curricula for Vocational & 
Technical Education. Dental Specialist, 10- 
1. 

I ED 183 960 

Military Curricula for Vocational & 
Technical Education, Physical Therapy 
SpecialUt, 10^. 

ED 183 897 

A' Model Curriculum and Teaching Quidc - 
for the Instruction of the Homemaker- 
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Ht>me Health Aide.- 

JDI95 632 

The Musculoskeleta] System. Instructional 
Materials in Anatomy and Physiology for 
Pennsylvania Health OccupaiionJ Pro- 
grams. 

ED 186 694 

A Plan for the Updating aiid Implementa- 
tion of* Performance-Based Vocational 
Education Material. Final Report. 

ED 182 550 

Pediatric Assisting: A Curriculum Plann> 
Ing and Resource Guide. 

EDm 765 

Promoting, Sex Equity in the Classroom. 
Mcklule 7, Distributive Education. Revi^ 
' ed, 1980. 

ED 190 821 

Promoting Sex Equity in the Classroom. * 
Module 8r2 Health Occupations Education. 
Revised, 1980. - 

ED 190 822 

The Respiratory System. Instructional 
Materials In Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. » 

ED186 693 

Allied Health Persouid 
Adult Education Career Path Training 
Resources. A Method, a Process, and a 
Few Examples: How to Motiva(c aM 
ENcvelop Minority Workers Startirig Work 
in Entry Level Jobs via Adult Eduqktion. 

^ - -J 193 447 
Allied Health Teacher's Manual. Project 
HIRE. 

ED 183 839 

Curriculum Guideline for Environmental 
Health. Covers Period of Performance 
from June 22 J 978, to April 22, 1979. 

' ' ED 183 957 

Anatomy 

The Circulatory System. Instructional 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. 

ED^86 696 

The Digestive ' System (and) Instructor's 
Guide. Instructional Materials in Anatomy 
and Physiology for Pennsylvania Health 
Occupations Programs. 

ED 186 695 

The Musculoskeletal System. Instructional 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. , 

ED186 694 

The Respiratory System. Instructionil 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. 

ED 186 693 

AAdUury School Smkei 
Provide Administrative Services. Profe^ 
sional Preparation Module: Resource Per- 
son, 

ED 192063 

Seafood Manual for School Food Service 
Posoimel. 

, / * ED 191 992 
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Animal Caretakers 

Nebraskaf Vocational Agribusiness Cur- 
riculum Guide for City Schools. 
Agricultural Processing. Companion 
Animals. A Curriculum Guide, llih 
Grade. 

' ED 190 8; 

Small Animal Care. 

ED 181 300 

AaimalFft^itSes 

Dairy HoSsing and Equipment. A Unit for 
Teachen of Vocational Agriculture. , Pro- 
duction Agriculture Curriculum Materials 
Project. 

ED 195 812 

Swine Confinement Management:' A Ciu** 
riculum Planning and Resource Guide. , 

ED 186 764 

Aoisul Hisbaadry 
Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture. ' Production 
Agriculture Curriculum Matcriak Project, 
ED 195 811 

Equine Management and Production. 
Vocational Agriculture Education. 

ED 194 774 

Feeding Livcstock.^^^t for Teachers of 
Vocational AgrMKre. Production 
Agriculture Curricul^Blatcrials Project. 

ED 195 813 

Kansas Vocational A^culture Education. 
Basic Core Curriculum I. ' 

ED 192051 

Military Curricula for Vocational & 
Technical Education. Veterinary 
Specialist, Blocks III-VI. 

ED 183 819 
* 

Military Curricula for Vocational & 
Technical Education. Veterinary 
Specialist, Blocks VII-XI, 1-4. 

ED 183 820 

Small Animal Care. 

ED 181 300 

AfiM>tate4 BibUogra^Ues' 

Revision and Updating of Listings of Voca- 
tional/Instructional Materials Available 
from Federal Agencies. Final Report. 

ED 194 724 

a* 

AppIiaaccR^aliiBs 

Mountain Plains Learning Experience 
Guide: Appliance Repair. Course: Heater- 
Type Appliances. 

ED 197 138 

Mountain Plains Learning Experience 
Guide: Appliance Repair. Course: Motor- 
Operated Appliances. 

ED 197 139 

REACH. Major Appliance. 

ED 190 839 

Trade and Indu^2rial Education Course of 
Study for AppUance Repair. 

ED 192143 

ArithttetSe' ^ 

Careers (A Cbursc of Study). Unit IX: 
Change Making. ^ 
ED 195651 

Careers (A Course of Study). Unit VIII: 



Budgetiiig— What to Do With Your 
Paycheck. 

ED 195 650 

Three Modules for Electronics' 
Mathematics. (Remedial/Developmental). 

ED 197 120 

Art 

Promoting Sex Equity in the Classroom. 
Module 3, Strategies— Art. Revised, 1980. 

EDl908i7 

Aitkolatioa EdocatibQ 
Career Ladder Articulation in Marketing 
and 'Distributive Education, Secondary 
Level to Post-Secondary Level. 

ED 194 812 

Competencies for Articulation: Procedures 
Manual. 

Ep 194 749 

Local Implementation of Performance- 
Based Curriculum. Final Report. 

ED 189 295 

Student Assessment System. Admissions 
Guide. Georgia Vocational Educalion Pro- 
gram Articulation. 

ED 197 128 

Student Assessment System. Competency 
\ Verification Guide. Georgia Vocational 
Education Program Articulation. 

ED 197 127 

Associate Degrees 
A Project to Design, t>cvelop, Implement, 
Test, Evaluate' and Disseminate an 
Associate Degree CurriculunT to Train 
Solar Engineering Technicians. 

ED 181 3^13 

Washington State Nursing Home Ad- 
ministrator Model C urriculum . Fiiud 
Report. 

ED 183 913 

Attendants 

Adult Education Career Path Training 
Resources. A Method, a Process, and a 
Few Examples: How to Motivate and 
Develop Minority Workers Starting Work 
in Entry Level Jobs via Adult Educauon. 

ED 193 447 

Attitode Change 
Project: Strategies for Sex Fairness. My 
Role As a Change Agent. 

ED 189 339 

Asto Mechanics 
Brake Fundamentals. Automotive Ar- 
ticulation Project. 

ED 18^428 

Competencies for Articulau'on: Auto 
Mechanics.' Tests. 

ED 194 700 

Instructional Guide for Vocational Power 
Mechanics. V&TECC Curriculum Guide. 

ED 182 536 

Military Curricula for Vocational & 
Technical Education. Gcnh^ Purpose 
Vehicle Mechanic. Blocks I and Ih 8-9. 

ED 183 961 

Military Curricula for Vocational & 
Technical Education. General Purpose 
/Vehicle Mechanic, Block III, 8-10. 
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' ED 183 962 

Military Cunicula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks VI & VUL 8.12. 

£0^83 964 

Military .Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic^ Blocks'IV-V, 8-1 1 . 

ED 183 963 

Mountab ' Plains Learning Experience 
Guide: Automotive Repair. Course: 
Automotive Shop Safety. 

' ED 197 140 

Performance Eased Curriculum Develop- 
ment for Disadvantaged and Handicapped 
StudcnU. Final Report (and) Modules. 
> , ED 187 870 

Student Assessment System. Domain 
Referenced Tests. Transporta- 
tjon/Automotive Mechanics. Volume II: 
\ ^Theory. ^ Georgia Vocational Education 
J*rogram Articulation. ' ^ 

ED 197136 

Student Assessment System. Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume I; 
Skills. Georgia Voca^onal Education Pro- 
gram'Artifrulation. 

' ED 197 135 

Student Assessment System. Student Per- 
(wnance Record. < Task J^etailing. 
Transportation/ Auto motive Mccfianics. 
G^gia Vocational Education Program 
Articulation. ^ 

ED 197 134 

ABtohBtrocdosa] Al^ 
Allied Health Dictionary 1. Project HIRE. 

ED 183 840 
Allied Health Dictionary 2. Project HIRE. 

ED 183 841 

Allied Health Dictionary 3. Project HIRE. 

ED 183 842 

. Allied Health Teacher's Manual. Project 
HIRE. 

ED 183 839 ' 
Arc Weldmg Dictionary 1 . Project HIRE. 

» ED 183 844 
Arc Welding Dictionary 2. Project HIRE. 

ED 183 845 
, Arc Weldmg Dictionary 3, Project HIRE. 

ED 183 846 

Arc Welding Teacher's Manual. Project 
HIRE. . * , ' 

ED 183 843 

Culinary ArU Dictionary 1 . Project filRE. 

ED 183 848 

Culinary ArU Dictionary 2. Project HIRE. 

ED 183 849 

Culinary Aru Dictionary 3. Project HIRE. 

ED 183 850 

<i^Culinary ArU Teachers Manual. Project 
HIRE. 

4 ^ ED^ 83^47 

Graphic Aru Dictionary 1 . Project HIRE. 

ED 183 852 
Graphic Aru Dictionary 2. Project HIRE, 

ED 183 853^ 

Graphic Aru Teacher's Manual. Project 
HIRE. 

/-ED 183 851 



Graphics Aru Dictionary 3. Project HIRE. 

ED 183 948 

Safety Concepu for Pre^tudcnt Teachers 
in Industrial ArU. A Research Paper. 

ED 195 718 
Upholstery Dictionary 1. Project HIRE. 

ED 183 855 
Upholstery Dictionary 2. Project HIRE. 

^ ED 183 856 
Upholstery Dictionary 3. Project HIRE. 

ED 183 857 

Upholstery Teacher's Manual. Project 
HIRE. 

ED 183 854 

AriatloirMechaBjcs 

Military Curricula for Vocational' & 
Technical Education. Metals Processmg 
Specialist, Blocks V and VI, Classroom 
Course 13-7. 

ED 191 988 

AviatioB Tedmology 
Military Curriculum Materials for Voca- 
tional and Technical Education. Avionics 
Instrument Systems Specialist. POl 
C3ABR32531 000. Classroom Course 2-7: 
ED 193 540 

B^TioralOb|<5ctiTC5 
Business Machme Repairer. - A Catalog of 
Tasks, Performance Objectives, Per- 
formance Guides, Tbols, and Equipment.-- ' 
feD 194798 

Home Economics Education: Clothing and 
Textiles Modules. Samples for Lcveb III, 
IV, and V. 

ED 189 376 

BOi^nlEdtication 

Bilingual Vocational Educational Cur- 
riculum Development. 

ED*192039 

Design, Development, and EvaluatioiueT^ 
Career Education Materials foKAdult 
, Farmworkers with Limited English- 
Speaking Ability Who Return to Formal 
Education. Final Report, Volupe 
11— Currioulum Guide and Career Educa- 
tion Manual, Part I. r 

ED 185 293 

Desi^, Development, and EvaWation of 
Career Education Materials for Adult 
Farmworkers with Limited ; English- 
' Speaking Ability Who Return to Format 
Education. Final Report, Volume I. 

£0^185 292 

A La Buena: Living Better. Bilingual Aduh 
Proficiency Level Materials for Ev^day 
Lhlng. 

ED 195 736 

% 

BOh^Stotots 
Vocational Curriculum, Resources for BU- 
ingual Studenu. ^A Guide to Print and 
Non-Print Instructional Materials. 

ED 182 494- 

BiomedkalE^ttipmeat r 

Biomedical Equipment Tcchnclogy :*A Cur- 
riculum PUtoning Resource Guide. 

ED 186 769 



Blood ClrcsUtioB 

The Circulatory System. Instructional 
Materiab in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. , *' 

ED 186696 

Blaeprii^ 

Mountain P lains Learning Experience 
Guide: Drafting. Course: Blueprint 
Reading. ^ 

ED 197 156 

Boat Operators ^ 

Training Fishermen at Sea. 

- ED 189 277// 

Curriculum Guide for 'ESL/ Agriculture 
Secretaries'. A Vocational Approach for 
Teaching 'English-as-a-Second Language*. • 
ED 195741 

Biidgetifig 

Careers (A Course of Study). Unit VI 
Budgeting— What to Do With YAur 
Paycheck. * 

ED 19^ 650 

BidMkgDeslgB 

Agriculture Education. Elemenu of F&rm 
and Building Layout. 

ED 181 259 

BidMbtg Trades 

Agriculture Education. Agriculture Struc- 
tures. 

ED 181 257 

Industrial Orientation. 

ED 190766 

Military Curricula for Vocational & 
Technical Education. Construction Electri- 
cian/Power and Communications Cable 
Splicing, 5-3. 

ED 183 825 

Military Curricula for Vocational & 
' Technical Education.* Light Frame Con- 
struction I. 

ED 183 821 

Military Curricula for Vocational & 
Technical Education. Light Frame Con- 
struction II. 

ED 183 822 
Millwright Instructional Materials. 

ED 194 696// 

,Mountahi Plains Learning* Experience 
Gtiide: Drafting. C;oiursc: Blueprint 
Reading. 

ED 197 156' 

Mountain Plains Learning Experience 
Guld^: Plumbing. Course: General Pro^ 
ccdures and Practices for Building Trades 
and Services. 

* ' ED 197 li6 

Mountam Plains Learning Experience 
Guide: Plumbing. Course: Drainage and 
Vent Systems. 

ED 197 184 

Mountain Plains Learning Experience 
Guide: Plumbing. Course: Supply Pijiing 
Systetns. 

ED 197 185 
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'BusiBess / 
Dtvciopmcnt of a Marketing Services Cur- 
t> riculum Guide. Final'Report. September 1. 
1979-Jtmc 30, 1980. j 

£0 1891382 

Mountain Plains Learning Experience 
Guide: Marketing., poursc: Marketing 
Mathematics. ^ / 

ED 19^ 166 

Bitsiness Administratioii fj 
Business Education into the Eighties. . 

> ED1|86-616- 

Bosiiicss Conuntmkatlon / 

Arizona 'Bilingual and Office Edvication. 
Book III— Bilingual Business Practice. 

v " ED 190 791 



J Arizona Bilingual Business an4 Office 
•Education. 6<x)k II—Bilingu^ Business 
Practice. \ 



ED 190790 
Arkansas* Office Procedures Curriculum 
Guide. 

ED 190 772 

Bosioess Edocation 
Arizona Bilingual and Office Education. 
Book III— Bilingual Business Practice. 

ED 190 791 

Arizona Bilingual Business and Office 
Education. Book. 1— Bilingual Business 
Grammar. 

ED 190789 

Arizona Bilingual Business and Office 
Education. Book IV—Bilingual Business 
Careers. 

ED 190 792 

Arizona Bilingual Business and Office 
Education. Book II— Bilingual Business 
practice. 

ED190J90 

Business and Office Education Curriculum 
Framework. 

'eD 189424 

Business Education Data Dissemination 
System: Catalog 3. , ^ ^ 

/ V ED f86 72^ 
Business Education into the Eighties. 

ED 186616 

Common Core Competencies in Business 
Education: Strategies Manual. 

ED 186 729 

A Competency-Based Guide for Organizing 
and i^l^inislering Cooperative Office 
^pdtjcation. . 

> ED 185 340 

DaU Processing Reading Strategies. 1980 
i Vocational Reading Series. 

ED 192024 

Farm Business Manager. A Catalog of 
Tasks^ Performance Objectives, Per- 
formance Guides, Tools, and Equipment, 
'^cvisted for Use in South Carolina. 

/ ED 194 797 

Legal Secretarial Supplement to the 
California Business Education Program 
iTide. 

« ^ ED 195 830 - 

atlng Your Own Business: Instructor 
Guide. Curriculum: Distributive Educa- 
tion. 



ED 195 806 

Teaching Shorthand. Delta Pi Epsilon 
Rapid Reader No. 4. 

ED 187 940 

Vocational Instructional Material? for 
Business and OfHce Education Available 
from Federal Agencies. 

ED 190 916 

BosiBess English 

Arkansas* Office Procedures Curriculum 
Guide. 

ED 190 77*2 

BosifiessSkfUs 

Mountain Plains Learning Experience 
Guide: Licensed Day Care. * 

ED 197 162 

Cabioetmaking 

Milit^ Curricula for Vocational &^ 
Technical Education. Carpentry Sfiecialist, 

. ^ ED 183 823 

» \t . 

CardloTascolar System 
The ^Circulatory System. Instrucdonal 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams. 

ED 186696 

Career Awareness 
Career Education Product File.. 

ED 181 287 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers, Final Report, Volume 
II— Curriculum GuiSe'and Career Educa- 
tion Manual, Part II. 

ED 185 294 
Project Open Door. Final Report, 

ED 181 2^5 
Working in the Worid of Children^' 

ED 181299 

Career Cluage 
Carreers (A Course of Study), Unit VII: 
Now that You've Got the Job— How Do . 
YlouKeep It. 

ED 191649 

Career Choke 

Agriculture Supplies & Services, Volume 2 
of3, ' 

. ED 195 766 
Project: Suategies for Sex Fairness, Is My » 
Guidance Test Limiting Me in Considering 
Future Roles, 

" EM89 337 ' 

Career £docatio& 

Applied Agricultural Science and ^ 
Mechanics 1 and 2. A Curriculum Guide 
for Agricultural Grades 9 and 10, 

ED 186701 

Career ^ucation Product File, 

'"yeDl8l 287 / 
Careers (A Course-etSiudy). Unit I: Self 
Inventory. 

ED 195 643 

Careers (A Course of Study). \Jfdi II: How 
to Start Looking for That Job, 




ED 195 644 

Careers (A Course of Study). Unit III: Do 
It Right. 

ED 195 645 

Careers (A Course of Study). Unit IV: Ap- 
plying for the Job. 
^ ED 195646 

Careers (A Course of Study), Unit IX: 
Change Making. 

ED 195 651 

Careers (A Course of Stufiy). Unit V: 
Forms, Forms, Forms. 

ED 195 647 

Careers (A Course of Study)', Unit VI: In- 
terviewing for the Job. 

ED 195 648 

Careers (A Course of Study). Unit VII: 
Now that You've Got the Jo b^Ho 
You Keep It. 

^^95 649 

'^Careers (A Course of Study), Unit VIII: 
•Btidgetmg— What to Do With Your 
Paycheck, 

ED 195 650 

Competency-Based Curriculum .for 
Marketing and Distributive Education 1. 

ED 193 430 

Design, Development, and Evaluation of 
Carter Educauon Materials for Adult 
Farmworkers with Limited English- 
Speaking Ability Who Return to Formal 
Education. Final Report, Volunx I. 

ED 185 292 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers. Final Report, Vplumd 
II— Curriculum Guide and Career Educa- 
tion Manual, Part II. 

ED 185 294 

* besign. Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers with Limited English- 
^ Speaking Ability Wh(\ Returti to Formal 
, Education. Final Report, Volume 
II— Curriculum Guide and Career Educa- 
tion Manual, Part I, . < ' 
ED 185 293 

. Energy: ECCMC Spjdal Bibliography in 
^ Vocational &Caree;;^ucation. . 

ED 185 329 
Introduction ta Agribusiness. Unit A-6, 

ED 190814 

Intr*odifction to Voijational 
Agriculture/ Agribusiness. Unit A-1. 

, ED 190 813 
Leadership Development. Unit A-2. 

ED 190 812 

Mining driers and Safety Curriculum 
Guide, 

ED 18J794 

Women and Work— New Options. A Guide 
to Nonprint Media, 

' ED 189451 

Career ExploratloQ 
Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Career Op- 
portunities in Agribusiness. Basic Skill in 
Agribusiness. A Curriculum Guide, 10th 
Grade. 

JD 190 829 
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VocatTonal rfomc Econorpics Education. 
Home Economics II. Basic Core. Revised 
Edition. 

ED 194701 

« 

Career Giddittce 

Project: Strategies for Sex Fairness. 
Counselor— Encouraging Non-Traditional * 
Optiom.' 

ED 189348 

Project: Strategies for Sex Fairness. Math 
and^Science for Alir 

ED 189 352 

Project: Stfttcgies for Sex FMmess. Re- 
Entcring the ^/ofk Force— New Options. 

ED 18^353 

Career Ladden 

Career Ladder Artioilation in Marketing 
and Distributive Education, Secondary 
Level to Post-Secondary Level. ^ 

ED 194^12 

Final Report to Automotive and Petroleum 
Curriculum Research— Phase I. 

. ED 189384 > 

Career Opportmiities 
Project Open Door. Final Report. 

- \ ED 181 225 

Career Plandng 
The JHigh School Student as Worker/Con- 
sumer: A Workbook. 

ED 195 634 • 
Materials and Processes Technology. <^ 

ED 192 117 

Si^ecial Needs in Business. Learn the 
, Basics. 

• ED 189 454 

Card^n..^ 

Nebra^ Vocational Agribusiness Cui'- 
riculum ^or City Schools. Career Op- 
portunities in Agribusiness. Basic Skill in 
Agribusiness. A^urrictilum Guide. 10th 
Grade. 

^ ED 190 829 

Carpenters 

Carpentry Reading Strategies. Vocational 
Reading Series. ^ 

ED 192025 

Military Curricula for Vocational & 
Techmcal Education. Carpentry Specialist, 
3-15. 

ED 183 823 

Mountain Plains Learning Experience 
Guide: Carpentry. Course: Rough-In. * 

ED 197 152 

Mountain Plains Learning Experience 
Guide: Carpentry. Course: Finish. r 

ED 197 153 

Carpetios ^ 

Study Guide for Carpet Laying (and In- 
structor's Key). A Resource Gmd^for In- 
dustrial Coopcra>ivc Training Progi;am^ 
V&TECC Curriculum Guide. 

ED 182 547 

Cartograpliy 

Military Curricula for Vocational & 
Technical Education. Map Compilation 



and Math Review, 3*29. 



ED 183 894 



Ceramics 
Materials and Processes Technology. 

ED 192 117 

Certification ^ 
* Competency-Based Common-Core- Cur* 
ricul^ for Fire Science Education. 

ED 189 420 

Mountain Plains Learning Experience 
Guide: Licensed Day Care. 

ED 197 162 

Change Agente 
Assist Vocational Personnel Move toward 
Full Adoption of Performance Based Voca- 
tional Education (PBVE). 

, ^ ED 192 159 . 

Project: Strategies for Sex Fairness." My 
Role As a Change Agent. 

ED^89 339 

Project: Strategies for Sex Fairness. My 
School's Role As a Change Agent. 

ED 189 340 

Change Strategies 

Assist Vocational Personnel Move toward 
Full Adoption of Performance Based Voca- 
tional Education (PBVE). 

ED 192 159 

Charts 

Military Curricula for VocatioQal & 
Technical Education. Offset Printing, 5-5. ^ 
^ ED 183 827 

ChfldCare 
Working in the World of Children. 

ED \S\ 299 

Child Care OccopatioQs 

Prc-Employmcfft Laboratory Education. 
Child Care Guidebook. « 

EDI 83 785 
Working in the Worid of Children, 

ED181Ct99 

Child DeTdopmeot 
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ED 197 179 

ChBd DeYdopment Centers 
Training Giudc forToodscrvicc Pcrsfonncl 
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X^arecrs <A Course of StUOl^Unit III: Do 
* It Right. 
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, Ep 195 780 

Buymg and Ptlctofc Itistructor Material. 
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sbn. 

. . - . ED 192063 

Register Learners for CBTE Programs. 
Professional Preparation Module: 
Resource Person. 

ED 192064 

School and Community Resources for 
Disadvantaged Learners. 
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ED 181 313 

Course Descriptloos ^ 
Business and Office Education Curriculum 
Framework. 

ED 189424 

Business Education ititd the Eighties. 

ED 186616 

Career Ladder Articulation in Marketing 
and Distributive Education. Secondary 
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Military Curricula for Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A-IOOOOIO. Modules 
23-25. Multivibrators, Waveshaping Cir- 
cuits, Special Devices. Progress Check. 

ED 190901 

MOitary Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-JOO-OOIO. 
Module 24. Wave Shaping Circuits. Study 
Booklet. 

ED 190899 

Military Curricula for Vocational & 
TechnicaLEducation. Basic Electncity and 
Electronfcs. CANTRAC A-100-0010. 
Module 25 : Special Devices. Study 
Booklet. - 

ED 190^ 

Military Curricula for Vocational & 
Technical Education. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A- lOOOO 10. Modulp 
Eight: Induction. Study Booklet. 

ED 190885 

Military* Curricula for Vocational & 
Techmcal Educauon. Basic Electncity and 
Electronics. CANTRAC A-lOO-OOlO. 
Module 32: Intermediate Osalfators; 
Module 33: Special Devices; Module 34: 
Lmear Integrated Circuits. Students 
Guide. 

ED 190905 

Military Curricula for Vocational & 
Technical Education. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A- lOOOOlO. Module 
One: Electrical Current. Study Booklet. 

ED 190878^ 

Military Curricula for Vocational & 
Techtu^ Education. Curriculum Outline 
for Basic ERctricity and Electronics. CAN- 
TRAC A-IOO^IO. 

ED 190875 

Military Curricula' for Vocational & ^ 
Technical Education. BasitTtlectricity and 
Electronics Individualized Learning 
System. CANTRAC A- lOOOOlO. Module 
Eleven: Capacitance. Study Booklet. 

ED 190888 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-IOO-OOIO. 
Module 20: Solid State Power Supplies; 
20T: Electron Tube Power Supplies. Study 
Booklet. 

ED 190 894 

Mountain Plains Learning Experience 
Guide: Electrical Theory. Course. Basic 
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Electricity. 

' • • ED 197 157 

Moimtain Plains Learning 'Experience 
Guide: Radio and T,V. Repair, Come:' 
D.C. Circuits. 

197 187 

Project EFFECT. -Energy for the Future: 
Educau'on, Conservatfon, Training. Cur- 
riculum Guides, for the Training of Energy 
Extdision Agents. A Working Paper, Sec- 
tion II: Techni<ial Training. 

EEV187 865 

REACH. Teacher's Guide Volume II. 
Check Points. 

^ ED 190 843 
REACH. Teacher's Guide, Volume I. Post- 
Secondary Program Management. 

ED 190 841 

REACH. J'eacher's Guide, Volume III. 
Task Analysis. 

ED190844 

REACH. Teacher's Guide, Volume 1. 
Secondary Program Management. 

ED 190 842 

EkctTomeddutkaj^TediBology 
Electrical Mechanical Maintenance. In- 
structor's Guide. 

. ED 190809 

MOitary Curriculum Matmals for Voca- 
tional and Technical Hciucation. Avionics 
Instrument Systems Specialist. POI 
C3ABR32331 000. Classroom Course 2-7. 

ED 193 540 

Military Curriculum Materials for Voca- 
tional and Technical Education. Telephone 
Switching Equipment - Repairman * 5-6. 
(Electromechaniad) CDC3625 1 . 

ED 194 781 
REACH. A\r Conditioning Units. 

" ED 190840 
REACH. Electricity Units. Secondary. 

ED 190837 

REACH. Electricity Units, Post- 
Secondary. . ^ 
^ ED 190836 
REACH. Heating Units. 

Ep 190835 

REACH. Major Appliance. 

» ED 190839 
REACH. Refrigcrau'on Units. 

ED 190834 

REACH. Residential Electrical Wiring 
Uniu. , 

ED 190838 

REACH. Teacher's' Guide Volume II. 
Check Pointy. 

ED 190 843 

REACH. Tcacjfe's Guide, Volume I. Post- 
Secondary -Program Management. 

ED 190841 

REACH. Teacher's Guide. Volume III. 
Tasjc Analysis. 

ED 190 844 

REACH. Teacher's Guide, Volume 1. 
Secondary ^gram Management. 

• . ED 190 842 

EkctrotkE^dpBCBt 

Military Curricula for Vocational & 
Technical Education. Basic Elec^ty and 
Electronics.' CANTRAC A-lOO-0010. 



Module 25: Special Devices*. Study 
Bookleu . 

ED 190900 

Military Curricula f or Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A- 100^10. Modules 
15-19: Basic Troubleshooting Skills. Study 
and Process Check Booklet. 

. V ED 190893 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-100-0010. 
Module 33: Special Devices. Study 
Booklet. 

ED 190907 

Military Curriculum Materials for Voca- 
tional and .Technical Education. 
Miniature/Microminiature Electronics 
Repair. CNTT W-10a^34B. Classroom 
CoursrJ7-15. 

- ~ ^ KX193 539 

Mountain Plains Learning Experiencr 
^ 'Guide: Radio and T.V. Repair. Course: 
D.C. Circuits. 

ED 197 187 

Qectrooks 
Basic Electronics I. 

ED 195 793^ 

Competencies for Articulation: Electronics. 

^ ED 194751 

Competencies for Articulation: Electronics. 
Tests. 

ED 194 752 

Electrical Experiments. VT-214-11. Part 
One. Grade 11. Revised. 
' ED 189437 

Electrical Experiments. VT-214-12-3. Part 
III. Basic Electronics. 

ED 189 440 

Industrial 'Education. Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
structional Modules, Levd III. 

ED 182439 

Industrial Education. ^Electricity/Elec- 
tronics Curriculum Guide, Phase IL In* 
^ structional Modules, Level I (9 Week). 

ED1«2436 

Industrial Education. Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
^ structional Modules, Levd II. 

ED 182438 

Industrial Education. , Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
structional Modules, Level I (18 Week). * 
ED 182437 

Military Curricula for Vocational &' 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100^10. Module 
Ten: Transformers. Study Booklet. 

, ED 190887 

Military Cuiricula for Vocational & 
Technical Education. Basic Electricity and , 
Electronics Incjlividualized Learning 
System. CANTRAC AMOO-0010. Module 
Zero: Orientation. Study Booklet. 

ED 190 876 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronicr Individualized Learning 
System. CANTRAC AMOO-OOIO. Progress 



Check Module. Progress Check Booklet. , 
ED 190877 

Military Curricula (or Voottional $c 
Technical Education. Basic Electronics 
School.' CANTRAC A-IOO^IO. Modules 
23-25: Multivibrators, Waveshapmg Cir- 
cuits, Special Devices. Progress Check. 

ED 190901 

Militar)|r Curricula fot Vocational & 
Ttohnical Education. Basic Electricity and 
Efectronics Individualized Learning 
System. CANTRAC A-IOO^IO. Module 
Four: Measuring Current and Voltage in 
S^es Circuits. Study Booklet. 

ED 190 881 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-100-0010. 
Module 32:. Intermediate Oscillators; 
Module 33: Special Devices; Module 34: 
Line a r Integrated Circuits. Students 
Guide. 

ED 190 905 

Military Curricula for Vocational & 
Technical Education. Curriculum Outline 
for Basic • Electricity and Electronics 
• Modules I5-25T CANTRAC A-IOO^IO. 
Revised Ed^ifinr 

ED 190892 

Milit^ Curricula for Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A-IOO^IO. ModuTes 
20-22: Power Supplies, Amplifiers, 
Oscillators. Progress Checks. 

ED^90 897 

Military Curricula for Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A-100^10. Modules 
15*19: Basic Troubleshooting Skills. Study 
and Progress Check Booklet. 

ED 190 893 

Military Curricula for Vocational & 
Technical Education. Basic Electricity ai\d 
Electronics Individualized Learning' 
System. CANTRAC A-100^10. Module 
Thirteen. Series AC RLC Circuits and 
Resonance. Study Booklet. 

ED 190 890 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-IOO^IO. Module 
Twelve: Scries AC Resistive-Reactive Cir- 
cuits. Study BooVlet. 

\ ED 190 889 

Military Curricula fhr Vocational & 
Technical Education, ^^c Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100^10. Module 
Eight: Induction. Study Booklet. 

ED 190 885 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-IOO^IO. Module 
Nine: Relationships of Current, Counter 
EMF, and Voltage in LR Circuits. Study 
Booklet. 

ED 190 886 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Elccuonics. . CANTRAC A-100-0010. 
Module 33: Special Devices. Study 
Booklet. 
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tional & 

Tttrhnical Education. Basic Electricity and 
Electronics, CANTRAC A-100-OQlO, 
Module 22: Oscillators. Study Booklet. 

ED 190896 

Military Curricula for "Vocational & 
Technical Education. Baair Electricity and 
Ele'ctronicr Individualized Learning 
System. CANTKAC A-1(XM)010. Module 
ElevenuCapacitance. Study Booklet. 

ED 190 888 

Military Curricula' for Vocational & 
Technical Education* Basic Electricity and 
Electronics. CAN^TRAC A-100^10. 
Module 31: RF» IF, and Video Amplifiers. 
Study booklet. 

ED 190904 

Military* .Curricula for Vocational & 
Technical Education. Basic Electricity and 
"ElectroTilcs: CATTTRAC A-IOOWTO.'^ 
Module 21: Basic Transistor Theory; 
Module 21T: Multi-Element Vacuum 
Tubes. Study Booklet. 

- ED 190895 
Milit2Gry Curricula for Vocational & 
Techmcal Education. Basic Electricity and 
Electronics Individualized * Learning 
System. CANTRAC A-10(WX)K>. Module 
Six: Parallel Circuiu. Stucty Booklet. 

ED 190883 

Military Curricula for Vocatipnal & 
Technical Education. Basic Electricity and 
Electronics individualized Learning 
System. CANTRAC A'10(WX)ia Module 
Three: Resliiancc. Study Booklet. 

ED 1908^ 

Military ••Curricula for Vocational ^ 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A40(W)010. Module 
Twor Voltage. Study Booklet. 

ED 190879* 

Military Curricula for Vocadonal & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-I(XM)010. 
Module 20: Solid State Power Supplies; 
20T: Elccuon Ttibe Power Supplies. Study 
Booklet. 

ED 190894 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-IOO-OOIO. 
Module 30: Intermediate Power Supplies. 
Study Booklet. - 

ED 190903 

Military Curricula for Vocational & 
Technic^ Education. Basic Electricity and 
Electronics. CANTRAC A-lOO-OOlO, 
Module 24: Wave Shaping Circuits. Study 
Booklet. 

•ED 190 899 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A- 1004X) 10. Module 
One;yEI«*ricalCurrcnt.'Study Booklet, CTv 
ED19087d 



Military Curricula for Vocational & 
Technical Education. Based Electricity and 
Elcctronlcis. CANTRAC A-lOO*0010. 
Module 32: Intermediate Oscillators. Study 
Booklet. 



ED 190906 Guide, 1979. 
Military Qirricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-100^10. 
Module 25: Special Devices. Study 
Booklet. 

ED 190900 

Military Curricula for Vocatipnal & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100^10. Module 
Seven: Combination Circuits and Voltage 
Dividers. Study Booklet.- 

ED 190884 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100^10. Module 
Fourteen: Parallel AC Resistive-Reactive 
Circuiu. Study Booklet. 

> ED19089^^ 

Military jCurricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100^10. Module 
Fwt: Relationships of Current, Voluge; 
and Resistance. Study Booklet. 

ED 190882 

Military Curricula for Vocational & 
Technical Education. Basic Electricity ai^l 
ElecUonics. CANTRAC A-IOO-OOIO. 
Module 34: Linear Integrated Circuits. 
Study BooTclet 

ED 190 908 

Military Currictila for Vocational ^ 
Technical Education. Curriculum Outline 
for BasjcElectricity and Electronics. CAN- 
TRAC A-IOO^IO. 

- ED 190875 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-IOO-OOIO. 
jModule 23: Multivibrators. Study Booklet 

ED 190898 

Military Curricula for Vocational & 
Technical Education! Basic Electricity ai^ 
ElecUonics. <:aNTRAC A-lOO-0010. 
Module 30: Intermediate Power Supplks; 
Module 31: RF^ IF, and Video Amplifiers. 
Studenu Guide. 

* • ED 190902 

Military Curriculum Materials for Vo(ja- 
' tional and Technical Education^ 
Mii^iature/Microminiature Electronics 
Repair. CNTT W-10O-0034B. Classroom 
Course 7-15. 

ED 193 539 

Three Modules for Electronics 
MatheAiatics. (Remedial/Developmental). 

ED 197 120 

EUctroftk^lBtetry 

Basic Electronics I. 

ED 195 793 

. Elmatary Scbod SdoKt 

' An Activities Handbook for Child Care: 
Science. , 

^D 192020 

Eaer^icy S^«i4 Persottd 

Refresher Training Program for tiie Basic 
Emergency Medical Technician. Course 



ED 183 916 

EmotioBil DistnrHoces 
Developing Job Skills for Special Needs 
Students. A Curriculum Guide. 

ED 194776 

Youth EmpJoymaliL. Training Program 
Development Manu^or the Special Needs 
Student. ^ 

. . ED 194775 

Youth Employment— Training Career Ad- 
visement with thcpisabled. 

ED 194 777 

Employer Employee ReUtionsfaip 
Qarecrs (A Course of Study). Unit VII: 
Now that You've Got tiie Job— How Oo 
You Keep It. 

ED 195 649 

Don*t Get' Fired. 13 Ways to Hold Your 
Job. 

ED 183 908 

Employer-Employee Relations. A*Guide 
for Industrial Cooperative Training Pro- 
grams. Leamfaig Activity Paclcage. LAPS. 

ED 193 524 

Employmest 

Don't Get Fired. 13 Ways to Hold Your 
Job. 

ED 183 908 
Get Hired. 13 Ways to Get a Job. 

ED 183 907 

Employmott Interriews 
Careers (A Course of Study). Unit VI: In- 
terviewing for the Job. 

ED 195 648 

A Competency-Based Course in Job- 
Seeking and Job-Survival Skills. 

ED 193 519 

Job Application and Job Interview. A 
Guide Tor Cooperative Industrial Pro- 
grams. Learning Activity Package. LAP 4. 

ED 193 523 

Em^oymeat Opportanities 
Get Hired. 13 Ways to Get a Job. 

- ED 183 907 

EmploymeBt Potoitial 
Employer-Employee Relations. ^ Guide 
for Industrial Cooperative Training Pro- 
grams. Leanting Activity Pacjcage. LAPS. 

ED 193 524 

Good Ideas for Teaching Daily Adult Liv- 
ED 189 399 

Special Ni^ in Business. Learn Uie 
^ Basics. 

ED 189 454 

Eaploymart QaallficttioBS 
Arizona Bilingual Business and Office 
Education. Book IV— Bilingual Business 
Careers. 

ED 190792 




ERLC 



9 



146 



Subject iQdex 



EquipmeDt MainteDance 139 



( 



Power and Energy Systems Technology 
Prograp. Research Scries No. 43, 

ED 189311 

Project EFFECT. Energy for the Future: 
Education. Conservation, Training. Cur- 
riculum Guide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion III: Energy Audit Preparation. / 

ED 187 866 

Eoer«y Coasemtioa 
The Design and Dcvelopmentybf a Cur- 
riculum in Energy ConscrvaUOn to Train 
Secondary and Post-Secondary Vocational 
Students. 

ED 181 315 

Energy Conservation in the Home. Per- 
formance Based Lesson Plans. 

ED 192073 

Energy Conservation Strategies for Tomor- , 
row's Workers: A Review of Instructional 
Materials. 

ED 197 123 

Energy: ECCMC Special Bibliography in 
Vocational & Career Education. 

ED 185 329 

Project EFFECT. Energy tor the Future: 
Education, Conservation, Training. Cur- 
riculum Guide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion 1 : General Background. 

ED 187 864 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
riculum Guides for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
lion II: Technical Training. 

ED 187 865 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
riculum Guide for the Training of "Energy 
Extension Agents. A Working Paper. Sec- 
lion III: Energy Audit Preparation. 

ED 187 866 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
riculum Guide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion IV: Community Education. 

ED 187 867 

Project EFFECT. Energy for the Future: 
Education, Conservauon, Training. Cur- 
riculum Guide for <he Training of Energy 
Extension Agents. A Working Paper, 
Volume ii: Supplemental Materials. 

ED 187 868 

EagiMerisg Drawing 

Military Curricula for Vocational & 
Technical Education. DraftmgI,6-3. 

ED 183 896 

•Agriculture Education. Farm Machinery. 

ED 181256 
Engines. FOS: Fundamentals of Service. 

ED 185 285 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic, Blocks IV-V, 8-11. 

ED 183 963 

Military Curricula for Vocational & 
Technical Education. General Purpose 



Vehicle Mechanic, Block III, 8-10. 

ED 183 962 

Student Assessment System. Student Per- 
formanbe Record. Task Detailing. 
Transportation/Automotive Mechanics. 
Georgia Vocational Education Program 
Articulation. 

ED 197 134 

Esgihfa Second Language 
Competency- Based Adult Educa- 
tion/English as a Second Language 
Modules: Health. 

ED 193432 

Curriculum Guide for 'ESL/ Agriculture 
Secretaries'. A Vocational Approach for 
Teaching 1English-as-a-Second Language'. 

ED 195 741 

EnroUmeat Infloeoces 
The MOVERS Game (Maximum Support 
for Vocational Enrollment by Removing 
Stereotypes). 

K ED 183 736 

EaTtroamestal Techaidam 

. Curriculum Guideline for Environmental 
Health. Covers Period of Performantc 
from June 22, 1978, to April 22, 1979. ^ 
ED 183 957 



Equal Edscatiofl 
Equal Is Better: A Voc Ed Guide to Sex 
Fairness Resources and the Law. Voca- 
tional Education Development Series No. 
8. 

ED 186716 

Promoting Sex Equity in the Classroom. 
Module 1, An Introduction. Revised, 1980. 

ED 190815 

Military -Curricula for Vocational & 
Technical Education. Petroleum Equip- 
ment and Technical Operations,^QM0142, 
19-5. 

ED 195 785 

Solar Jol^Rclated Traming. 

ED 189 367// 

E^proeat Malntenaace 
Belts and Chains. FOS: Fundamentals of 
Service. 

^D 185 426 

Business Machine Repairer. A Catalog of 
Tasks, Performance Objectives, Per- 
formance Guides, Tools, and Equipment. 

ED 194 798 

Equipment Operator 1 & C. 

ED 182505 

Fiber Glass/Plastics. FOS: Fundamentals 
of Service. 

ED 185 427 
Hydraulics. /« 

^, ED 195 792 

IdeniKication of Parts Failu(|ii. FOS: Fun- 
damentals of Service. 

ED 185 332 

Military Curricula for Vocational & 
Technical Education. Sewing Machine 
Maintenance* 18-3. 

ED 183 837 

Military Curricula for Vocational k 



Technical Education. Telephone Equip- 
ment Installer* Repairman, 5-4. 

ED 183 826 

Military Curricula for Vocational & 
^ Technical Education. Light Frame Con- 
struction II. 

ED 183^22 

Military Curricula for Vocational & 
Technical Education. Diver Second Class, 
15-3. 

ED 183 834 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Conditioning Specialist, Blocks I-II. 

y ED 183 830 
Military Curricula for Vocational & 
Technical Education. Refrigeration & Air. 
Conditioning^pecialist, Blocks Ill-V, 1 1-7. 

50483-8^ 

Military Curricula for Vocational & 
^ Technical Education. Refrigeration and Air 
Conditioning Specialist, Blocks VMX. 

ED 183 832 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic^locks vr& VII, 8-12. 

ED 183 964 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks 1 and 11. 8-9. 

ED 183 961 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic, Blocks IV-V, 8-11. 

ED 183 963 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
> Electronics Individualized Learning 
System. CANTRAC A-100-0010.' Module 
Six: Pa^dlel Circuits. Study Booklet. 

• ' ED 190883 

Military Curricula for Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A-100^10. Modules 
15-19: Basic Troubleshooting Skills. Studv 
and Progress Check Booklet. 

ED 190 893 

Military Curriculum Materials for Voca- 
tional and Technical Education. 
Miniature/Microminiature Electronics 
Repair. CNTT W-100-0034B. Classroom 
Course 7-1 5. 

ED 193 539 

Military Curriculum 'Materials for Voca- 
tional and Technical Education. Avionics 
Instnmient Systems Specialist. POI 
C3ABR32531 000. Classroom Course 2-7. 

ED 193 540 

Military Curriculum Materials for Voca- 
ti6nal and Technical Education. Telephone 
Switching Equipment Repairman 5-6. 
(Elecuomechanical) CDC36251 . 

ED 194 781 

Mowing and Spraying Equipment. FOS: 
Fundamentals of Service. 

ED 185 428 

Opticalman 3 & 2, Naval Education and 
Training Comnuuid Rate Training Manual v 
and Nonresident Career Course. Revised, 
1979. 

ED 185^45 

Residential Plumbing. 
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Solar Job Related Training. 



ED 187 891 



ED 189 367// 



E^vi^iiteitUtilizttiot 

Gardening and Oroundakccping. A Scries 
of Learning Activity Packages. Volume II: 
Learning Activity Packages 43*84. / 

ED 181 268 

Instruct Others to Set-Up and Operate a 
Video System: Professional Preparation 
Module: Resource Person. 

ED 192061 

Military Curricula for Vocational & 
Technical Education. Light ^rame Con- 
stniction II. 

ED 183 822 

Military Curricula for Vocational & 
Technical Education. Diver Second Class, 
15-3. 

ED 183 834 

MiKtary Curricula for Vocational & 
Technical Education. Basic Baker, 9-4. 

ED 183 959 
Millwright Instructional Materials. 

ED 194 696// 

ETaioatioB 
Beef Cattle: Selection and Evaluation. 

ED 195 694 

Livestock Judging. A Unit for^T^chers of 
Vocational Agriculture. Prw^uction 
Agriculture Curriculum Materials Projan. 

ED19j816 

Monitor tiie Progress of a Resident 
Resource Person. Professional Preparation 
Module: Resource Person. 

ED 192.062 
Swine: Selection and Evaluation. 

ED 195 695 

. Disa4vantagedL5arfneT Analysis Profile. 

ED 186690 

ExteisioD Ageitfs 

Project EFFECT. Energy for tiie Future: 
Educati^vCottservation> Training. Cur-' 
riculum mpic for tiie Trahiing of Energy 
Extension Agents. A Working Paper, Sec- 
tion III: Energy Audit Preparation. 

ED 187 866 

Project EFFECT. Energy for Uie Future: 
Education* Conservation, Training. Cur- 
riculum Guides for the Training of Energy 
Extension Agents. A Working Paper, Sec* * 
tion II: Technical Training. 

# ED 187 865 
Project EFFECT. Energy for tiie Future: 
Education, Conservation, Trahing. Cur* 
ricuhm) Oulde for tiie Training of Energy 
Extension Agenu. A Working Paper, Sec- 
tion 1 : General Background. 

ED 187864 

Project EFFECT. 'Energy for tiie Future: 
Education, Conservation, Training. Cur- 
riculum^uide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion IV: Community Education. 

• . ED 187867 

Project EFFECT. Energy f<^ tiie Future: 
Education, Conservation, Trahiing. Cur* 
• rieulum dyldd for the Trainhig of Energy 



Extension Agents, A Working^ P/4>er, 
Volume ii: Supplemental Materials. 

ED 187 868 

Facility lareBtory 

Military Curricula for Vocational & 
Technical Education. Materid Facilities 
Specialist, 19-1. 

ED 183 838 

FacOityRe^iirtsteffts 
Arrange for the Improvement of Voca- 
tional Facilities for Individualized Instruc- 
tion. 

ED 192 155 

Refresher Training Program for>the Basic 
Emergency Medical Technician. Course 
Guide, 1979. 

ED 183 916 

Fa€i^3&i)eTelopQKst 

Conduct a Hdping Conference. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192055 

^ Family Heahh 

Mountain Plains Learning Experience 
Guide: Curriciilum Area: Health Educa- 
tion, Family Core Curriculum. 

/ ED 197 191 

FamOylifcEdicatloa ^ \ 

Home Economics: An Annotated 
Bibliography. 

ED 192019 

Instructional Materials m Independent Liv- 
ing. 

.ED 186 745 

Mountahi Plains Learnmg Experience 
Guide: Consumer Education. 

ED 197 154 

Mountahi * Plains Learning Experience 
Guide: Curriculum Area: Health E<tuca- 
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Check Points. 

^ ED 190 843 

REACH. Teacher's Guide. Volume I. Post- 
Secondary Program Management. 

£^0^841 

REACH. Teacher's Guide. Volume III. 
TajJfi' Analysis. 

ED 190844 

REACH. Teacher's Guide, Volume 1. 
Secondary Program Management. 

ED 190 842 

Vocational Preparation Curriculum: 
OVelding. 

ED 195 809 

Indostrial Arts ' 
Industrial Arts Curriculum Gui^e for Draf- 
ting. ^ 

^ Et) 194816 
Industrial Arts Education Competency 
Catalogs for Communication Technology, 
Materials and Processes Technology, 
Power and Transportation Technology. 

ED 185 336 

Industrial Arts Education Competency 
Catalogs for Basic Technical Drawing, 
Engineering Drfiwing. Architectural Draw 
ing. Electricity and Electronics. Energy and 
Power, Graphic Communications. 

ED 185 335 

Industrial Arts Education Competency 
Catalogs for Exploring Technology. 
Modem Indus^, Construction. Manufac- 
turing. 

^ ^ ED 185 337 

Incfustrial Arts Education Competency 
Catalogs for Metals Technology. Woods 
Technology. Genera) Industrial Arts, In> 
dustrial Crafts. 

' ED 185 338 

Industrial Education. Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
structional Modules. Level I (9 Week). 

ED 182 436 
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Industrial Education. Elcctriciiy/Eiec- 
tronics Cujliculum Guide, Phase II. In- 
stnictiotial Modules, Level I (18 Week). 

ED 182*437 

Industrial Education. Electricity/Elec- 
tronics CurriculumaGuide, Phase II. In-* 
structionalModulfcs, Level III. . 

>feD 182439 

Industrial Education. Electricity/Elec- 
tronics Curriculum Guide, Phase U. In- 
structional Modules, Level II. 

BD 182 438 

Let's Teach Safety. A Directory of 
Classroom Resources. 

ED 195 794 
Materials and Processes Technology, 

ED 1*1 17 

Military Curriqula for Vocational & 
Technical Education. Getieral Purpose 
Vehicle Mechanic, Blocks IV-V, 8-11. 

ED 183 963 

Military Curricjola for Vocational & 
Technical Education, General Purpose 
Vehicle Mechanic, Blocks VI & v'll. 8-12. 

ED 183 964 

Military Curricula for Vocational & 
Technical Ejlucatiojk- General Purpose 
Vehicle Mechanic, Kock III, 8-10. 

ED 183 962- 

Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks I and II, 8-9. 

ED 183 961 

PromoUng^Scx Equity in the Classroom. 
Module 1 1. Technical Educaiioii. Rcyjscd, 
1980. 

ED 190825 

Safety ConcepU for Pre-Sludcnt Teachers 
in Industrial Arts. A Research Paper. 

' ED 195 718 
Using Metrics in Industrial Arts. 

ED 195 75"'? 

lodostriai Edocatiofl 

Industrial Education. Electricily/Elpc- 
tronics Curriculum Guide. Phase II. In- 
structional Modules, Level I (18 Week), 

ED 182437 

Industrial Education. Electricity/ Elcc- 
* tronics Curricuhim-Ouide, Phase II. In- 
structional Mwfules, Level I (9 Week). 

f ED 182436 

Industrial Education. Electricity/Elec- 
tronics CurricuJum Guide, Phase II. In- 
structional Modules, Level III. 

ED 182439 

Industrial Education. Electricity/Elec- 
tronics CurricuJum Guide, Phase II. In- 
structional>Modules, Level II. 

ED 182 438 

Machine Shop Projects. Instructor Guide. 
General Information, 

- ED 197 124 
Military Curricula for Vocational & 
Technical Education. Offset Printing, 5-5. 

ED 183 827 



ED 190766 

Informatioa Needs 
Project EFFECT. Energy for the Future: 
Education, Conservation, Training. ^ Cur- 
riculum Guide for the Training of Energy 

^ Extension Agenu, A Working Paper, Sec- 
tio^n IV: Community Education. 

ED 187 867 

IfifonnatioD Sources 
Revision and Updating of Listings of Voca- 
tional Instructional Alaterials Available 
from Federal Agencies. Final Report. 

ED 194724 

ItmoratioQ 

Entreprencurship Education: Learning the 
Skills. 

ED 190863 

Ifiptft OotiHit 
Military CurricuJa for Vocational & 
Technical Education. Computer System 
Operation, 4-3. 

ED 183 824 



Inserrice Teacher EdiHiation 
Assist Learners in Obtaining 
Voccational Instructional 
Issued in Pennsylvania. 
Preparation Module: Resource 

Driver Education Clirricul 
Laboratory Aide InsirucU^ 
Guide. 



the Various 
Certificates 
Professional. 
Person. 
ED 192053 
urn Guide. 
Curriculum 

ED 186.681 



InduJrial H> 
icul/m Plann 



InduJrial Hygiene Technology: A Cur- 
riculum Planning Resource Guide. 

ED 186767 
Industrial Orientation. 



lAstitBtloaa] Administrados 
Halfway House Management: A Cur- 
riculum Planning Resource Quide. 

ED 186 768 

Washington, State Nursing Homd' Ad- 
ministrator Model Curriculum. Final 
Report. 

ED 183 913 

Instnictkmal Improrement ^ 
Techniques for Eliminating Sex Discrimina- 
tion from Vocational Education: An In- 
structor's Guide for Culinary Arts. 

ED 192031 

lostmctioiial Materials 
Adult EducaUon Career Path Training 
Resources. A Method, a Process, and a 
Few Examples: How to Motivate and 

^ -Develop Minority Workers Starting Work 
in Entry Level Jobs via Adult Education. 

ED 193 447 

Bilingual Vocational Educational Cur-^ 
ricuJum Doi^Bpment. 

ED 192039 

^Business Education Data Dissemination 
System: Catalog 3. 

. ED 186 728 
Career Education Product File. 

ED 181 287 

Energy Conservation Strategies for Tomor- 
row's Workers: A Review of Instructional 
Materials. 

ED 197 123 

Instructional Materials in Independent Liv- 
ing. 
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ED 186 745 

Project: Strategies for Sex Fairness. In- 
structional Materials— Usage Despite Bias. 

ED 189 344 

Revision and Updating of Listings of Voca- 
tional Instructional Materials Available 
Jrom Federal Agencies, Final Report. 

ED 194 724 

Vocational Curriculum Resources for Bil- 
ingual Students,* A Guide to Print and 
Non-Print Instructional Materials. 

ED 182 494 

Vocational Curriculum Resources for 
Disadvantaged Students, A Guide to Print 
and Non-Print Instructional Materials. 
Volume I. 

ED 182 495 

Vocational • Curriculum Resources for 
Disadvantaged Sttidents. A Guide to Print 
and Non-Print Instructional Materials. 
Volume II. 

ED 182496 

Vocational Curriculum llfeources for 
Disdvantaged Students. A Guide to Print 
and Non-Print Instructional Materials. 
Volume III. 

ED 182497 

Vocational Curriculum Resources for Han- 
dicapped Students- A Guide to Print and 
Non-Print Instructional Materials. 

* ' ^ Ed 182 498 

Vocational Instructional Materials for 
Agriculture and Agribusiness Education 
Available from Federal Agencies. 

ED 190909 

Vocational Instructional Materials foe. 
Allied Health .Education Available from 
Federal Agencies. » 

ED 190912 

Vocational Instructional Materials for 
Business e^id Office Education Available 
'from Fcd'eral Agencies. 

ED 190916 

Vocational Instruaional Materials for 
Marketing and Distributive Education 
Available from Federal Agencies. 

ED 190910 

Vocational Instructional "Materials for 
Special Needs Groups: Handicapped. 
Disadvantaged. Older America, Youth 
Employment, Displaced 'Homemakcrs; 
Available from Federal Agencies. 

ED 190915 

Vocational Instructional Materials for 
Technical Education Available from 
Federal Agencies. 

' ED 190913 
Vocational InstruclionAI Materials for 
Trade and Industrial Education Available 
from Federal Agencies. 

ED 190914 

Vocational Instn^tional Materials for 
Vocational Home Economics Education 
Available from Federal Agencies. 

ED 190 911 

, lostmctorCoordhiaton 

Manual for North Dakota Vocational Of- 
^ fice Education Coordinators. First Rcvi-, 
sion.' 

ED 197 125 

Integnted Cttrrkdom 
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Common Core Competencies in Business 
' Education: Strategies Manual 

ED 186729 

iBtercst iBTentorks 
Project: Strategics for Sex Fairness. 
Guidance Tests^-Usage Despite Bias. 

^D 189 345 

Project: Strategies for Sex Fairness. Is My 
Guiclance Test Limiting Me in Co^idering 
Future Roles. 

. . - 'ED 189 337 

Uterests 

Careers (A Course of Siudyy. Unit I: Self 
Inventory. 

^ ED 195 643 

Interior Design '\ 
Pre-Employmeni Laboratory Education. 
Home Furnishings/Interior Design 
Guidebook. 

ED 183 784 

Isterpersofla] Competence 
Careers (A CoursI of Study). Unit VU: 
Now that You've uot the Job— How Do 
You Keep It. V . 

V ED 195 649 

Ifitenriews 

Student Assessment System. Competency 
Verification Guide. Georgia Vocational 
Education Program Articulation. 

ED 197 127 

Item Banks 

Adult Roles & Functions. Objective Based 
Evaluation System. 

ED 195 780 

JobAnaly^ 
Business Machine Repairer. A Catalog of 
Tasks, Performance Objectives, Per- 
formance GuideaT, Tools, and Equipment* 
ED 194 798 

Competency- Based Education* Curriculum 
Guide lor Merchandising/Marketing. 

' ED 185 257 

^ Local Implementation' of Performance- 
Based Curriculum. Fmal Report. 

, , ED 189 295 

Occupation^J Ouster Analysis for Disad- 
'JiMtaged Vocational Learners, 

ED 186 691 

Task Analysis Inventories. Series 11. 

^ /ED 197 057 

I Analy: 



Validate an Occupational > 



ysis. 
ED 192 158- 



Job Applicants 

Get Hired. 13 WaystoGeta Job. 

ED 183 907 

My Job Application FDe. Third Edition. 

ED 183 906 

AppUcatlos 

Air Conditioning and Refrigeration Book 

in. : 

ED 195 791 

Careers (A Cours^ of Study). Unit III. Do 
It Right. 

ED 195 645 



Careen (A Course of Study). Unit IV: Ap- 
*^ plying for the Job. 

£D 195 646 

Careers Course of Study). Unit ^\ 
Forms, Forms, Forms. 

^ ED 195 647^ 

A Competency-Based Course in Job- 
Seeking and Job^urvival SkiUs. 

ED 193 519 

Job Application and Job Interview. A 
Guide for Cooperative Industrial Pro-, 
grams. Learning Activity Pacitagc. LAP 4. 

ED 193 523 

My Job Application FOe. Third Edition. ' 
< ED 183906 

Job Develogment 

Preparing for Your Career Promotion: In* 
stryctor. Curriculum: Distributive ^uca- 
tion. 

ED 19S804 

Job Layoff 

Don't Get Fired. 13 Ways to Hold Your 
Job. 

ED 183 908 

Job Performance 
Don*t fJet Fired. 13 Ways to Hold Your 
Job. 

ED 183 908 

Student Assessment System. Domain 
Referenced Tesu. Alliw^ Health Occupa- 
tions/Practical Nursing. Volume 1 : Skills. 

ED 197130 

Student Assessment System, Dotnain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. ^Volume II: 
Theory. , Georgia Vocational Education 
Program Artictilation. 

, ^ ED 197 136 
Student Assessment System. , Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume' U: 
Theory. 

ED 197 131 

Student Assessnient System. Domain 
Referenced Tests. Cosmetolo^. Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulation. 

ED497 133 

Student Assessment System. Domain 
Referenced^ Tests. Transporta- 
tion/ Automotive Mechanics. Volume I: 
Skills. Georgia Vocatidtial Education Pro- 
gram Articulation. 

ED 197 135 

Student Assessment System* Student Per- 
formance Record. * Task Detailing. 
Transportation/Automotive Mechanics. 
Georgia Vocational Education Program 
Articulation. 

ED 197 134 

Student Assessment System. Student Per- 
formance Record. Task ^ Detailing. 
Cosmetology. Georgia Vocational Educa- 
tion Program Articulation.* 

ED 197 132 

Student Assesstnent System. Student Per* 
form^tice Record. Task Detailing. Allied 
Health Occupations/Practical Nursing. 
Georgia Vocational Education Program 



Articulation. 



ED 197 129 



Job Placement ^ 
Get Hired. 1 3 Ways to Get a Job. 

/V ED 183 907 

Project EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
^ic^^um-Gujde for the Training of Energy 
Extension Agenls. A Working Paper, Sec- 
tion IVr Community Education. 

ED 187 867 

Job Search M^ods 
Careers (A Course of Study). Unit II: How 
to Start Lookinfi^or That Job. 
, ED 195 644 

A Competency-Based Course in Job- 
Seeking and Job-Survival Skills. 

* ED 193 519 

JobSknis 

Business and Office Education Curriculum 
Framework. 

ED 189424 

Biisiness Education: Learning' Activities 
Packet for Office Education. 

ED 194809 

Competencies for Articulation: Drafting. 

ED 194 750'' 

-Competencies for Articulation: Electronics. 

\y ED 194751 

/Competencies for^ArticulaUon: Health Oc- 
/ cupations. * 
^ ED 194 753 

Curriculum Guidehne for Environmental' 
Health. , Covers Period of Performance 
from June 22, 1978, to April 22, 1979. 

♦ ED 183 957 

Designing Training Plans for. Distributive 
Education. Final Report. 

£D18$ 388 

Equipment Opwator 1 & C. 

ED 182 505 

Farm Business Manager. A Catalog of 
TaskSt Performance Objectives, Pcr- 
form^ce Guides, Tools, and Equipment. 
Revised for Use in South Carolina. 

ED 194797 

A Plan for the Updating aftd Implemenia- 
. tion oi Performance-Based Vocational 
Education Material. Final Report. 

ED 182 550 

Special Needs in Business. Learn the 
Basics. 

ED 189454 

Stud^trt^Assessment System. Domain 
Relwenced Tests. Cosmetology. Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 133 

Student Assessment System. t>omain 
Referenced Tc^ts. Transporta- 
tion/Automotive Mechanics. .Volume I: 
Skills. Georgia Vocational Education Pro- 



gram Articulation. 



ED 197 135 



Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa 
tions/Practical Nursing. Volume 1: Skills. 

ED 197 130 



ERLC 



IB 4 



i 



Sobject Ind(^ ^ 

Student Assessment System. Domain 
Referenced Tests. Transporta- 
tion/ Automotive Mechanics. Volume II: 
Theory. Georgia Vocational Education 
Pro|ram Articulation. 

ED 197 136 

Student Assessment System. Qiomain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume II: 
TTicory. ^ 

ED 197 131 

Student Assessment System. Student Ter- 
formancc Record. Task Detailing. Allied 
Health Occupations/ Practical Nuning. 
Georgia Vocational Education Program 
Articulation. ^ 



Student Assessment System. Student Per- 
formance*, Record. Task , Detailing. 
Cosmetology. Georgia Vocational Educa- 
• tion Program Articulation. 

ED 197 132 

Student Assessment System. Student Per- 
formance 'Record. Task Detailing. 
. Transportation/ Auto motive Mechanics. 
Georgia .Vocational Education Program 
Artictiiation. 

ED 197 134 

Task Analysis Inventories. Scries II.* ^ 
ED 197057 

Vocational Preparation Curriculum: 
Weldiiig. 

ED 195 809^ 

JobTraittiBg 

Adult Education Career Path Training 
Resources. A Method, a Process, and a 
Few Examples: Row to Motivate and 
Develop Minority Workers Starting Work 
in Entry Level Jobs via Adult Education. 

ED 193 447 

Joontalism 

MiHtary Curricula for Vocationa^& 
Technical Education. Still Photojour- 
nalism Techniques, 16-3. 

ED1£ 



Labor Force 
Project: Strategics for Sex Fairness. 
Changing Lives: Future Trends. 

ED 1,89 338 

Labor Force DerelopiiMit 
A Manpower Development Model for an 
Emerging Technology: A Systans Ap- 
proach to Curricultmi Development for 
Solar Technician Training. " 

ED 181 314 

Laboratory Proctdmrcs 
Military Curricula for Vocational & 
- , TechniOftl Education. Medical Laboratory 
Specialist (Basic) Part II. 10-15. 

ED 183 829 

MUitary Curricula for Vocational & 
^ Technical Education. Medical Laboratory 
Specialist (Basic) Part I. 10-14. 

ED 183 828 

I Laboratory Tednology 

Military Curricula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Part II. 10-15. 



ED 183 829 

Military Curricfula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Part 1. 10-14. 

ED 183 828 

Laboratory Trailing 

Driver Education Curriculum Guide. 

ED 183915 

IjigMtge 

Promoting 'Sex Equity in the Classroom. 
Module 4, Strategies— Language. Revised. 



1980. 



ED 190818 



ED 197 129 Law Eoforcemest 



Military Curricula for Vocational 
Technical Education. Social Problems of 
Police Administration, 14-2. 

ED 183 833 

Military Curricula for Vocatiohal & 
Technical Education. Law Enforcement 
Specialist. 17-11. 

ED 183 902 

Military Curricula for Vocational and 
Technical Education. Traffic Management 
and Ac^dent Investigation. 17*8. 

ED 183 901 



Layoat PutUdUiois 
Military Curricula for Vocational & 
Technical/ Education. Still Photojour- 
nalism Technique^, 16-3. 

ED 183 900 



ues, 16 
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LeadersMp 

Conduct a Small Group Meeting. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192057 
Leadef%hip Development. Unit A-2. 

ED 190812 

Leadership Training' . 

Military Curricula for Vocational ^ & 
Technical Education. Equal Opportunity 
and Treatment Classroom Course 17-9. 

ED 187935 

, Leamiag Acttritks 

An Activities Handbook for Child Care: 
Science. 

ED 192020 

The CAP Approach to Modifying Voca- 
tional Programs for Handicapped 
Students. Vol. 4: Home Economics with 
• an Example in Food Preparation. Student 
Workbook. ' > 

^181219 

Home Economics Education. Housing. ' 
Furaishingsr. and Equipment Modules. 
Samples for Levels III. IV. and V. Fourth 
• in a Series. 

ED 185 415 

Home Economics Education: Clothing and 
Textiles Modules. Samples for Levels ill. 
IV, and V. 

ED 189 376 
Working in the World of Children. 

ED 181 299 

Learalsg Disabilities^ 
Allied Health Dictionary I . Project HIRE. 



"^tfearnlng Modules . 147 

ED183 840' 
Allied Health Dictionary 2. Project HIRE. 

ED 183 841 

Allied Health DicUonary 3. Project HIRE. 

ED 183 842 

Allied Health Teacher's Manual. Project 
HIRE. 

ED 183 839 
Arc Welding Dictionary 1 . Project HIRE. 

ED 183844 
Arc Welding Dictionary 2. Project HIRE. 

ED 183 S45 
Arc Welding Dictionary 3. Project HIRE. 

ED 183 846 

Arc Welding Teacher's Manual. Project 
HIRE. S 

ED 183 843 

Culinary Arts Dictionary 1 . Project HIRE. 

ED 183 848 

Culinary Arts Dictionary 2. Project HIRE. 

ED 183 849 

Culinary Arts Dictionary 3. Project HIRE. 

. ED 183 850 
Culinary Arts Teachers Manual. Project 
HIRE. 

ED 183 847 

Developing Job SIcills for Special Needs 
Students. A Curriculum Guide. 

ED 194776 
Graphic Arts Dictionary 1. Project HIRE. 

ED 183 852 
Graphic Aru Dictionary 2. Project HIRE. 

ED 183 853 

Graphic Arts Teacher's Manual. Project 
HIRE. 

ED 183 851 

Graphics Arts Dictionary 3. Project HIRE. 

ED 183 948 

Special Needs in Business. Learn the 
Basics. 

ED 189 454 
Upholstery Dictionary 1 . Project HIRE. 

ED 185855 
Upholstery Dictionary 2. Project HIRE. 

ED 183 856 
Upholstery Dictionary 3. Project HIRE. 

ED 183 857 

Upholstery Teacher's Manual. Project 
HIRE. 

ED 183 854 

Youth Employment Training Program 
Development Manuai for the Special Needs 
Student. 

ED 194775 

Youth Employment— Training Cai'ecr Ad- 
visement with the Disabled. 

• ED 194 777 

Leandag Morales 

Home Economics Education. Housing, 
FumishingSt and Equipment Modules. 
Samples for Levels III. IV, and V. Fourth 
in a Series. 

ED 185 415 

V, Home Economics Education: Qothmg and 
Textiles Modules. Samples for Levels III. 
IV. and V. 

ED 189 376 

, Industrial Education. Electricity/Elec- 
tronics Curriculum Guide. Phase II. In- 
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Learning Modules 



' structiooal Modules, Levd II. 



ED 182438 



Letnlas Theories 

MlUury Curricula for Vocational & 
Technical EducaUon. Instructor Basic 
_ Course. lZ-6. 

ED 195 786 

J>C{al Assfatasts 

L^al Assistant Program. A Suggested 
Two- Year Post*High School Curriculum. 

ED 182 553 

' Legal Edicatkfi 

Legal Secretarial Supplement to the 
California Business Education Program 
Guide. 

.ED 195 830 

Legal Rcspottdbimy 

Safety Concepts for Pre-Student Teachers 
in Industrial Arts. A Research Paper. 

ED 195718 

LosoB Obserrstkm Crit^ 
Conduct an Observation Session. Profes- 
sional Preparation Module; Resource Per- 
son. 

ED 192056 

Evaluate a Product or Process Type 
^ Teaching Perfor&ance. Professional ' 
Preparation Module:^ Resource Person. 

PD 192059 

LcssoaPlais 

Driver Education Curriculum Guide. 

4 ED 183915 

Small Animal Care. 

ED 181 300 

lirestodt . ^ 
Agricultural Marketing. Instructor's 
Guide. Volume 12, Number 9. Agdex 810, 
Catalog Number AG-8M. 

ED 187 952 

Agriculture Supplies & Services. Volume 2 
of 3. 

ED 195 766 
Beef Cattle: Selection and Evaluation. 

ED 195694 

Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 811 

Dairy Herd Health. 

ED 182510^ 
Feeding Livestock: A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculuii;) Materials Project. 

ED 195 813 

livestock Judging. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 816 
Swine: Selection and Evaluation. 

ED 1^695 

Lrtrkttts 

Fuels, Lubricants, and Coolants. FOS: 
Fundamentals of Service. 

ED 185 333 



MacUBe Repairs » * 
Business Machine Repairer. A Catalog of 
Tasks, Pj?rformancc Objectives, Per- 
formance Guides* Tools, and Equipment. 

EP 194798 

Military Curricula ..for Vocational & 
Technical Education.' Sewing Machine 
Mahtenance, IS-S. 

ED 183 837 

Maddae Tools 
Machine-shop ProjccU. Instructor Guide. 
General^ Information. 

ED 197 124 

Military Cyrricula for Vocational & 
TechnicaTEducatlon. Refrigeration & Air 
Conditioning Specialist, Blocks I-II. 

«\ ED 183 830 

Miitary Curricula • for Vocational & 
' Technical Education. Metals Processing 
Specialist, Block .VII, Classroom Course 
13-8. 

< ED 191989 

Shop Tools. FOS: Fundamentals of Ser- 
vice. 

ED 185 429 

Middnists "^'/ ' 

Machine Shop ^r9|(jcu. Instructor Guide. 
General Information. 

> ' ^ , EDJ 

Millwright instructional Materials/ 

•Ep^l94696// 

Magftcts , 

•^---Electrical Expcrtments. VT-2 14^11. Part 
One. Grade 11. Rjbvis^^^__ — 

' CT^ ED 189437 

Mahetreambg 

\ A Quide to Mainstitaming in Home 
Economics. ^ 

ED 195 782 



vPrpject • RAKE. TiU^ IV-C. How-to 
^ Manual. 

'>\ ED 190870 

3r Mechanics. Maintaining and Scr- 
the Engine, Learning Activity 
ges 78-89; Lubricating the Tractor, 
; Artivity Packages 90-94; Painting 
r, Learning Activity Packages 95- 

ED 181265 

Tractor^M^echanics. Maintaining and Ser- 
vicing the jPower Train, Learning Activity 
Packages ^9-53; Maintaining and Servicing 
the Outch^ Leamhg Activity Packages 54< 
59; Mamtaining and Servicing the 
Transmissicni a|id Differential, Learning 
Activity Packages 60-68; Maintaining and 
Servicing theYinal Drive, Learning Activity 
Packages 

ED 181 267 

Tractor Mechanics. Maintaining and Scr- 
^dn'g the Coolihg System, Learning Activi.^ 
ty Packages 34-40; Maintaining and Servic- 
ing Hydraulic Systems, Learning Activity 
Packages 41*48. 

ED 181266 

.Males 
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The Changing Roles of Males and FenuJes. 
Curriculum Guide. 

ED 182557 

Project: Strategies for Sex Fairness. Home 
Economics for All. 

ED 189 351 

Maaigeme&t Derdopment 
Entrepreneurship Education: Learning the 
Sknis. 

ED 190861 

Entrepreneurship Education: Supplemen- 
tary Readings. 

ED 190865 

Preparing for Your Career Promotion: In- 
structor. Curriculum: Distributive Educa- 
tion. 

" ED 195 804 

Maaagemest Viformatios Systms 
Establish and M^tain Records in the 
VITAL Management Information System. 
Professional Preparation Module: 
Resource Person. 

ED 192058 

Nlaikagement Systems 
Demonstration of the Com pet 
Curriculum for Distribudye-Education and 
Distributive ^Cooperative Training 
I Report. 

^D 182506 

^-^The Dcvdopm^txiSd Testing of a 
Statewide Multilevel Curriculum Manage- 
ment ^Syitm for Georgia Vocational 
ation Programs, Curriculum Manage- 
ment Handbook for Vocational Ad- 
ministrators in Comprrehensive High 
Schools, Post-Secondary Area Vocational* 
Technical Schools and Community College 
Vocational Programs. 

ED 182486 

The Devdopment and Testing' of a 
Statewide MidtOevel Curriculum Manage- 
ment System for Georgia Vocational 
Education Programs. A . Model State Level 
Curriculum Management System. 

ED 182485 

MaBotsctarlBg 

Materials and Processes Technology. 

ED 192117 

MapSkOb ^ 

Military Curricula for Vocational & 
Technical Education. Map Compilation 
and Math Review, 3«29, 

ED 183 894 

^ Topographic Map and Compass Use' Stu- 
dent Manual. 

ED 182 507 

Maps 

Military Curricula for Vocational & 
Technical Education. Of fset Printing, 5*5. 

ED 183 827 

Topographic Map and Compass Use. Stu- 
dent Manual. 

ED 182 507 

MaricetiBg 

Agricultural Marketing. Instructor's 
Guide. Volume 12, Number 9. Agdex 810, 
Catalog Number AG-8 1 -I. 
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Mild Mental Retardation 
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ED 187 952 
Business Education into the Eighties. 

ED 186 616 

Buying and pricing: Instructor Material. 
Curriculum: Distributive Education. 

ED 195 805 

Career Ladder Articulation in Marketing 
and Distributive Education, Secondary 
Level to Post-Secondary Level. 

ED 194812 

CompetencyBased Curriculum fdr 
Marketing and Distributive Education I. 

ED 193 430 

Compctcncy^Based Education Curriculum 
Guide for Merchandising/Marketing. 

ED 185 257 

Designing Training Plans for Distributive 
Education. Fmal Report. - 

ED 185 388 

Development of a Marketing Services Cur- 
^ riculum puide. Fmal Rq>ort, September 1 , 
1979-JiAjc30» 1980. 

ED 189382 

Entreprcncurship Education: Applying the 
Skills. 

ED 190 864 

Marketing and Distribntive Education Cur- 
riculum Guide: HardwarcBuilding 
Materials, Farm and Garden. 

EDi?6S^ 

Marketing and Distributive Education Cm- 
riculum Guide: Transportation and 
Wardiousing. 

ED 186 727 

Mountain Plains Learning Experience 
Guide: Marketing. Course: Marketing 
Mathematics. 

ED 197 166 

Vocational Instructional Materials for 
Marketing and Distributive Education 
Available from Federal Agencies. 

ED 190910 

Material Dmlopmeat 

Bilingual Vocational Educational Cur- 
riculum Development.' 

ED 192 039 

Develop a Module for Individualized In- 
struction. 

ED 192 156 

MatbttatkU Foratd^ 
Three Modules for Electronics 
Mat he ma t i c s. (Remedial/Developmental). 

ED 197 120 

Matlimatks* 

Arkansas* Office Procedures Curriculum 
Guide. 

ED 190 772 

The High School Student as Worker/Con- 
stmicr: A Workbook. 

^ ED 195 634 

Mountain Plains Learning Experience 
Guide: Marketing. Course: Marikcting 
Mathematics. ^ 

ED 197 166 

MttWMtfcsEiacatfaMi 

Project: Strategies for Sex Fairness. Math 
and Science for All. 

ED 189 352 



Madimatics I&stractloo 

An Activities Handbook for Child Care: 
Math. 

ED 189 392 

Measnrmest 
Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. vCANTRAC A-1(XM)010. Module 
One: Electrical Current. Study Booklet. 

ED 190878 

Three Modu^^s for Electronics 
Mathcmatks. (Ronedial/Devdopmental). 

ED 197 120 

Using Metrics in Industrial Arts. 

ED 195757 

i 

Mtasmmm Eqtdpmett , ' 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-IOO-OOIO. Module 
Four: Measuring Current and Voluge in 
Scries Circuits. Study Booklet. 

^ ED190881 

Meat 

Military Curriculum Materials for Voca- 
tional and Technical Education. Meatcutter 
1-6. AFSC61 151, Volume 1. 
^ " EDl94f79 

Mecfeaaics Process 

Brake Fundamentals. Automotive Ar- 
ticulation Project. 

ED 182428 

Me^ Assistasts 
Medical Assisting Reading Strategies. 1980 
Vocational Reading Series. 

ED 192018 

A Plan for the Updating and Impjemcnta- 
tion of Performance-Based Vocational 
Education Material. Fmal Report. 

ED 182 550 

Podiatric Assisting: A Currictilum Plann- 
ing and Resource Guide. 

ED 186765 

Medkal Care Eratt^oa 

Youth Employment— Trainmg Career Ad- 
visement with the Disabled. 

ED 194777 

Me^kal Lak)ratory Aasfataftts 

Biomedical Equipment Tcchnclogy:'A Cur- 
riculum Planning Resource Guide. 

ED 186769 

Me4ka]SOTica 

Competency-Based Adult Educa- 
tion/English as a Second Language 
Modules: Health. 

ED 19^432 

Military Curricula for Vocational & 
Technical Education. Qinical Specialist, 
10-17. 

ED 183 898 

Medical Tedw^oglsts 
Military Curricula for Vocational & 
Technical Education. Medical Laboratory 



Spccialist (Basic) Part L 10-14. 

ED 183 828 

Military Curricula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Part II, 10-15. 

ED 183 829 

Me^ktiscnices 
Allied Health Dictionary 2. Project HIRE. 

ED 183 841 

Mestal Disorders 
Cooking and Nutrition Basics. An Instruc- 
tors Guide for Teaching Cooking Skills and 
Basic-Nutrition to the Chronically Mentally 
111 Who Are*Being Trained for Independent 
Living. s 

ED 195734 

MerdttBdisiBg, 
Buying* and Pricing: Instructor Material. 
Curriculum: Distributive Education. 

ED 195 805 

Mountain Plains Learning Experience 
Guide: Marketing. Course: Marketing 
Mathematics. 

ED 197 166 

Metal Woridttg 

Agriculture Education. AgHcultural Metal 
Working. ^ 1 

" ^' ED 181258 

Military Curricula for Vocational & 
Technical Education. Metals Processing 
Spccialist, Block VII. Classroom Course 
13-8. 

ED 191 989 

Military Curricula for Vocational & 
Technical Education. Metals Processing 
Spccialist. Blocks 
Course 13-5. 



I and 11. Classroom 



Military \Curriciila 
Technicar Education . 
Specialist. Blocks III 
Couril3.6. 

Military Curricula 
Technical Education. 
Specialist. Blocks V 
Course 13-7. 



ED 191 986 
for Vocational & 
Metals Processing 
and IV, Classroom 

ED 191 987 
for Vocational & 
Metals Processing 
and VI. Qassroom 

ED 191 988 



Metals 

Materials and Processes Technology. 

ED 192 117 

Meteorology - ; 

Military Curriculum Materials for Voca- 
tional and Technical Education. Weather 
Specialist 15^. AFSC 25150. 

ED 194 780 

Metric Systan 
Using Metrics in Industrial Arts. 

ED 195757 

MkrobMogy 

' Military Curricula for Vocational & 
Technical Education. Veterinary 
Specialist. Blocks III- VI. 

ED 183 819 
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Devdopihg Job Skills for Sp^ial Needs 
Stutoits. A Cu^ricufurn-Guidir 

" ED 194776 

Youth Employment Training Program 
Development Manual for the Special Needs 
Student. 

ED 194775 

Youth Employment— Training Career Ad- 
visement with the Disabled. 

ED 194 777 

Military Traialig _ 
Equipment Operator 1 & C. 

ED 182 5<m; 

Optkslman 3 & 2, Naval Education and 
Training Command Rate Training Manual 
and Nonresident Career Course. Revised, 
1979. 

.ED 185315 

Mia^m CompetcBdes 

Competency-Based Common-Core Cur- 
ricuhim for Hre Science Education. 

ED 189 420 

Final Report to Automotive and Petioletmi 
Curriculum Research— Phase I. 

' ED 189 384 
Industrial Arts Education Competency 
Catalogs for Metals Technology, Woods 
Technology, Qtacnl Industrial Arts, In- 
dtt^trial Crafts. 

, . ' ED 185 338 

Industrial Arts Educatioz^ Competency 
Catalogs for Communication Technology, 
Materials and Processes .Technology, 
Power and Transportation Technology. 

. ED 185 336 
Industrial Arts Education <:ompetency 
Catalogs for Exploring Technology, 
Modem Industry, Construction, Manufac- 
turing. 

ED 185 337 

Industrial Aru Education ' .Competency 
Catalogs for Basic Technical Dniwing, 
Engineering Drawing, Architectural* Draw- 
ing, Electricity and Electronics, Energy and 
Powcr« Graphic Communications. 

ED 185 3S5 

Legal Secretarial Supplement to ^ the 
Ctlifomia Business Education program 
Guide. 

ED 195 830 

MliprityGrospt 

Military Curricula for Vocational & 
Technical Education. Social Problems of 
Police Administralion, 14-2. 

ED 183 833 

♦ "» 

The D^elopment and Testing of a 
Statewide MultOevel Curriculum Manage- 
ment System for Georgia^ Vocational 
Edwation Programs. A Modd State Level 
Currictilum M ana gem ent System. 

ED 182485 

Living, Being, Eating: Decisions We Make. 

• - r ^ ED 197 110 

Mo4ente Me^ Retartfatka 

Project RAISE. Title IV-C. How-to 
Manual. 

ED 190 870 



Moaey Masagemett 

Arizona Bilingual Business and Office 
Education. Book II— Bilingual Business 
Practice. 

* ' ^ ED 1^790 
Arkansas' OfHce Procedures Curriculum 
Guide. 

ED 190 772' 

■ The High School Student as Worker/Con- 
sumer: A Workbook. 

ED 195634 

Mountain Plains Learning Experience 
Guide: Lodging. Course: Night Auditing 
Procedures. 

ED 197 165 
\ 

Motor Reactions 
The Musculoskdetal System. Instructional ' 
Materials in Anatomy and Physiology for 
Pennsylvania He^th Occupations P ro- 
gramSr 

ED 186 694 

Motor ydikits 
Brake Fundamentals. Automotive Ar- 
ticulation Project. , ^ 

ED 182 428 

Fmal Report to Automotive and Petroleum 
Curriculum Research- Phase I. 

ED 189 384 

Mattimedia IfistnctioB 

Driver Education Curriculum Guide. 

ED 183 915 

MsitipkCboke Tests 
Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume II: 
Theory. . ' 

ED 197 131 

Student Assessment System. Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume- II: 
Theory. Georgia Vocational Education 
Program Articulation. 

ED 197 136 

Nataral Resoarces 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Production 
^ Agriculture. Natural Resources. A Cur- 
riculum Guided 1th Grade. 

ED 190 827 

NtY^tioa 

Military Curricula, for Vocational & 
Technical Education. Diver S^ond Class, 
15-3. 

ED 183834 

Needle Trades 

Vocational Home Economics Education. 
Custom Sewing. 

^ED 190 768 

Nct^AtteasQi^ 

The CAP Approach to Modifying Voca- 
tional* Programs for Handicapped 
Students. Vol. 1: Agriculture wifth an Ex- 
ample in Horticulture . • 

ED 181 216 

The CAP Approach to Modifying Voca- 
tional Programs for Handicapped 



Students. Vol. 5: Trades and Industry with 
an Example in Wdding. 

ED 181 220. 

The CAP Approach to Modifying Voca- 
tional Programs for Handicapped 
Students. Vol. 3: Health Occupations. 

» ED 181 218 

The CAP Approach to Modifying Voca- 
^onal Programs for Handicapped 
Studenu. Vol. 2: Business/Office with an 
Example in Telephone Usage. 

ED 181217 

News Writing 
Military Currioila for Vocational & 
Technical Education. Still Photojour- 
nalism Techniques, r6-3. 

^ ED 183 900 

NostraditioQal OccopatioBs 
Project Open Door. Final Report. 

ED 181225 

Project: Strategies for Sex Fairness. Profile 
of a Non-Traditional Student. 

ED 189350 

Project: Strategies for Sex Fairness. Voca- 
tional Teacher— Encouraging Non- 
Traditional Options. 

ED 189347 

Women and Work— New Options. A Guide 
to Nonprint Media. 

ED 189 451 

Nonnalizati'oi! Haadkapped 
Cooking and Nutrition Basics. An Instruc- 
tors Guide for Teaching Cooking Skills and 
Basic Nutrition to the Chronically Mentally 
lU Who Are Bdng Trained for Independent 
Living. 

ED 195734 

Nudear E^rgy 
Devdopment of Curricula ^ for Nudcar 
Radiation Protection, Nuclear Instrumen- 

^tion, and Nuclear Materials Processing 
Technologies. Final Report. 

ED 192 161 

Nuclear Technology Series^ Course 1: 
Radiation Physics. 

ED 192086 



Nidear Pliysics 
Nucl^ Technology Series. 
Radiation Physics. 



Course 1: 



ED 192 0S6 



Narsb^ Hoses 

' Washington State Nursing Home Ad- 
ministrator Modd Curticulum. Final 
Report, 

ED 183 913, 

Notritkm 

GED Test Preparation: Practical Reading. 
Nutrition, Health, Redpes. 

ED 195761 

Integrating Aging into the Home 
Economics Curriculum. 

" ED 190771 

Seafood Manual for School Food Service 
Personnd. 

ED 191 992 
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Cooking and Nutrition Basics, Anlnnruc- 
ton Guide for Teaching Cooking Sl^and 
Basic Nutrition to the Chronically Mcntallx 
Ui Who Arc Bdng Trained for Independent 
Living. 

ED 195 734 

Home Economics Education. Food and 
Nutrition Modules. Samples for Levels 111, 
IV, and V. Fifth in a Scries. 

ED 183 762 

Livings Bdngt Eating: Decisions We Make. 

ED 197 110 

Seafood Products: kxi Instructional Guide 
for Home Economics Programs. 

ED 191 991 

Seafood Products: Food Service Program 
Guide. 

ED 1^1 993 

Training Guide for Foodservice Personnel 
in Programs for Young Children, A 
Manual for Nutritionists, Dietitians, and 
Foodservice Specialists Who Are Develop- 
ing and Conducting Training Programs. 

ED 195 701 

Oblecthres 

Prepare Valid Performance Objectives. 

ED 192 157 

s 

Occspalk^ Home EcoftomScs 
An Activiues Handbook for Child Care: 
Science. ^ 

ED 192020 

Clothing and Textiles (Intermediate). In- 
«ructor's Guide. Revised. 

ED 187 954 

Culin^u7 Arts Dictionary 1. Project HIRE. 

, • ' ED 183 848 
Culinary Arts Dictionary 2. Project HIRE. 

ED 183 849 

Culinary 'Arts Dictionary 3. Project HIRE. 

ED 183 850 

Culinary Arts Teachers Manual. Project 
HIRE. 

ED 183847 

Handbook for Home E<^nomic$ Pre- 
Employment Laboratory Education 
Teachers. 

ED 183 783 

MUitary Curricula' for Vixational & ' 
Technical Education. Fabric Repair 
Specialist, 18-1. 

ED 183 835 

Military Curricula for Vocational k 
Technical Education. Basic Baker, 9^. 

ED 183 959 

A Model Currieultun and Teaching Guide 
, for the Instruction of the Homcmaker- 
Home Health Aide. 

ED 195 632 

Prc-Employment Laboratory Education. 
QJiild Care Guidebook. 

ED 183 785 

Pre*Employment ^ Laboratory Education. 
Ctothing/Fuhion Design Guidebook. 

ED 183 786 

Pre-Employment Laboratory Education. 
, Food Service Guidebook. 

ED 183 787 

Pre*Employment Laboratory Education. 
Home Furntthingt/Interior Design 
Guidebk>ok. 



ED 183 784 

Seafood Products: Food Service Program 
Guide. 

ED 191 993 

Techniques for Eliminating Sex Qtscrimina*^ 
tion from Vocational Education: An In- 
structor's Guide for Culinacy Arts. 

ED 192031 

Vocational Home Economics Curriculum 
Guide for Occupational Home and Institu- 
tional Services. 

ED 185 344 

Vocational Home Economics Curriculum 
Guide for Occupational Ctotliing and Tex- 
tiles. 

ED 185 343 

Vocational Home Economics Education. 
Custom Sewing. 

ED 190768 

Vocational Instructional Materials for 
Vocational Home Economics Education 
Available from Federal AgenctoT 

ED 19091 1 

Occapatioaal InfonnatioB 

Arizona Bilingual Business and Office 
Education. Book IV— Bilingual Business 
Careers. 

ED 190792 

Competency-Based Education Curriculum 
Guide for Merchandising/Marketing. 

ED 185 257 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers with Limited English- ^ 
Speaking Ability Who Return to Formal 
'Education. Final Report,^ Volume 
' II— Curriculum Guide and Career Educa- 
tion Manual, ParU. 

) ED 185 293 

Design, Development, and Evaluation of 
Career Education Materials for Adult 
Fannwor-kers. Final Report, Volume 
II— Curriculum Guide and Career Educa- 
tion Manual, Part II. 

ED 185 294 

Student Assessment System. Student Per- 
formance Record. ' Task DetaOing. * 
Transportation/ Automotive Mechadics. 
Georgia Vocational Education Program 
Articulation. 

ED 197 134 

Student Assessment System. Student Per- 
formance Record. Task Detailing. 
Cosmetology. .Georgia Vocational Educa- 
tion Program Articulation. 

ED 197132 

Student Assessment System. Student Per- 
formance Record. Task Detailing. Allied 
Health Occupations/Practical Nursing. 
Georgia Vocational Education Program 
Articulation. 

ED 197 129 
Task Analysis Inventories/Series lU 

ED 197057 

Off Fam AgrkaharalOco^atkHts 

Curriculum Gxiide \pit 'ESL/Agricultui^' 
Secretaries*. A Vocational Ap!proach for 
Teacbbg 'English-as-a-Second Lai^uage'. 

ED ^^5 741 

Nebraska Vocational Agribusiness Cur- 
riculum for City Sdiools, Carter Op- 



. portunities in Agribusiness. Basic Skill in 
Agribusiness. A Curriculum Guide. 10th 
Grade. 

ED 190829 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Horticulture. 
, Agricultural Mechanics. A Curriculum 
Guide. 11th Grade. 

ED 190830 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Production 
Agrictilture. Natural Resources. A Cur- 
riculum Guide. 1 1th Grade. 

ED 190827 

Nebraska Vocatiotial Agribusiness^ Cur- 
riculum Guide for City Schools. 
Agricultural Processing. Companion 
Aninoals. A Curriculum Guide. 11th 
Grade. 

ED 190828 

Office Machines 
Business Machine Repairer. A Catalog of 
Tasks, Performance Objectives, Per- 
formance Guides, Toob, and Equipment. 

ED«194798 

* Office Occapatioas 

Competency-Based Course Outlines for 
Business and Office Education. Secretarial, 
Stenographic, Typewriting and Related Oc- 

* cupations. 

ED 185 341 

Office Occa^oe E^Katicm 
, Arizona Bilingual and Office Education. 
Book III— BiUngual Business Practice. 

ED 190791 

Arizona Bilingual Business and Office 
Education. Book 1— Bilingual Business 
Grammar. 

ED 190789 

Arizona Bilingual Business and Office 
Education. Book IV— Bilingual Business' 
Careers. ^ " 

y/\ ED 190792 

MuowM Bilngual Business and Office 
Educatnn. %ook II— Bilingual Business 
Practice. 

^ ED 190790 

Arkansas' Office Procedures CurricuJum " 
Guide. • ' , 

ED 190772 

Business Education: Learning Activities 
Packet for Office Education. 

ED 194 809 

Competencies for Articulation: Office Oc- 
cupations. Tests. 

ED 194699 

Competency-Based 'Course Outlines for 
Business 'and Office Education. Secretarial, 
6 Stenographic, Typewriting and Related Oc- 
cupations. 

ED 185341 ' 
A Competency-Based Guide for Organizing 
and Administering Cooperative Office 

• Education. 

pD 185 340 

Curriculum Guide for 'ESL/ Agriculture 
Secretaries*. A Vocational Approach for 
Teaching 'SngUsh-as-a-Second Language*. 

ED 195 741 

Legal' Secretarial Supplement to the 
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California Business Eduction Program 
ED 195 830 

Manual for North Dakou Vocational Of- 
fice Education Coordinators. First Revi- 
sion. 

* • ED 197 125 
Promoting Sex Eqtiity in the Classroom. 
Module 10, Office Occupations. Revised,! 
1980, 

ED 190824 

Vocational Instructional .Materials for 
Business and Office Education Available 
from Federal Age^es. 

ED 190916 

Office Practice 

Arkansas' Office Procedures Curriculum 
Ouide^ 

ED 190772 

Vocational Instructional Materials for 
Special Needs Groups: Handicapped, 
Disadvantaged, Older Americans, Youth 
Employment, Displaced Homcmakers; 
Available from Fecleral Agencies. 

ED 190 915 

OperatiBg Engiseerisg 
Equipment Operator 1 & C. 

f ED 182 505 



) 



Optics 

Opticalman 3 & 2, Naval Education and 
Training Command Rau Training Manual 
and Nonresident Career Coune. Revised, 
J979. 

ED 185 315 

Ortestttiofi 

Conduct a CBTE Orientation Program. 
Professional Preparation Moduli: 
Resource Person. 

ED 192054 ' 

Introduction to Industrial Cooperative 
Training. A Guide for. Industrial 
Cooperative Training Programs. . Learning 
Activities Package. LAP 1. 

ED 193 5^ 

Omsestal HoTtksltBre 

Agriculture Education. Horticulture. 

ED 181 255 

The CAP Approach to Modifying Voca- 
tionfil Programs for Handicapped 
Students. Vol. 1 : Agriculture with an Ex- 
ample in Horticultuf e. 

ED 181 216 

Competency-Based Horticulture. Garden* 
ing/Groundskeeping. * 

^ ED 189 387 
Oardening and Grpundskeeping: A Series 
of Learning Activity Packages. Volume 1: 
Learning Activity Packages 1-42. ' 

€D 185 358 

0m«M8UJ Hortkiitire Oco^atioBa 

Competency-Bated Horticulture. 
Floricolture. 

ED 189 388 

Compctency'Based Horticulture'. Garden- 
ing/Oroundikceping« 



ED 189 387 

Ortlfegrapyc ProjectioP 
Military Currictilk for Vocational & 
Technical Education. Drafting I, 6-3. 

. ED 183 896 

Paiatioc^VisBtlArts 

Tractor Mechanics. Maintaining and Ser- 
vicing the Engine, Learning Activity 
Packages 78-89; Lubricating the Tractor, 
Leamiiig Activity Packages 90-94; Painting 
the Tractor, Learning Activity Packages 95* 
' 96. 

» ED 181 265 

Parest Partkipadoa 

Mountain Plains Learning Experience 
Parent Involvement. Course: In- 
tcraction^^kt Children . 

ED 197 179 




Pareotbood£4acatio 

Mountain Plains Learning Experience 
Guide: Parent Involvement. Course: In- 
teraction with Children. 

ED 197 179 

Parllameotary Procedores 
Using Parliamentary Procedure. A Guide 
for Industrial Cooperative Training Pro- 
grams. Learning Activities Package. LAP 
3. 

ED 193 522 

Patleots 

Military Currictila for Vocational & 
Technical Education. Clinical Specialist, 
10-17. 

ED 183 898 

Perionnaace 

Monitor the Progress of a Resident 
Resource Person. Professional Preparation 
Module: Resource Person. 

ED 192 062 

Palonnaace Tests 
Student Assessment System. Competency 
Verification Guide. Georgia Vocational 
Education Program Articulation. 

ED 197 127 

Student Assessment^ System. Domain * 
Referenced Tests. Cosmetology. Volume I: 
SkiHs. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 133 

Sttident Assessment System. Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 135 

-Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume 1: Skills. 

ED 197 130 

Porsoaality Aasessmest » ^ 

Careers (A CourK orSttidy). Unit 1: Self 
Inventory. 

ED 195 643 

Petn^ona htd^Atj 
Final Report to Automotive and Petroleum 



Subject Index 
CtirricuKim Research— Phase I. 

ED 189 384 

Military Curricula for Vocational & 
Technical Education. Petroleum Equip- 
ment and Technical Operations; QM0142, 
19-5. 

ED 195 785 

Military Curriculum Materials for Voca- 
tional and Technical Education. Petroleum 
Supply Specialist, 76W10, 19-4. 

ED 195 779 

Pb<Hographk E4)aipment 
Military Curricula for Vocational & 
Technical Education. Continuous 
Photoprocessing Specialist, 16-4. 

ED lg3 899 

Pbotograpby 

Military Curricula for Vocational & 
Technical Education. Offset Printing, 5-5. 

> ED 183 827 
Military Currictila for Vocati^{ial & 
Technical Education. Still PMotojour- 
nalism Techniques, 16-3. / 

|d 183 900 

Military^ Currictila for Vocational & 
Technical Education. Continuous^ 
Photoprocessing Specialist, 16-4. 

ED 183 899 

Phy^cal Therapy 
Military (iurricula for Vocational & 
Technical Education. Physical Therapy 
Specialist, 10-9. 

feDl83 897 

Phydca] Therapy Aides 

Military Curricula for Vocational & 
• Technical Education. Physical Therapy 

Specialist, 10-9. 

ED 183 897 

Physiology 

The Digestive System (and) Instructor's. 
Guide. Instructional Materials iti Anatomy 
and Physiology for Pennsylvania Health 
Occupations Programs. 

' ED 186 695 

The Musculoskeletal System. Instructional 
Materials in Anatomy and Physiology for 
Peimsylvania Health Occupations Pro- 
grams. 

ED 186 694 

The Respiratory System. Instructional 
Materials in Anatomy and Physiology fon 
Pennsylvania Health Occupations Pro-i 
grams. ^ 
ED 186 693 

Piaaaing 

Living, Being, Eating: Decisions We Make. 

ED'197 1I0 

Flaat Growth 

Agriculture Education. Soybeans and Rice. 

ED 181 251 

A^culture Supplies & Services. Volume I 
of 3. 

ED 195 765 

Com Production. A Unit for Teachers of 
Vocationa^ Agriculture. Production 
Agriculture Curriculum Materials Project. 
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ED 195 814 
Fertilizer and Lime: Why They Are Used. 
4 ED 182 511 

- Tobacco Production. A Unit for Teachers 
of Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 815 

Plait PttMogy 

Competency-Based Horticulture. 
Floriculture. *' 

ED 189 383 

* PbutPio^tsttiott 

Agriculture Education.' Horticulture. 

ED 181 255 

Competency-B^sed Hortiqulture. 
Floriculttire. 

ED 189 388r 

Floriculture. Selected Leamin8 Activity 
Packages. ' 

ED 181 264 

Plant Sckttce 

Agriculture Education. Horticulture. 

ED 181 255 

Plasdcs ' . 

' Fiber Glass/ Plastics. FOS: Fundamentals 
of Service. » 

ED 185 427 
Materials and ProccsscsTcchnology. 

'ED192117 

Pttm^ifig . 

Mountain Plains Lcammg Experience 
Guide: Plumbing. Course: Supply Piping 
Systems. 

ED 197 185 

Mountain Plains Learning Experience 
Guide: Plumbing. Course: Drainage and 
Vent Systems. 

^ED 197 184 

Mountain Plains tyeaming Experience 
Guide: Plumbing. Course: General Pro- 
cedures and Practices for Building Trades 
andSciViccs. 

ED 197 186 

Residential PlumbU!g. , 

ED 187 891 

Pototry ^ 
Podiatric Assisting: A Curriculum Plann- 
ing and Resource Guide. 

ED 186 765 

PoUce CommaBity RelatkHi^^ 

Military Curricula for Vocational & 
Technical Education. Law Enforcement 
Specialist, 17-11. 

ED 183 902 

PolkcE^icatitfa 

Military Curricula for Vocational & 
Technical Education. Social Prot>lems of « 
Police Administration, 14-2. 

•ED 183 833 

Military Curricula for Vocational & 
Technical Education. Law Enforcement 
• Specialist. 17-1 ll 

ED 183 902 



PoUcy Fomttiot 



Student Assessment System. Admissions 
Giiide. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 128 

Postsecondary Edncatiofi 
Student ^Assessment System. Admissions 
Guide. Georgia Vocauonal Education Pro- 
gram Articulation. 

ED 197128 

Power TediDology 

Bearings and Seals. FOS: Fundamentals of 
Service. 

ED 185 425 

Electrical Systems. FOS: Fundamentals of 
Service. 

ED 185 284 
Engines. FOS: Fundamentals of Service. • 
ED 185 285 

Fasteners. FOS: Fundamentals of Service. 

ED 185 286 

Fueb» Lubricants, and Coolants. FOS: 
Fundamentals of Service. <^ 

ED 185 333 

Hydraulics^ FOS: Fundamentals of Scr- . 
vice. 

ED 185 287 

Instructional Guide for Vocational Power 
Mechanics. V&TECC Curriculum Guide. 

ED 182 536 

Power Trains. FOS: Fundamentals of Ser- 
vice. 

ED 185 288 

. Project. EFFECT. Energy for the Future: 
Education, Conservation, Training. Cur- 
riculum Guide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion 1 : General Background. 

r ED 187 864 

Practicai Arts 
Mountain Plains Reaming Experience 
Guide: Consumer Education. 

ED 197 154 

Project RAISE. Tide IV-C. How-to 
Manual. 

ED 190870 

Practical Nar^ ^ 
Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume 1 : Skills. 

ED 197 130 

Student Assessment System . Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume II: 
Theory. 

ED 197 131 

Student Assessment System. Student Per- 
formance Record. Task Detailing. Allied 
Health Occupations/Practical Nursing. 
Georgia Vocational Education Program 
Artictilation. 

ED 197 129 

Practkims 

^ Project EFFECT. Energy for the Future: 
' Education, Conservation, Training. Cur* 
riculum Guide for the Training of Energy 
Extension Agenu. A Working Paper, Sec- 
tion III: Energy Audit Preparation. 

ED187g66 



PredictloB 

Military Curriculum Materials for Voca- 
tional and Technical Education. Wether- 
Specialist 1 5-4. AFSC 25 1 50. 

ED 194 780 

Frtacbool Curricidtmi 
An Activities Handbook for Child Carc>^ 
Math. ^ 

ED 189 39gF 

Prcsenrice Teacher Edocation 
Safety Concepts for Pre-Student Teachers 
in^ndustrial Arts. A Research Paper. 
^ ED 195 718 



: A ^UT' 



PrtrestiveMedkine 

Industrial Hygiene Technology; 
riculum Planning Resource Guide. 

ED 186767 

PrtTocatiettU Edocatloa 
Project OpOT Dopr. Final Report. 

^ ^ , ED 181 225 

Working in the World of Children. 

' • ED 181 299 

Printing - 
Graphic ArU Dictionary 1 . Project HIRE. 

ED 183 852 
Graphic Arts Dictionary 2. Project HIRE. 

ED 183 853 

Graphic Arts Teacher's Manual. Project 
HIRE. 

\ I ED 183 851 

Graphics ArU Dtctionary 3. Project HIRE. 

ED 183 948 

Military Curricula for Vocational & 
Technical Education. Of fset Printing, 5»5. 

ED 183 827 

Problem SolTt&g 
GED Test Preparation: Practical Reading. 
Nutrition, Health, Recipes. 

ED 195 761 

Prodoctio!! Technlqtwa 
Military Curricula for Vocational & 
Technical Education. Continuous 
Photoproccssing Specialist. 16-4. 

ED 183 899 

ProfessloQal DeTelopmeot 

Home Economics: An Annotated 
Bibliography. 

ED 192019 

Profiles 

Job Application and Job Interview. A 
Guide for Cooperative Industrial Pro- 
grams. Learning Activity Package. LAP 4. 

ED 193 523 

Program AdmlnistratSon 
Driver Education Curriculum Guide. Ad- 
ministrative Guide for Driver and Traffic 
Safety Education. 

ED 190 866 

"T3tgal Assistant Program. A Suggested 
Two-Year Post-High School Curriculum. 

ED 182 553 
Manage Individualized Instruction. 
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ED 192 154 

* MBitary' Curricula for Vocational & 
Technical Education. Drug and Alcohol 
Abuse Classroom Course 17-10. 

ED 187 9J4 

Provide Administrative Services. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192063 

Program De^criptiodi 
Career Education Prodtict File. 

ED 181287 

Introduction to Industrial Cooperative 
Training. A ^uide for Industrial 
Cooperative Training Programs. Learning 
' Activities Package. LAP 1. 

ED 193 520 

FrognuB Derdopment 
Biomedical Equipment Technclogy: A Cur- 
riculum Planning Resource Guide. 

ED 186769 

Competencies for Articulation; Procedures 
Manual. 

ED 194749 

Demonstration of the Competency-Based 
Curriculum for Distributive Education and 
Distributive Cooperative Training Pro- 
grams. Final Report. 

ED 182 506 

Halfway House Management: A Cur- 
rictilum Planning Resource Guide. 

ED 186 768 

Handbook for Home Economics Pre- 
Employment Laboratory Education 
* Teachers. 

ED 183 783 

Handbook for Vocational Education for 
.the Handicapped. 

) ED 183 788 

Legal Assistant Prt>gram. A Suggested 
Two- Year Post- High School Currictilum. 

ED 182 553 

Manual for^rth Dakou Vocational Of- 
fice Education Coordinators. First Revi- 
sion. 

ED 197 125 

Podiatric Assisting: A Curriculum Plann- 
ing and Resource Guide. 
- » ED 186 765 

Solar Energy Installers Curriculum Guides. 
Final Report. 

ED 189389 

Solar Energy T^hnology: A Curriculum 
Plannipg and Resource Guide. 

ED 186 766 

Swine Confmement Management: A Cur- 
riculum Planning and Resource Guide. 

ED 186 764 

Program ETalitatioa 

Project: Strategics for Sex Fairness. 
Evaluating Otir School for Sex Fairness. 

ED 189 343 

Program ImpUmetttttloa , 

Industrial Arts Curriculum Guide for Draf- 
ting. 

ED 194816 
Programed lastractbaal Materials 

IC 



Military Curricula for Vocational & 
Technical ^Education. Computer System 
Operation, 4-3. 

ED 183 824 

Programing 

Military Curricula for Vocational & 
Technical Education. Communications 
Computer Programmcr» 4-2. 

ED 183 895 

Programing Languages 

Military Curricula for Vocational & 
Technical Education. Communications 
Computer Programmer, 4-2. 

ED 183 895 

Promotion Occupational 
Preparing for Your Career Promotion: In- 
structor." Curriculum: Distributive Educa- 
tion. 

1 ED 195 804 

FobUc Agosdes 
Revision and Updating of Listings of Voca- 
tional Instructional Materials Available 
from Federal Agencies. Final Report. 

ED 194724 

Pmtctoatioii 

Business Education: Learning Activities 
Packet for Office Education. 

ED 194 809 

Purchasing 

Buying and Pricing: Instructor Material. 
Curriculum: Distribuu've Educadon. 

ED 195 805 

The High School Student as Worker/Con- 
sumer: A Workbook. 

ED 195 634 

Quality CoBtrol 
Military Curricula for Vocational^ & 
Technical Educadon. Petroletmi Equip- 
ment and Technical Operations, QM0142« 
19-5. 

ED 195 785 

Radio « 

Milita^ Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics, CA^^TRAC A-IOO-OOIO. 
Module 31: RF, IF, and Video Amplifiers. 
Study Booklet. 

ED 190904 

ReaiabOhy x 

Bilingual Vocational Educational Cur- 
riculum Development. 

ED 192 039 

. Carpentry Reading Strategies. Vocational 
Reading Series.* 

ED 192025 

Cosmetology Reading Strategiesf^ 1980 
Vocational Reading Series. 

ED 192017 

Dau Processing Reading Strategies, 1980 
Vocational Reading Series. 

ED 192024 

Medical Assisting Reading Strategies. 1980 
\ Vocational Reading Series. 

ED 192018 

Trade and Industrial Reading^, Strategies. 



1980 Vocational Reading Series. 

ED 192023 

Readiag ComprebessioQ 
GED Test Preparation: Practical Reading. 
Nutrition, Health, Recipes. 

ED 195 761 

Reading Difficulties 
Carpentry Reading Strategies. Vocational 
Reading Series. 

ED 192025 

Cometology Reading Syategies. 1980 
Vocational Reading Series. 

ED 192017 

Dau Processing Reading Strategies. 1980 
Vocational Reading Series. 

ED 192024 

Medical Assisting Riding Strategies. IS^ 
Vocational Reading Series. 

ED 192 018 

Trade and Industrial Reading Strategies. 
1980 Vocational Riding Series. 
I ^ / ED.192023 

/ Real Estate Occupat^os 
' Development of a Marketing Services Cur- 
^ riculum Guide. Final Report, September 1 , 
\1979-June30. 1980. 

\ ED 189 382 

\ 

Rec^tionists 
Mountain Plains Learning Experience 
Guide: Lodging. Course: Front Desk Pro-, 
cedlj 

ED 197 164 

Recor^eepbg . 
Enircpreneurship Education: Applying the 
Skills. \ 

ED 190 864 

'Establisli and Maintain Records in the 
VITAL Management Information System. 
Professional Preparation Module: 
Resource^erson. 

ED 192 058 

Field Testing of the Greenhouse Production 
Section of a Horticulture Laboratory 
I}W5rd B<Jpk for Pennsylvania, Final 
Report. 

ED 192 160 

Guidelines for Keeping the Cornell Farm 
Account Book. Teacher Manual. 

ED 182 509 

Guidelines f()r Keeping the Cornell Farm 
Account Book. Student Manual. 

j ED 182 508 

MoVmtain Plains Learning Experience 
Guide: Lod^g. -Course: Night Auditing 
Procedures. A 

ED 197 165 

Records Form? 

grecrs (A Course of Study). Unit V: 
rms, Forms, Forms. 

ED 195 647 

Reentry Workers 

Project: Stratcgips for Sex Fairness. Re- 
Entering the Work Force— New Options. 

ED 189 353 

Referral 



162 



Subject Index 



Resource Teachers 



155 



Disadvantaged Learner Referral Process. 

ED 186688 

RefrisexatkHi ^ ^ 

Air Conditioning and Refrigeration Book 
III. 

ED 195 791 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
CondiUoning Specialist, Blocks III*V, 1,1<7. 

ED 183 831 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Conditioning Specialist, Blocks MI. 

ED 183 830 

Military Curricula * for Vocational & 
Technical Education. Refrigeration and Air 
Conditioning Specialist, Blocks VMX. 

ED 18^^32 

Mountain Plains Learning Experience 
Guide: Heating, Refrigeration, & Air Con- 
ditioning. 

ED 197 161 

REACH. Refrigeration UniU. 

ED 190834 

Trade and Industrial Education Course of 
Study for Appliance Repair. 

ED 192 143 

gi^lgerttioBMeckaika 

Instructional Guide for Air Conditioning 
and Refrigeration. V & TECC Curriculum 
Guide. 

ED 182 546 

REACH. Refrigeration Units. 

ED 190834<c 

Rektlilitatktt 

Instructional Materials in Independent Liv- 
ing. 

ED 186745 

Rekabtlitati^mCesten 

Halfway House Management: A Cur- 
riculum Planning Resource Guide. 

I ED 186768 

R ffaiMlitattai CooscOag 

Military Curricula for Vocational & 
Technical Education. Drug and Alcohol 
Abuse Classroom Course 17-10. 

ED 187 934 

RaMdialLtttnctkM 

Allied Health Dictionary 1 . Project HIRE. 

ED 183 840 
AHicd Health Dictionary 2. Project HIRE. 

ED 183 841 

Allied Health Dictionary 3. Project HIRE. 

ED 183 842 

Allied Health Teacher*! Manual. Project 
HIRE. 

ED 183 839 
Arc Weldhig Dictionary^ . Project HIRE. 

ED 183 844 

Arc Welding Dictionary 2. Project HIRB.' 

ED 1B3845 
Arc Wdding Dictionary 3. Project HIRE. 

Arc Welding Teadier*! Manual. Project 
HIRE. . 



ED 183 843 

Culinary Arts Dictionary I . Project HIRE. 

ED 183^ 

Culinary Arts Dictionary 2. Project HIRE. 

ED 183 849 

Culinary ArU Dictionary 3. Project HIRE. 

ED 183 850 

Culinary Arts Teachers Manual. Project 
HIRE. 

,ED 183 847 
Graphic Arts Dictionary 1 . Pro j^^IRE. 

'fiDl83 852' 
Graphic Arts Dictionary 2. Project HIRE. 

ED 183 853 

Graphic Arts Teacher's Manual. Project 
HIRE. 

ED 183 851 

Graphics Arts Dictionary 3. Project HIRE. 

ED 183 948 
Upholst^ Dictionary 1. Project HIRE. 

ED 183 855 
Upholstery Dictionary 2. Projea HIRE. 

ED 183 856 
Upholstery Dictionary 3. Project HIRE. 

ED 183 857 

Upholstery Teacher's Manual. Project 
HIRE. 

ED 183 854 

Remedial Mattenatks 

Three Modules for Electronics 
Mathematics. (Remedial/Developmental). 

ED 197 120 



Repair v 

Rber Glass/Plastics. FOS: Fundamentals 
of Service. \ 

J ED 185 427 

Military Curricula Vocational & 
Technical 'Education. General Purpose 
V^le Mechanic, j^locks VI & VII. 8-12. 

ED 183 964 

Miliuuy Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks I and 11, 8-9. 

ED 183 961 

Miliuuy Curricula for Vocatl6tial & 
Technical Education. General Purpose 
Vehicle Mechanic, Blocks IV-V, 8-11. 

ED 183 963 

MiliUiry Curricula for V ocational & 
Technical Education. Metals Processing 
Specialist, Blocks V and VI, Classroom 
Course 13-7. 

ED 191 988 

Military Curriculum Materials for Voca- 
tional and Technical Education. Avionics 
Instrument Slystems Specialist. POI 
aABR32531 000. Classroom Course ^7. 

ED 193540^ 

Military Curriculum Materials for Voca- • 
tional and Technical Education. 
Miniature/Microminiature Electronics 
Repair. CNTT W-100^34B. Classroom 
* Course 7-15. 

ED 193 539 

Mountain Plains Learning Experience 
Guide: Electric Motor Rej^. 

ED 197 160 

Opticahnan 3 & 2, Naval Education and 
Training Command Rate Training Manual 



' and Nonresident Career Course. Revised, 
1979. ^ s 

ED 185 315 

Residential Plumbing. 

ED 187891 
Upholstery Dictionary 1. Project HIRE. 

ED 183 855 
Upholstery Dictionary 2. Project HIRE. 

ED 183 856 

Uphofetcry Dictionary 3. Project HIRE. ^ 
£D 183 857 

» Ui^holstcry Teacher's Manual. Project 
HIRE. 

-V ED 183854 

ReprodictioB Biology 
Equine Management and Production. 
Vocational Agriculture Education. 

ED 194774 

Reprography 

Business Education: L^iming Activities 
Packet for Office Education. 

ED 19480$ 

Military Curricula for Vocational & 
Technical Education. Offset Printing, 5-5. 

ED 183 827 ^ 

Resource Materials 
Career Education Product File. , 

ED 181 287 

Entrepreneunhip Education: Supplemen- 
tary Readings. 

ED 190865 

Equal Is Better: A Voc Ed Guide to Sex 
Fairness Resources and the Law. Voca- 
tional Education Developn!lent Series No. 
8. 

ED 186716 

Vocational Instructional Materials for 
Agriculture and Agribusiness Education 
Available from Federal Agencies. ) 

ED19(W09 

Vocational Instructional Materials for 
'Allied Health Education Available from 
Federal Agencies. 

ED 190912 

Vocational Instructional Materials for 
Business and Office Education Available 
from Federal Agencies. 

ED 190916 

Vocational Instructional Materials for 
Marketing and Distributive Education 
Available from Federal Agencies. 

ED 190910 

Vocational Instructional Materials for . 
Technical Education Available from 
Federal Agencies. • , 

ED 190913 

Vocational Instructional Materials for 
Trade and Industrial Education AvaHatfle 
from Federal Agencies. 

ED 190914 

* 

Vocational Instructional Materials for 
Vocational Home^ Economics Education 
Available from Federal Agencies. 

ED 190911 

Rcaotrce Teachers 

Assist Learners in Obtainhig the Various 
Voccational Instructional Certificates 
Issued in Pennsylvania. Professional 
Preparation Module: Resource Person. 
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- . ED 192053 

Conduct a CBTE Orientation Program. 
Professional ^preparation Module: 
Resource Person. 

ED 192054 

Conduct a Helping Conference. Profes- 
sional Preparation Module: Resource Per- . 
son. 

ED 192055 

Conduct a'Small Group Meeting. Profes- 
sion^ Preparation Module: Resource Per* 
son. A 

ED 192057 

- Conduct an Observation Session. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192056 

Esublisb and Maintain Records in the 
VITAL Management Information System. 
Professional Preparation Module: 
Resource Person. 

* ^ ED 192058 

Evaluate a Product or Process Type 
Teaching Performance^ Professional 
Preparation Module: Resource Person. 

ED 192059 

Facilitate a Council of Educators' Review. 
Professional Preparation Module: 
Resource Person. 

ED 192060 

Instruct 'Others to Set-Up and Operate a 
Video System: Professional Preparation 
Module: Resource Person. 

ED 192061 

Monitor the Progress of a Resident 
Resource Person. Professional Preparatton 
Module: Resource Person. 

ED 192062 

Provide Administrative Services. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192063 

Register Learners for CBTE Programs. 
Professional Preparation Module: 
^ Resource Person. 

ED 192064 

Sdect Appropriate Modules. Professioni^ 
Preparation Module^Jlesource Person. 

ED 192065 

RetaHiif 

Arizona Bilingual' and Office Education. 
Book III— Bilingual Business Practice. 

y ED 190 791 
Military Curriculum Materials for Voca- 
tional and Technical Education. Meatcutter 
1-6. AFSC 61 151, Volume 1. 

/ . . ED 194779 

Task Validation of 16 General Merchandis- 
ing: Department Store Occupations. 

ED 189272 

Retlew Rmamiaatloa 

Project EFFECT* Energy for the Future: 
Education, Consq:)^on, Training. Cur- 
riculum Guide for the Training of Energy 
Extension Agents. A Working Paper, Sec- 
tion I ; General Background. 

ED 187 864 

EoieMod^ ^ 
Projca Open Door. Final Report. 



1 



ED 181 225 

RolePerceytioB 

Adult Roles & Functions. A 
Noniaboratory Home Economics Course 
for Eleventh and Twelfth Graders. . ^ 
* ED 195 781 

Adult Roles & Function 
Evaluation System** 

ED 195 W 

RoiePlayfaig 
The MOVERS Game (Maximum Support 
for Vocatio^ Enrollment by J^emoving 
Stereotypy). 

ED 183 736 

Roofing 

. Mountain Plains Learning Experlenge 
Guide: Carpentry. Course: Roug|i-In. 

ED197J52 

Safety 

Industrial Hygiene Technology: A Cur- 
riculum Planning Resource Guide. 

ED 186.767 

Lct*s Teach Safety. A Directory of 
Classroom Resource. 

ED 195 794 
Mining Careers and Safety Curriculum ' 
Guide. 

ED 183794 

Mountain Plains Learning Experience 
Guide: Automotive Repair. Course: 
Automotive Shop Safety. 

ED 197 140 

Mountain Plains Lemming Experience 
Guide: Plumbing. Course: General Pro-- 
cedures and Practices for Building Trades 
and Services. 

' ED 197 186 

Safety, i^puide for Industrial Cooperative 
Training Programs. Learning Activity 
Package. LAP 6. 

ED 193-525 

Safety Education 

Let's Teach Safety. A Directory of 
Classroom Resources. 

ED 195 794 

Safety Concepts for Pre-Student Teachers 
in industrial Arts. A Research Paper. 

ED 195 718 

Safety. A Guide for Industrial Cooperative 
Training ^ Programs. Learning Activity 
Package. LAP 6. 

ED 193 525 

Sales OccipatloBS 

Final Report to Automotive and PetrolMim 
Curriculum Research— Phase I. 

^ ED 189 384 

SaatUryFaaihks 

Military Curricula . for Vocational & 
Technical Education. Basic Bakeri 9^. 

ED 183 959 

Rd^dential Plumbing. 

^ ^ ED 187891 

ScIk)o) Bases 
Assistant Drivers Instructor's Manual. 



Subject Index^ 

New York Sute School Bus Driver Training 
Program. - * ^ 

ED 192015 

Assistant drivers Trainee Study Guide. 
New York State School Bus^Driver Training 
program. ^ 

ED 192014 

School RegistratioB < 
Register Learners for CBTE Programs. 
» Professional Preparation Module: 
Resource Person. 

ED 192064 

SdKMlRole / 
Project: Strategies >for Sex Fairness? My 
School's Role As a Change Agent. 

ED 189 340 

School Soneys 
Project: Strategies for Sex Fairness. 
Evaluating Our School for So&^Fairness. 

. ED 189343 

Sdeoce Edocatiaji 
* An Activities Handbook for Child (Care: 
. Science. 

[ . ^ ED 192020 
Project; Strategies for Sex Fairness, Math 
and Science for AU. 

ED 189 352 

Seafarers ^ * . 

Military ^rricula for Vocational 
Technical Education. Diver Second CIS 

ED 183 834 

* Training Fishermen at Sea. 

ED 189 277// 

"^Secretaria ^ 

Curnc^um Guide for 'ESL/ Agriculture 
Secretaries*. A Vocational Approach for 
Teaching 'English-as-a-Second Language'. 
» " ED 195 741 

Legal Secretarial Supplement, to the 
California Business Education Program 
Guide. 

ED 195 830 

Selectloa 

Beef Cattle: Selection and Evaluation. 

ED 195 694 

Swine: Selection an^'Evakation. • 

ED 195 695 

'^M6urraun Plains Learning Experience 
Guide: Parent Involvement. Course: In- 
teraction with Children. * 

ED 197 179 

EfahtttioB Ii^Tidoals \ . 

Careers (A Course of Study). Unit I: Self 
' Inventory. 

- ED 195 643 
Conduct a Helping Conferee. Profes- 
sional Preparation ModiiJ|^ Resource Per- 

ED 192 055 

Instruct Others to Set-Up and Operate a 
Video System: Professional- {^reparation 
Module: Resource Person. 
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c ED 192061 

SenkeOcca^tiotts 

Agriculture Supplies A Services.* Volume I 
of3.. 

y ED 195 765 

Sewiaglwtncdoi f ' 

Military Curricula for Vocational & 
Technical Educatiou, sFabrication and 
Parachute Specialist, 1 8-2; ' - 

- • ED 183 836 

Military^ Curricula for Vocational St - 
Technical- Education. "Fabric Repair 
Specialist, 18-1. 

ED 183 835 

Vocational Home Economics Education. 
Custom Sewing. 

ED190 76r 

Sewiig Middle Operators ^ 

Military Curricula for Vocational A 
Tjcchnical Education. Fabric Repair 
Specialist, 18-1. 

- ' ^ ' ED 183 835 
"Military Curricula for Vocational & 
Technical Education. Fabrication and 
Parachute Specialist, 18-2. 

ED 183 836 

Sex Bias \ 

. Project: Strategics i for Sex Faim^. 
Recognizing My Fair and Unfair Behavior. 

ED 189 342 

Promoting Sex Equity in the Classroom. 
Mcfdule 1, An Introduction. Revised, 1980. 

ED 190815 

Promoting Sex Equity in the Qassroom. 
Module 10. Office Occupations. Revised. 
1980. 

; " ED 190824 
Promoting Sex Equity in the Classroom. 
MWule 11, Technical Education. Revised, 
1980, 

" ED 190825 
Promoting Sex Equity in the Classroom. 
Module 12, Trade and Industrial Educa* 
tion. Revised, 1960. 

ED 190 826 

Promoting Sex Equity in the Classroom. 
Module 2, 5cx-E<mity Ouidcltecs. Revised. . 
1980. 

ED 190816 

* Promoting Sex Equity in ^e Classroom. 

hffodjule 3, Siratcgics— Art. Rcviswl, 1980. 
\ ' ' V , ED19Q817 

Promoting Sex Equity in the CUuifoom. 

Module 4, Strategics— Language. Revised, 

1980. 

ED^i90818 , 
^ Promoting Sex Equity in the Classroom. 
^ Module 5, Strategies— Content. Revised, 
1980. ^ 

(j^ ED 1908^9 

PromotiagSoc Equity in the Classroom. 
Module 6, Apiculture. Revised, 1^. 

ED 190820 „ 
Promotfaig Sex Equity in the Classroom. 
Module 7, Distributive Education. Revis- 
ed. 1980. 

ED 190821 
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'^odule,8, Health Occupitions Education, 
^svised, 1980. 

ED 190822 

Promoting Sex Equity in the Classroom. 
Module 9, Home ^onomics. Revised, 
1980. 

^ ED 190823 

SexDlffereaccdi 

Project: Strategics for Sex Fairness. Dif- 
ferences between a Oiri and Boy. 

ED 189349 

Sex DbcrimliatloD 

The MOVERS ilame (Maximum Support 
for VtCational Enrolment by Removing 
Stereotypes). 

ED 183 736 » 
Pipject: Strategies foi? Sex Fairness. 
Recognizing My Fair and Unfair Bdiaviof. 

ED 189*342 

SexFalr»e» 

Equal Is Better: A Voc Ed 'Ouide to Sex 
, Fairness Resoujces and the Law. Voli- 
tional Education Development Series No. 
8. 

ED 186716 
<4Project Open Door. Fin^l Report. 

ED 181 225 

Project: ^Strategics for Sex Fairness, 
Changing Lives: Future Trends. 

ED l^Zt* 
Project: Strategies for Sex Fairness. 
Counselor— Encouraging Non-Traditional 
Options. ^ 

^ • ^ . Eb 189 348 

Project: Strategics for Sex Fairness. Dif- 
ferences between a Oiri and Boy. 
* - * EP 189349 

Project: Strategies for Sex Fairness. 
Evaluating Our School for Sex Fairness. 

ED 189 343 ^ 

Project: Stktegics for Sex Fairness. " 
Guidance Tests— Usage Despite Bias. 

ED 189 345 

Project: Strategies for Bex Fairness. Home 
Economics for All. 
• - Ef)l«?351 
Project: Strategics for Sex Fairness. In- 
structional Materials^Usage Despite Bias. 

ED 189344 ^ 
Project: Strategics for Sex Fairness. Is My 
Guidance Test Limiting Me in Considering ^ 
Future Roles. 

ED 189 337- 

Project: Strategies for Sex Fairness. Is My 
Textbook 'Limiting Me in Considering 
Future Roles. 

ED 18^^336 

Project; Strategics for Sex Fairness. 
Legishition's Push for Sex Fairness. 

ED 189 341 

Project; Strategies for Sex Fairness. Math ' 
and Sdence for AQ. 

• Em89 352 

Project: Strategies for Sex Fairn^. My 
Role As a Change Agent. 

ED 189 339 

Project: Strategics for Sex Fairness. Mr 
School's Role As a Change Agent. 

ED 189340 I 



Project: Strategies for Sex Fairness. Profile 
. of a Nbn-Traditional Student, 

n ED 189 350 

Project: Strategies for Sex Fairness. Re- 
, Entering the work Force— New Optioiis. 

ED 189355 

Project: Strategics j/kr Sex Fairness. 
Recognizing My Fair and Unfair Behavior. 

ED 189 342 

Projects Strategies for Sex Fairness. The 
Acadecfc Teacher— Encouraging Non- 
> Traditional Options. 

LEI>189 346 
less. Voca- 
tional Teacher— Encouraging Non- 
Traditional Options. 

ED1?9 347 * 
Promoting Sex Equity in the Classroom. 
Module 1, An Introduction. Revised, 1980. 

ED 190 815 

Promoting Sex Equity in the CItoroom. 
Module 10,*^ Off ice Oc<Lupations. Revised, 

* 1980. 

BD19Ch824 

Promoting Sex Equity in the Classroom, 
Module 11, Technical Education. Revised, • 
1980. 

^ ED 190 825 

Promoting Sex Equity in the Oassroom. 
Module 12,v Trade and Industrial Educa- 
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ED 193 521 

Student PartkipatioD 
Using Parliamentary Procedure. A Guide 
for Industrial Cooperative Training Pro- 
grams. Learning Activities Package. L/tp 
3. 
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ED 195 786 

Teaching Methods 
The CAP Approach to Modifying Voca- 
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^ ED 190876 
Military Curricula for Vocational & 
Technical Education, Basic Electricity and 
Electronics. CANTRAC A-lOO-0010. 
Module 21; Basic Transistor Theory; 
Module 21T: Multi-Element Vacuum 
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19-5. 

ED 195 785 

Military Cumculum Materials for Voca- 
tional and Techmcal Education. Telephone 
Switching Equipment Repairman 5-6. 
(Electromechanical) CDC3625 1 . 

'^^ ED 194 781 

Nuclear Technology Series. Course I: 
Radiation Physics. | 

ED 192086 ' 
Power and Energy Systems Technology 
Program. Research Senes No. 43. 

ED 189311 

Vocational tnsiructional Materials for 
Technical Education Available from 
Federal Agencies. , 

ED 190913 

Tecfaokal Olestratiofl 
Military Curricula for Vocational & 
Technical Education. Drafting 1. 6-3. 

ED 183 896 

TedoScal Occttpati<Hi$ 
A Manpower Development Model for an 
Emerging Technology. A Systems Ap- 
proach to Cuniculum Development for 
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Subject Index 



Solar Technician Training. 

ED 181 314 

^ Solar Efecrgy Technology: A CurnciUuin 
Planning and Resource Cuide. 

ED 186 766 

TttkMloQr 
Industrial Orientation. 

ED 190766 

Td^Mtoae C^mmsnkatioss Systems 
Military Curricula for Vocational & 
Technical Education, Telephone Equip- 
ment lnstaller*Rcpairman, 5-4. 

ED 183 826 

Military Curricxila for Vocational & 
Technical Education. Construction Electri- 
cian/Power and Communications Cable 
Splicing, 5-3. 

ED 183,825 

Military Curriculum Materials for Voca* 
tional and Technical Education. Telephone 
Swlching E<^uipment Repairman 5-6. 
(Elecuomcchanical) CDC3625 1 . 

ED1S!^1781 

Tde^boDe IitstnsctSos 
The CAP Approach to Modifying Voca* 
tional Programs for Handicapped 
Students. Vol. 2: Business/Office with an 
Example in Telephone Usage. 

ED 181 217 

Tekriskm Railb Repairers 
Mountain Plains 'Learning Experience 
Guide: Radio and T.V. Repair. Course. 
D.C. Circuits. 

' ED 197 187 

test Bias 

Project: Strategies for Sex JaJmcss. 
Guidance Tests — Usage Despite Bias. 

ED 189 345 

Project: Strategies for Sex Fairness. Is My 
Guidance Test Limiting Me in Considering 
Future Roles. 

ED 189 337 

TestCoadiing 
Adult Education Career Path Training 
Resources. A Method, a Process, and a 
Few Examples: How to Motivate and 
Develop Minority Workers Starting Work 
in Entry Level Jobs via Adult Education. 

ED 193 447 

• 

TestCottstmctJoo 
Military Curricula for Vocational & 
Technical Education. Instructor Basic 
Course. 12-6. 

ED 195 786 

*^ A Plan for the Updating arid Implementa* 
tion of Performance-Bascd Vocational 
Education Material. Final Report. 

ED 182 550 

Student Assessment System. Domain 
Referenced Tests. Transporta* 
tion/AutOmotive Mechanics. Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulau'on. 
, ED 197 135 

Student Assessment System. ' Domain 
Referenced Tests. Cosmetology. Volume I: 



Skills. Georgia Vocational Education Pro- 
gram Articulation. 

ED 197 133 

Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume 1; Skills. 

ED 197 130 

Test Items 

Student Assessment System. . Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume II. 
Theory. 

ED 197 131 

Student Assessment System. Domain 
Referenced Tests\ Transporta- 
tion/Automotive Mechanics. Volume 11 
Theory. Georgia Vocational Education 
Program AniculaUon. 

ED 197 136 

Textbook Bias 

Project: Strategies for Sex Fairness. Is My 
Textbook Limiting Me in Considering 
Future Roles. 

ED 189 336 

Techniques for Eliminating Sex Discrimma 
tion from^Vocationdl Education: An In- 
structor's Guide for Culinary Arts. 

ED 192031 

T^Atbook Eralaati<Hi 
Promoting Sex Equity in the Classroom. 
Module 1, An Introduction. Revised, 1980. 

ED 190815 

Promotmg Sex Equity m the Classroom. 
Module 2, Sex Equity Guidelmes. Revised. 
1980. 

ED 190816 

Textbooks 

Project. Su^tegies for Sex Fairness. Is My 
Textbook Limiting Me in Considering 
Future Roles. 

ED 189 336 

Textiles Instruction 
Clothmg and Textiles (Intermediate). In- 
structor's Guide. Revised. 

^ ED 187934 

Home Econ6mics^Educauon: Gothing and 
Textiles Modules. Samples for Levels 111, 
IV, and V. 

ED 189 376 

Military Curricula for Vocational & 
Technical Education . Fabric Repair 
Specialist, 18-1. 

ED 183 835 

Vocational Home Economics Curriculum 
Guide for Occupational Gothing and Tex- 
tiles. 

ED 185 343 

Vocauonal Home\ Economics Education. 
Custom Sewing. ' 

ED 190768 

Thermal Eorironmeot 
Air Conditioning and Refrigeration Book 

in. 

. ED 195 79) 

Solar Energy Installers Currictilum Guides. 
Bookl. 

ED 189 390 



Solar Energy Installers Curriculum Guides. 
Book II. 

ED 189 391 

Tobacco " » 

Tobacco Production. A Unit for teachers 
of Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 815 

Tractors 

Agriculture Education. Farm Machinery. 

ED 181 256 

Air Conditioning. FOS: Fundamentals of 
Service. 

ED 185 283 

Electrical Systems. FOS. Fundamentals of 
Service. 

ED 185 284 

Engines. FOS: Fundamentab of Service. 

ED 185 285 

Identification of Part* Failures. FOS: Fun. 
damentab of Service. 

ED 185 332 

Power Trains. FOS: Fundamentals of Ser- 
vice. 

ED 185 288 

Tires and Tracks. FOS: Fundamentals of 
Service, 

ED 185 289 

Tractor Mechanics. Maintaining and Ser- 
vicing the Power Train, Learning Activity 
Packages 49-53; Maintaining and Servicing 
<he Qutth. Learning Activity Packages 54- 
59; Mainuining and Servicing the 
Transmission and Differential, Learmng 
Activity Packages 60-68; Maintaining and 
Servicing the Fmal Drive, Learning Activity 
Packages 

ED 181 2^7 

Tractor Mechanics. Maintaining and Ser- 
vicing the Cooling System. Learning Activi. 
ty Package* 34-40; Maintaining and Servic- 
ing Hydraulic Systems, Learning Activity 
Packages 41-48. 

ED 181 266 

Tractor Mechanics. Maintaining and Ser- 
vicing the Engine, Learning Activity 
Packages 78-89; Lubricating the Tractor, 
Learning Activity Packages 90-94^. Painting 
the Tractor, Learning Activity Packages 95- 
96 • 

. ' ' ED 181 265 

Trade and Ii^Qstrial EdocatioD . 
Arc Welding Dictionary 1 . Project HIRE. 

ED 183 844 

Arc Welding Dictionary 2. Project HIRE . 

ED 183 845 

Arc Welding Dictionary 3. Project HIRE. 

ED 183 846 

Arc Welding Teacher's Manual Project 
HIRE. 

^ ED 183 843 
Carpentry Reading Strategies. Vocational 
Reading Scries. 

ED 192 025 

Competencies for Articulation: Drafting. 

ED 194 750 

Competencies for Articulation: Electronics. 

ED 194 751, 



Subject Index 
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Electrical Mechanical Maintenance. In- 
structor'sijuide. 

J ED 190 809 

Employer-Employee Relations. A Guide 
for Industrial Cooperative Training Pro- 
grams, Learning Activity Package.^AP 5. 

• ED 193 524 

Industrial Orientation. 

^ ED 190 766 
Instructional Guide for Air Conditioning 
,and Refrigeration. V & JECC Curriculum 
Guide. 

ED 182 546 

Instructional Guide for Vocational Power 
Mechanics. V&TECC Curriculum Guide, 

ED 182 536 

Instructional, Guide for Vocational 
Welding. V & TECC Curriculum Guide. 

ED 182 537 

Introduction to Industrial Cooperative 
Training. A Guide for Industrial 
Cooperative Training Programs. Learning 
Activitits Package. LAPl. 

ED 193 520 

Job Application and Job Interview. A 
Guide for Cooperative Industrial Pro- 
grams. Learning Activity Package. LAP 4. 

• ED|93'523 

Military Curricula for Vocational & 
Technical Education. Constriiaion Electri- 
cian/Power and Communicauons Cable 
Splicing, 5*3. 

ED 183 825 

Military Cumcula for Vocauonal & 
TechmcaJ Education. Scwmg Machine 
Maintexiance» 18-3. 

ED 1 83 837 

Mil!tar>| Curricula for Vocational & 
^Technical Education. Light Frame Con- 
struction II. 

ED 183 822 

Kfilitary Cumcula for Vocational & 
TechmcaJ Education. Carpentry Specialist, 
3-15. 

ED 183 823 

Military Curricula for Vocational A 
Technical Education. Light Frame Con* 
struction I. 

^ ED 183 821 

Military Curricula for Vocational A 
Technical Edif cation. Diver Second Ctass» 
15-3. 

ED 183 834 

Military Currioila for Vocational A 
Technical Education. Metals Processing 
Specialist. Blocks V and VI. Classroom 
Course 13-7. 

ED 191 988 

»Military Curricula for Vocational A 
Technical Education. Metals Processing 
Specialist* Block VI1» Classroom Course 
13-8. . 

• ED 191 989 

Military Curricula for Vocational A 
Technical Education. Metals Professing 
Specialist; Blocks I and I L Oas^oom 
Course 13-5. ^ 

ED 191 986 

Military Curricula for Votaiional A 
T^hnical Education. Metals Processing 



Specialist. Blocks III and IV, Classroom 
Course 13-6. 

ED 191 987 
Millwright Instructional Materials. 

ED 194 696// 

Promotmg Sex Equity m the Classroom. 
Module 12» Trade and Industrial Educa- 
tion. Revised, 1980. 

ED 190^ 
REACH. Air Conditioning Units. 

ED 190840 
REACH. Electricity Units. Secondary. 

ED 190 837 

REACH. Electricity Units, Post- 
Secondary. 

ED 190836 

REACH. Healing Units. 

( ED 190835 

REACH. Majtfr Appliance. » 

ED 190839 

REACH. Refrigeration Units. 

ED 190834 

REACH. Residential Electrical Wiring 
Umts. 

ED 190838 

REACH. Teacher's Guide Volume II. 
Check Points. 

ED 190 843 

REACH. Teacher*s<juide. Volume I. Post- 
Secondary Program Management. 

ED 190841 

REACH. Teacher's Guide. Volume ML 
Task Analysis. 

ED 190844 

REACH. Teacher's Guide. Volume 1. 
Secondary Program Management. 

ED 190842 

Safety. A Guide for Industrial Cooperative 
Training Programs. Learning Activity 
Package. LAP 6. 

ED 193 525 

Student Assessment System . Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume II: 
Theory. Georgia Vocational Education 
Program Articulation. 

ED 1^136 

Student Assessment System. Student Per* 
formance Record . T^k Detailing. 
Transportation/Automotive Mechanics. 
Georgia Vocational Education Program' 
Articulation. 

ED 197 134 

Trade and Industrial Education Course of 
Study for Appliance Repair. 

ED 192 143 

Trade and Industrial Reading Strategies. 
1980 Vocational Reading Series. 

ED 192023 

Usin£,/Parliamentary Procedure. A Guide 
for Mndustrial Cooperative Training Pro- 
grams. Learning Activities Package. LAP 
3. 

ED 193 522 

Vocational Industrial Gubs of America. A 
Guide for Industrial Coop^ative Training 
Programs. Learning Activities Package. 
LAP 2. 

BD 193 521 

Vocational Instructional Materials for 
Trade and Industrial Education Available 



from Federal Agencies.* 



ED 190914 



Traffk Acddests 
Military Curricula for Vocational and 
Technical Education. Traffic Management 
and Accident Investigation^ 17-8. 

ED 183 901 

Traffic CoDtrol 
Military Curricula for Vocational A 
Technical Education. Law Enforcement 
Specialist. 17-11. 

ED 183902 

Military Curricula for Vocational and' 
Technical Education. Traffic Management 
and Accident Investigation. 17-8. 

ED 183 901 

Traffk Saf<^ 
Driver Education Ctirriculum Guide. Ad- 
.ministrative Gi^ide for Driver and Traffic 
Safety Education. 

ED 190 866 

Trainiog 

Training Guide for Foodservice Personnel 
m Programs for Young Children. A 
Manual for Nutritionists. Dietitians, and 
Foodservice Specialists Who Are Develop- 
ing and Conducting Training Programs. 

ED 195 701 

Training Methods 
Adult Education Career Path Training 
Resources. A Method, a Process,' and a 
Few Examples: Hqw to Motivate and 
Develop Minority Woijccrs Siahing Work 
in EnU7 Level Jobs via Adult Education. 

ED 193 447 

Transistors 
Military Curricula for Vocational A 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-100-0010. 
Module 25: Special Devices. Study • 
Booklet. 

ED 190 900 

Military Curricula for Vocational A 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-100-0010. 
Module 21: Basic Transistor Theory; 
Module 21T: Multi-Element Vacuum 
Tubes. Study Booklet, 

ED 190 895 

Transportation 
Marketing and Distributive Education Cur- 
rioilbm Guide: Transportation and 
Warehousing. 

ED 186 727 

Military Curricula for Vocational, A 
Technical Education. Petroleum Equip>- 
roent and Technical Operations. QM0142. 
19-5. 

ED 195 785 

Units of Stndy 

Common Core Competencies m Busmess 
Education: Strategies Manual. 

ED 186 729 

Field Testing of the Greenhouse Production 
Section of a Horticulture Laboratory 
Record Book for Pennsylvania, Final 
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164 Units of Study 
Report. 

UrbaaScboob 
Nebraska Vocational Agribusiness Cur- 
riculum for Ciiiy Schools. Career Op- 
portunities in Agribusiness. Basic Skill in 
Asribusiness. A Otrriculum Guide. lOib 
Grade. 

ED 190829 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools.. Production 
Agriculture. Nattiral Resources. A Cur- 
riculum Guide. 1 1 th Grade. 

r ED 190827 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. .-Horticulture. 
Agnoiltural Mechanics. A Curriculum 
Guide. Uth Grade. 

ED 190 830 

Nebraska Vocational Agribusiness Cur- 
riculum Guide for City Schools. 
Agricultural Processing. Companion 
Animals. A Curriculum Guide. 11th 
Grade. 

ED 190 823 

UseStwiks 
Project EFFECT. Energy for the Futtire: 
Education, Conservation, Training. Cur- 
riculum Guide for the Training of Energy * 
Extension Agents. A Working Paper, Sec- 
tion III: Energy Audit Preparation. 

ED 187 866 

Utilities 

Power and Energy Systems Technology 
Program. Research Scries No. 43. 

ED 189 311 

ValWIty 

Prepare Valid Performance Objectives. 

ED 192 157 ' 

Validate an Occupational Analysis. 

ED 192158 

VahKs 

Living, Being. Eating: Decisions We Make. 

ED 197 1 10 

VtbesEdocatioo 

Adult Roles & Functions. A 
* Nonlaboratory Home Economics Course 
for Eleventh and Twelfth Graders. 

ED 195 781 

Adult Roles & Functions. Objective Based 
Evaluation System. 

ED 195 780 

Vetertiary Assistants 
Small Animal Care. 

, ED 181 300 

V^eritaryMedlcbe 

Equine Management and Production. 
Vocational Agrictiiture Education. 

ED 194 774 

Military Curricula for Vocational & 
• Technical Education. Veterinary 
Specialist, Blocks Vll-Xl, 1-4. 

ED 183 820 



VWeota^ Recorders 



4 

Instruct Others to Set-Up and Operate a 
Video System: Professional Preparation 
Module: Resource Person. 

EDa92061 

VisitiBg Homemakers 
A Model Curriculum and Teaching Guide 
for the Instruction of the Homemaker- 
Home Health Aide. 

ED 195 632 

Vocabnlary Derdopmeot 
Allied Health Dictionary 1 . Project HIRE. 

ED ^83 840 
Allied Health Dictionary 2. Project HIRE. 

ED 183 841 

Allied Health Dictionary 3. Project HIRE. 

ED 183 842 

Allied Health Teacher's Manual. Project 
HIRE. 

ED 183 839 
Arc Welding Dictionary 1 . Project HIRE. 

ED 183 844 
Arc Welding Dictionary 2. Project HIRE. 

ED 183 845 

Arc Welding Dictionary 3. Project'HIRE.' 

ED 183 846 

Arc Welding Teacher's Manual. Project 
HIRE. 

ED 183343 

Arizona Bilingual Business and Office 
' Education. Book 1— Bilingual Business 
Grammar. 

ED 190789 

Careers (A Course of Study). Unit V: 
Forms, Forms, Forms. 

ED 195 647 

Culinary Arts Dictionary 1 . Project HIRE. 

ED 183 848 

Culmary Arts Dictionary 2. Project HIRE. 

ED 183 849 

Culinary Arts Teachers Manual. Project 
HIRE. 

ED 183 847 
Graphic Arts Dictionary 1 . Project HIRE. 

ED 183 852 
Graphic Arts Dictionary 2. Project HIRE. 

ED 183 853 

Graphic Arts Teacher's Manual. Project 
HIRE. 

ED 183 851 

Graphics Arts Dictionary 3. Project HIRE. 

ED 183 948 
Upholstery Dictionary 1 . Project HIRE. 

ED 183 855 

Upholstery Dictionary 2. Project HIRE. 

ED 183 856 
Upholstery Dictk)nary3. Project HIRE. 

ED 183 857 

Upholstery Teacher's Manual. Project 
HIRE. 

EDl«854 
Working in the Worid of Children. 

ED 181 299 

Vocatioeal EdicatioQ 

Agricultural Marketing. Instructor's 
Guide. Volume 12, Number 9. Agdex 810, 
Catalog Number AG-8M. 

ED 187952 



Agriculture Education. 
Working. 

Agriculture Education, 
tures. 

Agriculture Education, 
and Building Layout, 

Agriculture Education. 

Agriculture Education. 

Agriculture Education. 



Subj^t Index 

Agricultural Metal 

ED 181 258 
Agriculture Struc* 

ED 181 257 
Elements of Farm 

ED 181 259 
Farm Machinery. 

ED 181 256 
Horticulture. 

ED 181 255 
Soybeans and Rice. 



ED 181 251 

Agriculture Supplies & Services. Volume I 
of 3. 

ED 195 765 

Agriculture Supplies & Services. Volume 2 
of3. 

ED 195 766 

Agriculture Supplies & Services. Volume 3 
of 3. 

ED 195 767 

Air Conditioning and Refrigeration Book 
III. 

ED 195 791 

Air Conditioning. FOS: Fundamentals of 
Service. 

ED 185 283 

Applied Agricultural Science and 
Mechanics 1 and 2. A Curriculum Guide 
for Agricultural Grades 9 and 10. 

w ED 186 701 

Arrange for the Improvement of Voca- 
tional Facilities for Individualized Instruc- 
tion. 

ED 192 155 

Assist Learners in Obtaining the Various 
Voccational Instructional Certificates 
Issued in Pennsylvania. Professional 
Preparation Module: Resource Person. 

EDJ92053 

Assist Vocational Personnel Move toward 
Full Adoption of Performance Based Voca; 
tional Education (PBVE). 

ED 192 159 

Basic Electronics I. 

ED 195 793 

Bearings and Seals. FOS: Fundamentals of 
Service. 

ED 185 425 

Beef Cattle: Selection and Evaluation. 

ED 195 694 

Belts and Chains. FOS: Fundamentals of 
Service. 

ED 185 426 

Bilingual Vocational Educational Cur- 
riculum Development. 

ED192/)39 

Brake Fundamentals. Automotive Ar- 
ticulation Project. 

ED 182428 

Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED195&11 

Competencies for Articulation: Health Oc- 
cupations. 

ED 194753 
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Sobjecl I4^ex 

Compcuncics for Articulation: Procedures 
Manual. 

ED 194 749 

Compclcncy-Bascd Horl'icullurc. 
Floriculture. 

ED 189 38S 

Competency-Based Horticulture. Gardcn- 
ing/Groundskceping. C* 

'BD 189 387 

Conduct a CBTE Oricnution Program. 
Professional Preparation Module: 
Resource Person. 

ED 192 054 

Conduct a Helping Conference. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192 055 

" Conduct a Small Group Meeting. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192057 

Conduct an Observation Session. Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 192056 

Core Curriculum in Agriculture. Phase 1 
Report. 

VED 189 383 
Unit for Teachers of 

Vocational Agriculture. Production 
Agriailture Curriculum Materials Project. 

ED 195 814 

Cosmetology Reading Sutitegies. 1980 
Vocational Reading Series. 

, ED 192 017 

Dairy Herd Health. 

* ED 182510 

dairy Housing and Equipment. A Unit for 
Teachers of. Vocational Agriculture. Pro- 
duction Agriculture Curriculum Materials 
Project. ' 

ED 195 812 

Develop) a Module for Individualized In- 
struction. 

ED 192 156 

The Development and Testing of a 
Sutewtdr Multikvd Cumqilum Manage- 
ment System for* Georgia Vocational 
Education Programs.^ A Model SiAt^ Level 
Curriculum Management System. 

ED 182485 

The Development and Testing of a 
Statewide Multilevel Curriculum Mai^ge* 
ment System for Georgia Vocational 
Education Programs. Curriculum Manage* 
ment Handbook for Vocational Ad- 
ministrators in Comprehensive High 
Schools, Post-Secondary Area Vocational- 
Technical Scboob and Community College 
Vocational Programs. 

ED 182486 

£)eYelopment of an Individualized and 
Or^Qup Instructional Program Based on 
Fmancial Management for Adult/Young 
Farmers in Vocational Agriculture Pro- 
grams in Mij|ouri. Fmal Report. 

^ ED 192036 

Electrical Experimenu. VT-214-10-1. Part 
One. Gride 10, Experimenu 1-63 Revised. 

ED 189 436 

Elccuical Expcrkaaits. VT-214-11. Part 
One. Grade U. Revised. 
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ED 189 437 

Electrical Experiments. VT-^14.12-1. Part 

I. Electric Motor Control. 

ED 189438 

Electrical Experiments. VT-214.12-2. Part 

II. A-C Across the Line Control. 

ED 189 439 

Electrical Experiments. VT-214-12-3. Part 
m.-BasicElccUonics. 

ED 189440 

Electrical Experimenu. VT'214.12^. Part 

IV. A-C Reduced Voltage Controb. 

ED 189441 

Electrical Experimenu. 'VT-214.12-5. Part 

V. Transformers. 

ED 189442 

Electrical Experimenu. VT-214.12-6. Part 

VI. Poly-Phase Alternators. 

ED 189443 

Electrical Systems. FOS: Fundamentals of 
Service. 

ED 185 2S4 

Energy Conservation Strategies for Tomor- 
row's Workers: A Review of Instructional 
Materials. 

ED 197 123 

Energy: ECCMC Special Bibliography ih 
Vocational & Career Education. 

ED 185 329 
Engines. FOS: Fundamentals of Service. 

ED 185 285 

Entrepreneunhip Education; Applying the 
SkilU. 

^D 190864 

Entrepreneurship Education: Learning the 
Skills. 

ED 190863 

Entrepreneui^hip Education: Supplemen- 
tary Readings. 

ED 190 865 

Equal Is Better: A Voc Ed Guide to Sex 
Fairness Resources and the Law. Voca- 
tional Education I>evelopment Series No. 
8. 

ED 186716 

Equine Management and Production. 
Vocational Agriculture Education. 

ED 194 774 

Eqitipment Operator 1 & C. 

* ^ ED 182505 

Establish and Maintain Records in the 
VITA^L Management Information System. 
Professional Preparation Module: 
Resource Person. 

ED 192058 

Evaluate a Product or Process Type 
Teaching Performance. Professional 
Preparation Module: Resource Person. 

ED 192059 

Facilitate a Council of Educators* Review. 
Professional Preparation Module: 
Resource Person. 

ED 192060 

Farm Biisine^ Management. Instructional 
Material. Year 1. 

ED 182417 

Farm Business Manager. A Catalog of 
^tsks. Performance Objectives, Per- 
formance Guides, Tools, and Equipment. 
Revised for Use in South Carolina. 

ED 194 797 



Vocational Education 
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Fasteners. FOS: Fundamentals of Service. 

ED 185 286 

Feeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 813 
Fertilizer and Lime: Why They Are Used. 

ED 182511 

Fiber Glass/Plastics. FOS: Fundamentals 
of Service. 

ED 185 427 . 

Fidd Testing of the Greenhouse Production 
Section of a Horticulture Laboratory 
Record Book for Pennsylvania. Final 
Report. 

ED 192 160 

Floricxilture. Sdccicd Learning Activity 
Packages.. 

ED 181264 

Fuels, Lubricants, and Coolants. FOS: 
Fundamentab of Service. 

,ED 185 333 

Gardening and Groundskeepmg. A Series 
of Learning Activity Packages. Volume 11: 
Learning Activity Packages 43-84. 

ED 181 268 

Grain Handling and Storage. 

ED 195 762 

Guidelines for Keeping, the Cornell. Farm 
Account Book. Teacher Manual. 

ED 182 509 

Guidelines for Keeping the Comdl Farm 
Account Book. Student Manual. 

^ * ED 182 508 
Handbook for Vocational Education for 
the Handicapped. 

ED 183 788 

Hydraulics. 

ED 195 792 

Hydraulics. FOS: Fundamentab of Ser- 
vice. 

ED 185 287 

Identification of Pans Failures. FOS: Fun- 
damentals of Service. 

ED 185 332 

Instruct Others to Set-Up and Operate a 
Video System^ Professional Preparation 
Module: Resource Person. 

gD 192061 
Introduction to Agribusiness. Unit A-6. 

^ED 190 814 

Introduction to Vocational 
Agriculture/Agribusiness. Unit A*l . 

ED 190513 

Kansas Vo^ational^ Agriculture Education. 
Basic Core Curriculum Project, Hor- 
ticulture I. 

* . ED 185 368 
Kansas Vocational Agriculture Education. 
Basic Core ^ Curriculum Project, Hor* 
ticultare 11. 

/ . . ED 185069 

Kansas Vocational Agriculture Education. 
Basic Core Curriculum Project, Hor- 
ticulture III. 

ED'fS5 370 

Kansas Vocational Agriculture Education. « 
Bask Core Curriculum I. 

ED 1,92 051 

Kaiuas Vocational Agrictilture Educaton. 
Basic Core Curriculun) IV. ^ * 
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Subject Index 



ED 192052 
Leadenhip Devdopment. Unit A*2. 

ED 190812 

Legal Assistant Program. A Suggested / 
Two-Year Post-High School Curriculum. 

^ ED 182 553 
Let's Teach Safety. A Directory of 
Classroom Resources. 

ED 195 794 

Livcstocl; Judging. A Unit for Teachers of . 
Vocational Agriculture. Production 
Agriculture Cumculum Materials Project. 

ED 195 816 

Local Implementation of Performance- 
Based Curriculum. Final Report. 

ED 189 295 
Manage Individualized Instruction. 

ED 192 154 

Military Curricula for Vocational & 
Technical Education. Packing and Unitiza- 
tion, 19-2. 

ED 183 903 

Military Curricula Jor Vocational & 
Technical Education. Continuous 
Photoprocessing Specialist, 16-4. 

ED 183 899 

Military Cumcula for Vocational & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks I and II, 8-9. 

ED 183961 

Military Cumcula for Vocauonal & 
Technical Education. General Purpose 
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tronics Curriculum Guide, Phase II. In- 
structional Modules, Level III. 

. ED 182 439 

Industrial Education. Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
structional Modules, Level II. 

ED 182 438 

Industrial Education. Elecfficity/Elec- 
tronics Curriculum Guide, Phas^ -11. In- 
structional Modules, Level I (9 Week). J 

. • . ED 182^36 

Industrial Education. Electricity/Elec- 
tronics Curriculum Guide, Phase II. In- 
structional Modules, Level I (1 8 Week).^ 

ED 182497 

Sparkmatt, ClaHce 
Three Modules for Electroni.es 
Mathematics. (Remedial/Dcvelopmcntal). 

ED 197 120 

Sp^SaOyH. 

Biomedical Equipment Technclogy: A Cur- 
riculum Planning Resoun^e Guide. 

ED 186^769 

Halfway House Management: A Cur"^ 
rkulum Planning Resource tjuide. 

ED 186768 

Industrial Hygiene Techn61ogy: A Cur- 
rictilum Planning Resource Guide. 

fiD 186767 

Podiatric AssisHng: A Curriculum Plann- 
ing and Resource Guide. 

ED 186 765 

Solar Energy Technology: A* Curriculum 
Planning and Resource Guide. 

ED 186:^66 

Swine Confinement Management: A Cur- 
riculum Planning and Resource Guide. 
I - * ED 186 764 

Staifldi Carter 

REACH. Heatteg Units. 

ED 190 835 

Ss^lmaa, WDliam D. 

Designlna Training Plans for Distributive 



ED 185 388 

Taylor, Mkhad ' ' 

Topographic Map and Compass Use. Stu- 
dent Manual. ^ 

ED 182 507 

TiKHnis-Gordofi, Sandy L. ^ 

Halfway House Management: A Cur- 
riculum Planning Resource Guide. 

ED 186 768 

Solar Energy Technology: A Curriculum 
Planning and Resource Guide. 

ED 186 766 

Tbonttos, L. Jay 

Carpentry Reading Strategics. Vocational 
Reading Series. 

ED 192025 

Cosmetology Reading Strategies. 1980 
Vocational Reading Series. 

ED 192017 

Dau Processing Reading Strategies. 1980 
Vocational Reading S^ies. 

ED 192 024- ' 
Medical Assisting Reading Strategies. 1980 
Vocational Reading Series. 

ED 192018 

Trade and Industrial Reading Strategies. 
1980 Vocational Reading Series. 

ED 192023 

TtodaliUoydW. 
The CAP Approach to Modifying Voca- 
tional Programs for Handicapped 
Students. Vol. 1 : Agriculture with an E;c- 
ample in Hortictilture. 

ED 181 216 

Troitt, Debbie 

Vocational Home Economics Education. 
Custom Sewing. 

ED 190 768 

Vocational Home Economics Education. 
Home Economics II. Basic Core. Revised 
Edition. 

ED 19^701 

Tnriey, Kay 

Careen (A Course of Study). Um't I: Self 
Inventory. 

PD 195 643 

Careers (A Course of Study). UnitII:How^ 
to Start Looking for That Job. 

ED 195 644 

Careers (A Course of Study). Unit IIL Do 
It Right. . • • . 

ED 195 645 

Careers (A Course of Study) Unit IV. Ap- 
plying for the Job. 

ED 195 646 

Careers (A Course of Study). Unit IX: 
Chahge Making. 

ED 195 651 

Careers (A Course of Study). Unit V; 
Forms, Forms, Forms. 

ED 195 647 

Careen (A Course of Study). Unit VI: In- 
terviewing for the Job. 

ED 195 648 

Careen (A Course of Stud^). Unit VII; 



ERLC 



176 Tnricy, Kmy 



Now that You've Got the Job— How Do 
YouKccp.lt/ 

£0195 649 

Careen (A Counc of Study). Unit VIII: 
B^dgctiDS— What to Do With Ybur 
Paycheck. 

ED 195 650 




Wcs^nx^ Raymotd £. 

Machine Shop Projects. 
General Inforfliation. 



Instructor Guide. 
ED 197 124 



Uptos^LMaKidow 

Techniques f6r Elpnhiating Sex Discrimina- 
tion from VocatmaT Education: An>^- 
structor's Guide for Culinary^ Aru. 
\ ED 192031 

UaofOtHopm 

Vocational Preparation Curriculum: 
^ Welding. 

ED 195 809 

Veiieyte-Hniiari, Mary EQes 
Project Open Door. Final Report. 

ED 181 225 

Walker G»cC 

Solar Energy Installers Curriculum Guides. 
Book II. 

^ ED 189 391 

Solar Energy Installers Curriculum Guides. 
Book I. J 

ED 189^90 

Solar Energy IitstaDen Curriculum Guidei. 
Final Report. . 

ED 189 389 

Walsky^AineM. 

Working in the World of Children. 

ED 18/299 

Wandas, James F. ^ 

Student Assessment System. Domain 
Referenced Tests. Transporta* 
tfon/ Automotive Mechanics. Volume I: 
Skills. Georgia Vocationfl Edilcation Pro- 
gram Articulation. 

ED 197 135 

WatkhB, Janes F.Cm^ ^ 

Student Assessment", System. Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume 11: 
Theory. ^ Georgia Vo^onal * Education 
Program Articulation. 

' ED 197136 

Wel^AaitaH. 

Seafood Manual tor School Food Service 
Personnel. 

ED 191 992 

Seafood Products: An Instructional Guide 
for Home Economics Programs. 

ED 191 991 

Seafood Products: Food Service Program 
Guide. 

ED 191 993 

Trade and Industrial Education Course of 
Study for Appliance Repahr; 

ED 192 143 

WcM^CailE. 
Task Analysis Inventories. Sales II. 

ED 197\)57 



WetterlkfcC - 

Mountain Plains Learning Expqience 
_ Guidej^ Drafting. Course: Basic tirawing, 
* Revised Edidoh. 

ED 197 155 

''^W^at, Valerie 

Women and Work— New Options. A Guide 
to Nonprint Media. 

ED 189 451 

Wkeatley,J. 

Mountain Plains Learning Experience 
Guide: Drafting. Course: Basic Drawing. 
Revised Edition. 

ED 197 155 

Wkder.UUiao 

The Changing Roles of Males and Females. 
Curriculum Guide. 

# i ED 182557 

Wkitakef. Carols. 

Seafood Manual for School Food Service 
^d^CTSonnd. 
/ ED 191 992 

WnUams, Sarah, Comp 

'Equal Is Better: A Voc Ed Guide to Sex 
Fairness Resources and the Law. Voca* 
donal ^ucation Development Series No. 
8. 

ED 186716 

WQUans* Terry 1^ 
Task Validation of 16 General Merchandise 
hig: Department Store Occupations. 

ED 189272 



WoUayk^AlisoaNL 
Dairy Herd Health. 



ED 182510 



ZOler.T. 

Mountahi Plains Learning Experience 
Guide: Appliance Repair. Course: Motor- 
Operated Appliances. 

ED 1.97 139 

Mountahi Plains Ltamlng Experience 
Guide: Appliance Repahr. Course: Heater- 
Type Appliances. 

. ED 197 138 



Mountahi ' PUins Leamkg 
Guide: Electric Motor Repair. 



Experience 
ED 197 160 
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Institution. 



Oocunwit Title 



lUtfm, me Stale UaW., New Brmaswlck, 
N J. Coopcrtthre Extewkw Sertkc. 
^ Hdpinf Families Adjust to Economic 
Change. A Project Report. 

ED i81'239 



Accession Number 



Air Force Sdiool of Applied Aerossace 

Sdeaccs, CbuBite AFB, HI 
Military Curricula for Vocational & ^ 
Technical Education. General Purpose 
Vehicle Mcdianic. Blocks I and II, 8-9. 

- _ — ^ - ED 183 961 -^ 

Military Curricula for Vocational & 
Technica) Education. General Purpose 
Vehkle Mechanic, Block III, 8-10, 

0^183 962 

Military Currictihim Materials for Voca- 
tk)nal and Technical Education. Fu^ Prch^ 
tcctkm Specialist, CDC 57150, 17-12. 

, ED 195 778 - 

Air. Force Sc^ of Ap^ Aeroa^ 

Sckaces, Lakehad AFB, Tex« 
Military Cunicula for Vocational & 
Technical Education. StiD Pholojour-, 
nallsm Techniques, 16-3. 

ED 183 900 

Military Curricula for Vocational & 
Technical Education. Social Problems of 
Police Administration^ 14*2. 

ED 183 833 

Air Force Sdm) of A|»lk4 Aoospace 
SdcKes* Skcmr^ AFB, Tex* 

MiKtary Curriculum Materiab for Voca- 
tional and Technical Education. Telephone 
Switching Equipment Repairman ,54. 
(Electromechanical) CDC3625 1 . 

ED 194781 

Air Force Tnki^ Comsaad, Keea^ AFB, 

Military Curricula for Vocational & 
Technical ^Education. Communications 
Computer Programmer, 4-2. 

ED 183 895 

Air Trak^ Ommv^ Lack&u4 

AFB, Texas 

, Military Curricula for Vpcational & . 
Tedmical Education. Law Enforcement 
Specialist. 17-! I. 



)^D!83 902 

Air Force TnUabig Commaad, Lowry AFB, 
Cok). 

Military Curricula for Vocational & 
Technical Ed4icationr Continuous 
Pholoprocessing Specialist, IW, 

ED 183 899 

Military Curricula for Vocational & 
Technical Education. Materiel Facilities 
Specialist, 19-1, 

ED 183 838 

Air Force Traiai^ Comauid, 5k?^ AFB, 
Tex. 

MHitary Curricula for Vocational & 
Technical Education. Veterinary 
Spccjalist. Blocks III-VI. 

^ ED 183 819 

IWilitary Currictila for Vocational & 
Technical Education. Physical Therapy 
Specialist, 10^. 

ED 183 897 

Military Curricula i for Vocational & 
Technical Education. Carpenuy Specialist, 
3-15. 

ED 183 823 

Military Curricula for Vocational & 
Technical Education. Rcfrijtcration & Air 
Conditioning Specialist, Blocks III-V, 1 1-7. 

ED 183 831 

Military Curricula fw Vocational & 
Technical Educatioo. Refrigeration and Air 
Conditioning Specialist, Blocks VI-DC. 

* • ED 183 832 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Conditioning Sj>ecialist^ Blocks MI. 

ED 183 830 

Military Curricula for Vocational f & 
Technical Education. Veterinary 
Spodali^ Blocks VII-XI, M. 

ED 183 820 

Military Curricula for Vocational & 



Technical Education. Tel^hone Equip- 
ment Ixutailer-Rcpauman, 5-4. 

ED 183 826 

Air Force, WwWagtoa, D.C 

Military Curricula icnr Vocational and 
Technica] Education. Traffic Management 
and Accident Investigation, 17-8. 

ED 183 901 

Air UsIt. Gaiter AFS, Ala« ExteasioB. 
Coarse last 

Military Curricula for Vocational & 
Technical Education. Dental Specialist, 10- 
i. 

ED 183 960 

Alabama State I^Af EdacatkB, Mos- ' 
tfosery. Dir. of Adidt Basic Edacatioa. 

Good Ideas for Teaching Daily Adult Liv* 
ing. 

ED 18? 399 

Alakam State Deft of Edicatiofi, Moa- 
tfOB^, HomeEcooomScsSmice. 

Energy Conservation in the Home, Per- 

f onnance Eased Lesson Plans. 

ED 192073 

Alttka State De^ of EdttcatioB, Jaaeaa. 

Modd Training Guide. Fu^fighterl. 

ED 183 917 

Aaericaa Aaaodatioa of Coflmnity aad 
Jn^r Cdkfcs, Waihisiloa, D.C 

Legal Assistant Program. A Suggested 
Two-Year Post-High School Curriculum. 

ED 182553 

Aflitticaa btttidto f or Researdi .ia tie 
Behavioral Sdeices, Pak Aho, Cailt 
Energy Conservation Strat^ies for Tomor- 
row's Workers: A Review of Instructional 
' Materiab. 

ED 19T 123* 
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AmerktB Vocatioaal Assockdon, lac Art- 
iigtOB,Vft. . 

Let's Teach Safety. A Directory of 
* Classroom Resources. ^ 

ED 195 794 

Arizon State Board of Direaors for Jensor 
Coikges, Phoenix^ 

Competency- Based Comnion-Core Cur- 
riculum for Fire Saence Education. 

ED 189420 

ArizoBa State Dept of EdocatioB, Pboenix. 

Arizona gilingual and Office Education. 
Book in— Bilingual Business Practice. 

ED 190791 

Arizona Bilinguai Busmess and Of fice 
Education.' Book IV— Bilingual Business 
Careers. 

ED 190792 

Arizona Bilingual Business and OfHce 
Education. Book 1— Bilingual Busmess 
Grammar. 

ED 190789 

< 

Arizona Bilingual Bilisiness and Office 
Education. Book II— Bilingual Business 
Practice. 

ED 190 790 

Arizosa Unh. Tocsoii* D^ of Business and 
Career E4Dcatio&* * . 

Arizona BiiinguaL^and Office Education. 
Book III— Bilinn&l Business Practice. 

_ 19079r 

Mizona Bilingual Business and Office 
Education. Book IV— Bilingual Busmess 
Careers. 

ED 190 792 

Arizona Bilingual Busmess and Office 
Education, Book II— Bilingual Busine^ 
Practice. 

ED 190 790 

Arizona Bilingual Business and Office 
Education. Book 1— Bilingual Busmess 
Grammar. ' " 

ED 190789 

Arkansas State De^ of Liocatioft, little 
Rock. Dh. of Vocatioaal, Tedmkal %xA 
Adah EdQcatioii. 

Arkansas' Office Procedures Curriculum 
Guide. 

ED 190772 

Arkaasas Unh. FayettcTflle, De^ of Voca- 
tk>ia] EiacatioB. 

Arkansas* Office Procedures Curnculum 
Guide. 

ED 190772 

Array Academy of Heahk Scksccs, Fort Sam 
Hottstoa,Tex. 

Military Curricula for Vocational & 
Technical Edticadon. Clinical Specialist. 
10-17. 

ED 183 89& 

ANay last, pf Adttlalstnttkm, Ft« Beaiamia 
Htrrisofi,Ifi^ 

Military Curricula for Vocational' & 
Technical Education. Computer Systeni 
Operation, 4-3. * 

\ ED 183 824 



ArmyQtBurtermasterSdwoljFt Lee^Va. 

Military Curricula for Vocational & 
Technical Education. Fabric Repair 
Specialist* 18-1. 

€D 183 835 

Army Trainlag Sepport Center, Fort Eostis, 
Va, 

Military Curricula for Vocational & 
Technical Education. Petroleum Equip* 
ment and Technical OperationSt QM0142, 
19-5. _ _ 

ED 195 785 

Associated General Contractora of America, 
Washington, D.C. • 
Millwright Instructional Materials. 

ED.194 696// 

AngBsU Area VocatioDal-Tecfankal School, 
Ga. * ' 

Machine Shop Projecu. Instructor Guide. 
Genera] Information. 

ED 197 124 

Bismarck Jimlor Cod N. DaL 
Power and Energy Systems Technology 
Program. Research Scries No. 43. 

ED 189311 

Boston Unh. Mass. School of EdiKation. 
Allied Health Dictionary 1 . Project HIRE. 

ED 183 840 

- Atiied Health Dietionary 2. Project HIRE. ^ 

. ED 183 841 

Allied Health Diction^iry 3. Project HIRE. 

ED'183 842 

Allied Health Teacher's Manual. Project 
HIRE. 

ED 183 839 
Arc Weldhig Dictionary 1 . Project HIRE. 

. ' ED 183 844 

Arc Welding Dictionary 2. Project HikE. 

ED 183 845 
Arc Welding Diationary 3. Projett HIRE. 

^D 183 846 

Arc Welding Teacher's Manual. Projcd 
HIRE. 

ED 183 843 

Culinary Arts Dictionary 1 . Project HIRE. 

ED 183 848 

Culinary Arts Dictionary 2. Project HIRE. 

ED 183 849 

Culinary Aru Dicdonary 3. Project HIRE. 

ED 183 850 

Culinary Arts Teachers Manual. Project 
HIRE. 

ED 183 847 
Graphic Aru Dictionary I . Project HIRB. 

ED 183 852 
Graphic Aru Dictionary 2. Project HIRE. 

ED 183 853 

Gra;Jhic Aru Tcachcr*$ Manual. Project 
HIRE. 

ED 183 851 

Graphics Aru Dictionary 3. Project HIRE. 

ED 183948 
Upholstery Dictionary 1 . Project HIRE. 

ED 183 855 

Upholstery Dictionary 2. Project HIRE. 

ED 183 856 



Upholstery Dictionary 3. Project HIRE. 

ED 183 857 

Upholstery Teacher*s Manual. Project 
HIRE. 

ED 183 854 

Bttrean of Occspatlonal and Adult Edncatlon 

(DHEW/OE), WashingtoB, D.C. 
Military Curricula for Vocational & 
Technical Education. Telephone Equip- 
ment Installer*Repairman, 5-4. 

ED 183 826 

Calexko Unified School District, CaUf. BU- 

hignal EdQcatioD Program. 
Military Curriculum Materials for Voca- 
tional and Technical Education. Petroleum 
Supply Specialist. 76 W 10, 19-4. 

ED 195 779 

California State Dept. of Edocation, 
Sacramento. Boreas of Bizslness Edocation. 

Business Education Data Dissemination 
' System: Catalog i. ^ * 

^ ED 186728 

Common Core Competencies in Business 
Education: Strategies Manual. 

ED 186729 

California SUte Dept. of Education, 
Sacramento. Boreao of bdostrial Edocatloa. 
Industrial Education. Electricity/Elec- 
tronics Cumculum Guide, Phase II. In- 
structional Modules, Level III. 

^ — - ED 182439 

Industrial Education. ^ Electricity/ Elec- . 
tronics Curriculum Guide, Phase II. In- 
structional Modules, Level II. 

ED 182438 

Industrial Education. Electricity/Elec- 
tronics Currictiluin Guide, Phise II. In- 
structional Modules, Level I (18 Week). ^ 

Epj82437 

Industrial EdUcauon. Electricity/Elec- 
tronics Ctirriculum Guide* Phase II. In- 
structional Modules. Level I (9 Week). 

ED 182436 

CalHomia Unh. Sai^a Barbara. 

Design. Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers with Limited English- 
Speaking Ability Who Return to Formal 
Education. Final Report. Volume 
II— Currictilum puide and Career Educa- 
tion Manual* Part I. - 

ED 185 293 

Design, Development, and Evaluauon of 
Career Education Materials* for Adult 
Farmworkers with Limited English- 
Speaking Ability Who Return tp Formal 
Education. Fiiud Report. Volume I. 

ED 185 292 

Design. Development, and Evaluation of 
Career Education Materials for Adult 
Farmworkers. Final Report. Volume 
II— Curriculum Guide and Career Educa- 
tion Manual. Pan II. 

ED 185 294 

Cere; Unlfkd Sdtool District, CaUf. 
Curriculum Guide for 'ESL/ Agriculture ' 
Secretaries'. A Vocational.. Approach for 
Teaching 'English>as-a-Second Language'. ^ 
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ED 195 741 

Chawite AFB Technical ThOnl^ Center, IlL 

Military Curricula for Vocaiional & 
Technical Education. Metals Processing 
Specialist, Block VII, Classroom Course 

ED 191 989 

Military Curricula for Vocational & 
Technical Education. Metals Processing 
Specialist, Blocks 1 and U, Classroom 
Course 13-5. 

ED 191986 

Military Currictila for Vocational & 
Technical Education. Metals Processing' 
Specialist, Blocks V and Vir Classroom 
Course 13-7. 

ED 191 988 

"^"^ilitary Curric\ila for Vocational & 
Technical Education Metals Processing 
Specialist, Blocks 111. and IV, Qassroom 
Course 13-^. I 

^ |fc:^ED191987 

Chief of Nsral EdixktioD aj^ Training Sup- 
port, Pensacola, Fla. 

Military Curricida' fpA 'Vocational & 
TechnicaJ Education. ^6asic Electricity and 
Electroijcs. CANTRAC A-10(WX)10. 
Module i^- Wave 'Shaping Circuitit. Study 
. Booklet. \ \ 

\ •EDtJ90899 
Military Chmcuia for YocaUonaJ & 
Technical EoiicailOB Basjc Electncrty and 
Electronics Individualized Learning 
System. CAKTRAC A-10(WX)1Q^. Module 
Ten: Trans foifroers. Study Booklet. 

ED 190 887^ 
Military Curricula for Vocauonal & 
Technical Edi cauon. Basic Electricity and 
Electronics. - CANJRAC A-100-0010. 
Module 23: M iltivibrators. Study Booklet. 



Military Cu[TiCula 
Technkal Education 
Electronics 
System. CA 
Five: Relatic 
and Resisu 



ED 190 898 
for Vocational & 
Basic Electricity and 
Individualized Learning 
PRAC A- 10(WX)10. /Module 
ships of Current, Voltage, 
Study Booklet. 

ED 190 882 
Military ^umcula for Vocational & 
Technical Education. Basic EIcctr^(3 
School. OANTRAC A-100^10. Modules 
20-22. /Power Supplies, Amplifiers, 
w^M^«^<s. Progress Checks. 

ED 190 8^7 

Military Curricula for Vocational .& 
Technical Education. Basic Eleancity and 
Electronics Individualized Learning 
System. -CANTRXC A-100-0010. Module 
Nine. I^elalionships of Current, Counter 
EMF, and Voltage in LR Circuits. Study 
Booklet. 

ED 190 886 





Military Curricula for VocauonaT & 
Technical Education. Basic Electricity and 
Electronici. CANTRAC A-100-0010. 
Module 22: Oscillatbrt. Study Booklet. 

ED 190 896 

itary Curricula for' Vocational & 
^ jBchnkal Education. Basic Electricity and 
Electronics Individualized Learning 



System. CAlirRAC A-100-0010. Module 
Eight: Induction. Study Booklet. 

ED 190 885 

Military Cumcula for Vocauonal & 
Technical Educauon. Basic Electricity and 
Electronics. CANTRAC A-IOO-OOIO. 
Module 21: BiSic Transistor Theory; 
Module 21 T: Multi-Elcmcnf Vacuum 
Tubes. Study-Booklet. 

ED 190895 

Military Curricula for Vocational & 
Technical. Education. Curriculum Outline 
for Basic Electricity and Electronics. CAN- 
TRAC VlOO-0010. 

ED 190 875, 

^Military Curricula for Vocauonal & 
Ttch^i^ Education. Basic Electricity a^d 
ElectroBics. CANTRAC A-100^10. 
Module 20: SoKti State Power Supplies; 
20T Electron Tube Power Suppbcs. Sti^dy 
Booklet. 

ED 190 894 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-l_0O-O01^. Module 
Seven. Combinauoh Circuits and Voltage 
Dividers. Study Booklet. 

ED 190884 

Military Curricula for Vocational & 
Technical Education. Basic Electronics 
School. CANTRAC A-100-0010. Modules 
15-19. Basic Troubleshooting Skills. Study 
and-Progress €hcck^ooklct. 

ED 190893 

Military Cumcula for Vocauonal & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System, CANTRAC A- lOO-OOlO. Module 
Zero. Oncntation. Stu4y Booklet. 

ED 190876 

Military Curricula for Vocational & 

Technical Education. Curriculum Outline 

for Basic * Electricity and Elccuonics 

Moduli 15-25. CANTRAC A 100^10. 

Revised Edition. r^r^,,^^ 
ED 190 892 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC AMOO-0010. Progress 
Check Module. Progress Check Booklet. 

ED 190877 

Military CumculS' for Vocational & 
Technical Education, Basic Electricity and 
Electronics Individualized Learning 
System, CANTRAO A-100-0010. Module 
Fourteen: Parallel AC Resistive-Reactive 
Circuits. Study Booklet. 

ED 190891 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC ArlOO-0010. Module 
Four: Measuring Current and Voltage In 
Series Circuits. Study Booklet. 

ED 190881 

Military Curricula for Vocational & 
Technical Education. Basic Electrichy and 
Electronics Individualized Learning 
S^tcm. CANTRAC A-100-0010. Module 
Thirteen. Scries *AC RLC Circuiu and 
Resotiance. Study Booklet. / 
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Military Curricula for Vojtational & 
/ Technical Education. Basic Electricity and 
Electronics Indivil^alked^ Learning 
System. CANTRAC A-100;0010. Module 
One Electrical Current. Stu^y Booklet. 

J ED 190 878 
}4iiiiary Curricula for < Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-lOO-0010. Module 
Twelve: Series AC Resistive- Reactive Cir- 
cuits. Study Booklet. 

ED 190 889 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
Six: Parallel Circuits. Study Booklet. 

ED 190 883 

Military Cumcula for Vocauonal & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAt A-100-0010. Module 
Eleven: Capacitance. Study Booklet. 

ED 190 888 

Military Curricula for Vocational & 
Techmcal Educauon. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
Two: Voltage. Study Booklet. 

ED 190 879 

Military Curricula for Vocational & 
Technical Educauon. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module • 
Three: Resistance. Study Booklet. 

ED 190 880 

Military Curricula for Vocational & 
Technical Educauon. Basic Electncity and 
Electronics. CANTRAC A-100-0010. 
Module 34: Linear Integrated Circuits. 
Study Bopklct. 

ED 190908 

Military Cumcula for Vocational & 
T^hnical Educauon. Basic Electncity and 
Electronics. CANTRAC O^^IOO-OOIO. 
Module 31: RF, IF, and Vided^pflficrs, 
Study Booklet. . V." 

ED 190904 

Military Currioila for Vocational & 
Tec hnicaL Education. Basic Electricity and 
Electronics, CANTRAC A-100-OOIO. 
Module 32: ' Intermediate Oicillators;^ 
33. Special Devices, Module 34:* 
Integrated Circuits. Studenu 



Module 
Linear 
Guide. 



ED 190 905 
Military Curricula foi* Vocational & 
Technical Education. Basic Elecuiciiy and 
Electronics. CANTRAC A-100-0010. 
Module 30* Intermediate Power Supplies, 
Module 31- RF, IF. and Video Amplifiers. 
%idents Guide. 

. ED 190 902 

Military Curricula for Vocational & 
Technical Education. Basic Elecuicity and^^ 
Electronics. CANTRAC A-100-6pi<^ 
Module 33: Special Devices, ^-^udy 
Booklet. 

y'^ ED 190 907 , 
Military ' Curricula for Vocational & 
Technical Education. Based Elecuicity and 
Electronics. CANTRAC A-lOO-0010. 
Module 32: Intermediate OtcQlators. Study 
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Booklet. 

»ED 190906 

Military Curricula for Vocational & 
^Technical Education. Basic Electricity and 
Elcctrpnics. CANTR^AC A-100-0010. 
Module- 25: Spctial Devices. ^ludy 
Booklet. ^ 

ED 190900 

Military Curricula for Vocau'onal ~ & 
Technical Education.. Basic Electronics 
School., CANTRAC A- 100-00 10. Modules 
23-25: jMullivibrators. Waveshaping Cir- 
cuits, Sfpccial Devices? Progress Check. 

^190901 

I^Militarm Curricula for Vocational & 
Techni^Education Basic Electricity and 
Electronics. CANTRAC A-IOO-OOIQ. ' 
Module 30: Intermediate Power Supplies. 
Study Booklet. 

ED 190903- 



S.C. Vocational EdDcatiofl 



CUffisofl Uoh. 
Meiia Center. 

Beef Cattle: Selection and Evaluation; 

ED 195 694 

Business Machine Repairer. A Catalog of 
Tasks, Performance Objecuvcs, Per* 
formance Guides. Tools, and Equipment. 

ED 194 798 

Floriculture. Selected Learning Activity 
Packages. 

ED 181 264-; 
Gardening and Groundskeeping. A Series 
,of Learning Activity Packages. Volume II. 
Lcajumg Activity Packages 43-84. 

ED 181 268 

Gardening and Groundskeepmg: A Senes 
of Learning Activity Packages. Volume I: 
Learning Activity Packages 1-42. 

£D 185 358 
Housing and Home Fumishmgs Modules. 

ED 194 795 

Housing and Home Furnishings Modules. 
Instructor's Guide. 

ED 194796 
Swine: Selection and Evaluation. 

• ^ ED 195 695 

Tnibtor Mechanics.^ Maintaimog and Ser- 
vicing the Power Train, Learning Activity 
Packages 49-53; Maintaining and SetVicing 
th> Clutch. Learning Activity Packa*gev5^ 
59; Maintaining and Servicing^ the 
Transmission and Differential, Learning 
Activity Packages 60^; Maintaining and 
Servicing the Final Drive, Learning Activity ■ 
Packages . ' 

- , . ' ED 181267 

Tractor Mechanics. Maintaining and^^Ser-* 
vicing the Engine, Learning Activity 
Packages 78-89; Lubricating the Tractor, 
Learning Activity Packages 90-94; Painting 
the Tractor. Learning Activity Packages 95- 

' 96. 

ED 181 265 

Tractor Mechanics. Maintaining and Ser- 
vicing the Cooling System* Learning Active 
ty Packages 3440; Maintaining and Servic- 
ing Hydraulic Systems, Learning Activity 
Packages 4 1-48. 

ED 181 266 

Cotktc ot DiPt^jG!a» EDys, DL 
Compctcncy^j^sed Horticulture. 



Floriculture. 

ED 189 388 

Competcncy«Bascd Horticulture. Garden* 
ing/G rounds keeping . 

ED 189 387 

Solar Energy Installers Curriculum Guides. 
Book n. 

ED 189 391 

Solar Energy Installers Curriculum Guides. 
Book I. 

ED 189 390 

Solar Energy Installers Curriculum Guides. 
Final Report. 

ED 189 389 

Coosectkot State Dept of Educatios, Hart- 
fori DW. ofVocatio&alEdiiduioiL 
Electrical Experiments. VT-214-lO-l. Part* 
One. Grade 10. Experiments 1-63 Revised. 

ED 189 436 

Electrical Experiments. VT-214-ll. Part 
One. Grade 11. Revised. 

ED 189 437 

Electrical Experiments. VT«214-12-1. Part 

I. Eifcctric Motor Control. 

^ ED 189 438 
Electrical Experiments VT-2I4-12r2 Pan 

II. A-C Across the Line Control. 

ED 189 439 

Electrical Experiments. VT-214-12-3. Part 

III. Basic Electronics. 

'M ED 189 440 

Electrical Experiments. VT-214-12-4. Part. 

IV. A-C Reduced Voltage Conuols. 

' ED 189441 
Electrical Experiments. VT-214-12-5. Pan 

V. Transformers. 

ED 189442 

Electrical Experiments. VT«214-12-6. Pan 

VI. Pdy."Phasc Alternators. 

ED 189443 

Industrial Arts Ctffriculum Guide for Draf- 
ting. ^- 

ED 194816 

Coeserta, Ix^ Raleigh, N.C. 

Biomedical Equipment "fcihnclogy. A Cur- 
riculum Planning Resource Guide. 

ED 186 769 

Halfway House Management: A Cur,- 
riculum Planning Resource Guide. 

ED 186 768* 

Industrial Hygiene Technology: A Cur- 
riculum Planning Resource Guide. 

ED 186 767 

Podiatric Assisting: A Curriculum Plann* 
and Resource Guide. 

ED 186 765 

Solar Energy Technology; A Curriculum 
Planning and Resource Guide. 

Ep 186 766 

Swine Confinement Management: A Cur* 
riculum Planning and Resource Guide. 

ED 186 764 

CoraenUBhr. Ithaca,' N.Y^ 
Topographic Iviap and Compass Use. Stu- 
dent Manual. 

ED 182 507 
DdcMe Mappfaig Sc^ Ft Beholr, Va. 



Military Curricula for Vocational &^ 
Technical Education. Map Compilation*^ 
and M^th Review, 3-29. 

ED 183 894 



Mili^^ Curricula for Vocational & 
Techmcal Education. Offset Prmtmg. 5-5. 

ED 183 827 

Delta Pi EpsUon, St Peter, Mian. 

Teaching Shorthand. DclU Pi EpsUon 
Rapid Reader No. 4. 

ED187 940 

D^rtmeat of the Army, Washington, D.C. 
Military Curricula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Pan I, 10-14. 

ED 183 828 

. Military Curricula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Pan II, 10-15. 

ED 183.829 

Dereloprocnt Associates, Inc. Ariington,Va, 
Training Guide for Foodservice Personnel 
in Programs for Young Children. A 
Manual for Nutritionists, Dietitians, and 
J Foodservice Specialists Who Are Develop- 
. ing and Conducting TrainiTig Programs. 

ED 195 701 

Dunbar Adult Center, Witchlta, Kans. 
GED Test Preparation: Practical Reading. 
Nutrition. Health, Recipes. 

ED 195 761 

Eastern Kentucky Uni?. Richmond. Dept of 
Home Economics. / 

* The Chan^g Roles of Mal« and Females. 
Curriculum Guide. 

ED 182 557 

Eastern Washington UnlT. Cheney. 
Designing Trammg Plans for Distnbutive 
Education. Final Repon. 

ED 185 388 

Edttcatioa Commissios of the States, Deo?er, 
Colo. National Assessment of Edocational 
Progress, 
Consumer Skills: Results Manual. 

ED 197 137 

^Aploymeot and Training Adrnkdstrados 
(DOU, Washington, D.C. 
Task Analysis Inventories. Series II. 

ED 197 057 

Emporia SUte Univ. Kans. ' 

Kansas Association of DECA, High School f 
' Division. Examples of 'Written Com* 

petitive Events. 19179-80. 

ED 195 763 

Fleet Training C«ter, Norfolk, Va. 

. Military Curriculum Materials for Voca- 
tional and Technical Education. 
Miniature/Microminiature Electronics 
Repair. CNTT W- 100-00348. Classroom 
Course 7-15. 

ED 193 539 

Florida State Unh. Tallahassee. *School of 
Hof&eCcooomlcs. 



ERIC 



188 



Imtltution Index 



IlUnois State Univ. 181 



Integrating Aging into the Home 
EconomicsJCurriculum. 

Eai90 771 

Fort Stdiaco<»a Cotnmiaity CdL Tacoma, 
WasL 

Washington State Nuning Home Ad- 
iliinistrator Modd Currictxlum. Final 
Report. 

ED 183 913 

Fdkrto* Uiioa High Scbod District, Calif. 
Careers (A Course of Study). Unit I: Sdf 
Inventory. 

ED 195 643 

Careers (A Coui^ of Study). Unit II: How 
to Start Loolcing f op That Job. 

ED 195 644 

Careers (A Course of Study). Unit III: Do 
It Right. 

ED 195 645 

Careers (A Course of Study). Unit IV: Ap- 
plying for the Job. 

ED 195 646 

Careers (A Course of Study). Unit IX: 
Change Maicing. 

ED 195 651 

Careers (A Course of Study). Unit V. 
"Forms, Forms, Forms. 

ED 195 647 

Careers (A Course of Study). Unit VI. In- 
icrtiewing for the Job. 

ED 195 648 

Careers (A Course of Study). Unit VII: 
' Now that YouVe Got the Job— Ho>y Do 
You Keep It. 

ED 195 649 

Careers (A Course of Study). Umt Vlil. 
Budgeting— What to Do With y6\ii 
Paychecic. ' * / 

. EDlSi5650 

Georgia State Deft of E^acatiofi, Atlanta. 
Dir. of Voca^maJ Edacatioi. 

Living, Being, Eating: Decisions We Make. 

ED 197 110 

Georgia U^. Attott* Dir. of Vocatiosal 
E4«catto«, 

The Devdopjnent and Testing of 'a 
Suiewide Multilevel Curriculum Manage- 
ment System for ' Georgia Vocational 
fj, ^Education Programs. A Model Sute Level 
Curriculum Management System. 

ED 182485 

The EJevelopmcnt and Testing of a 
Sutcwide MultBcvd Curriculum Manage- 
ment System for Georgia Vocational 
Education iPrograms. Curriculum Manage- 
ment Handbdoic for Vocational Ad- 
ministrators in Comprehensive High 
Schools, Post-Secondary Area Vocational- 
Technical Schoob an(f Community College 
Vocational Programs/ 

. / ED 182486 

REACH. Air Conditioning Units. 

ED 190840 
' REACH. Electricity Units. Secondary. 

' * ED|90ti7 
RE^CH. Electricity Units. Post- 
Secondary. 

ED 1^836 



REACH. Heating Units. 



ED 190 835 

REACH. Major Appliance. 

ED 190 839 

REACH. Refrigeration Units. • 

EDM90 834 

REACH. Residential Electrical Wiri^ 
Units. 

ED 190 838 

REACH. Teacher's Guide Volume II, 
Check Points. 

ED 190 843 

REACH, Teacher's Gtiide, Volume I. Post- 
Secondary Program Management. 

ED 190 841 

REACH. Teacher's Guide, Volume III. 
Task Analysis. 

ED 190 844 

REACH. Teacher's Guide, Volume 1. 
Secondary Program Management. 

ED 190 842 

Student Assessment System. Admissions 
Guide. Georgia Vocational Education Pro- 
gram Articulation. 

EP 197 128 

Student Assessment System, 'Competency 
Verification Guide. Georgia Vocational 
Education Program Articulation. 

ED 197 127 

Student Assessment System . Domain 
Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulation. ^ 

ED 197 135 

Student Assessment System . Domain 
Referenced Tests. Cosmetology, Volume I: 
Skills. Georgia Vocational Education Pro- 
gram Articulation . 

pD 197 133 

Student Assessment System, E)omain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volun^e II: 
Theory. 

ED 197 131 

^Student Assessment System, E)omain 
'Referenced Tests. Transporta- 
tion/Automotive Mechanics. Volume II: 
Theory. Georgia Vocational Education 
Program Articulation , 

ED 197 136 

Student Assessment System. Domain 
Referenced Tests. Allied Health Occupa- 
tions/Practical Nursing. Volume 1: Skills. 

EO 197 130 

Student Assessment System. Student Per- 
formance Record. Task Detailmg. Allied 
Health Occupations/Practical Nursing. 
Georgia Vo^onal Education Program 
Articulation. * 

ED 197 129 

Student Assessment System. Student Per- 
formance Record. Task Detailing. 
Cosmetology, Georgia Vocational Educa- 
tion Program Articulation: 

ED 197 132 

Student Assessment System. Student Per- 
formance Record, ^ Task Detailing. 
Traitkportation/ Automotive Mechanics. 
Georgia Vocational Education Program 
Ardculation. 

ED 197 134 



Hawaii State Dept of Edocation, H^oololo. 
Office of InstmctioBal Serrices. 

Business Education: Learning Activities 

Packet for Office Education, 

" ED 194809 

Hawaii Unlr. lionolola. Kaplolanl Commanl- 
tyColL 

Competency-Based Education Curriculum 
Guide for Merchandising/Marketing. 

ED 185 257 

Human Resources Management, Inc. 
Washington, D.C. 

Revision and Updating of Listings of Voca- 
tional Instructional Materials Available 
from Federal^encies. Fmal Report. 

ED 194 724 

Vocational Instructional Materials for 
Agricultm^e and Agribusiness Education 
Available from Federal Agencies, 

ED 190909 

Vocational Instructional Materials for 
Allied Health Education Available from • 
Federal Agencies. 

ED 190 912 

Vocational Instructional Materials for 
Business and Office Education Available 
from Federal Agencies. 

ED 190916 ** 
Vocational Instructional Materials for ' 
Marketing and. Distri6utive Education 
Available from Federal Agencies. 

ED 190910 , 
Vocational Instructional Materials for 
Special^ ^ixds Groups: Handicapped. 
EHiadvantaged* Older Americans, Youth 
Employment, Displaced Homemakers, 
Available from Federal Agencies. 

ED 190 915 ^ 
Vocational Instructional Materials for 
Tr^e and Industrial Education Available 
from Federal Agencies. 

* ED 190914 
Vocational Instructional Materials for 
Vocational Home Economics Education 
. Available from Federal Agencies, 

ED 19091} 

niiiMls State Board of E4ocatiofi, Sprittgfield. 
East Centra] ConiciilQm Maaagemeot 
Ceater. 

Energy; ECCMC Special BibUography in 
Vocational & Career Education. 

ED 185 329 

mioois State Office of EdtK^tion, Springfi^ ' 
Dh. < of Adah Vocatioiial aad Teduical 
EdacatkHL 

Entrq)reneurship Education: Applying the 
Skills. 

ED 190 864 

Entrcpreneurship Education: Learning the 
Skills. 

ED 190 863 

Entrepreneurship Education: Supplemen- 
tary Readings. 

ED 190 865 

miaola State Untr. Normal Dept of 
BasiBesBEiocatioi. 

Business Education into the Eighties. Jk 

ED18flf6 
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niisob Unir. Urlusa. Dept« of Vocational 
aod Tecbakal EdocatioiL 

Core Curriculum in Agriculture. Phase I 

Report. 

ED 189 383 

indim Unir. -PBrdiie UqIt. Ft« Wayne^ ind. 

A Plin for the Updatiog and Implemedia- 
tion of Performance-BaW Vocational 
Education Material. Final Report. 

ED 182 550 

I 

Isditaa Unir. Bloomingtoii. Dtpt of Voca- 

tloBal Edocatioii. ' 
Career Ladder Articulation in Marketing 
and Distributive Education, Secondary 

* Levd to Post-Secontlary Level. 

' ED 194812. 

lodiaaa Unir. Sotftii Benl Cebter.for Energy 

CoflserratiotL 
Project EFFECT. ^ Energy for the Future: 
E<iucation, Conservation, Training. Cur-* 
*riculum Guide for the Training of Energy 
Extension Agents. A Wording Paper, Sec- 
tion III: Energy Audit Preparation. ^ 
ED 187 866 

Project EFFECT. Energy for the Future: 
Educaiiton', Conservation, Training. Cur* 
riculum Guide for the Training of Energy 
Extension Agents.. A Working Paper, Sec- 
tion 1 : General Background. * - 

ED 187 864 

Project EFFECT. Energy* for the Future: 
Education, Conservation, Training. Cur- 
ri^uin Guide for the Training of Energy 
Extension Agents. A Working Paper, 
Volume ii: Supplemental Materials. 

ED 187 868 

Project EFFECT. Energy' for tfie Future: 
Educati6n, Conservation, Training. Cur* 
riculum Guides for thl^Training of Eneigy 
Extension Agents. A Working Paper, Sec- 
tion II: Technical Training. 

BD 187 865 

Project EFFECT. Energy for the Future*-^ 
Education, Conservation, Training. Cur- 
. riculum Guide for the Training of. Energy 
Extension Agents. A Working Paper, Sec- 
tion IV: Community Education. 

\ ED 187 867 



teterstate^^Distribothe E4ocation Carricnlsia 

CoBsortiim, ColsmlRB, (Mo. 
Task Validation of 16 General Merchandis- 
ing: Department Store Occupations. 

^ EDTfe9 272 

Iowa State UbIt. of Scksce asd Tedmotosy, 
Aims. Dept. of Home Ecoeomks Evocation. 

Promoting Sex Equity in the Classroom. 
Module 1, Andntroduction. Revised, 1980. 

ED 190 815 

Promoting Sex Equity in the Classroom. 
Module 10, Office Occupations. Revised. 
1980. 

ED 190 824 

Promoting Sex Equity in the Classroom. 
Module 11, Technical Education. Revised, 
1980. 

* 'ED 190 825 
Promoting Sex Equity in the Classroom. 
Module \X Trade and InduttHjil Fxluca- 



tion. Revised, 1980. ' 

ED 190 826 

Promoting Sex Equity m the Classroom. 
Module 2, Sex Equity Guidelines. Revised, 
1980. ' , 

C * ED 190816 

Promoting^ex Equity in the Classroom. 
Module 3,5tratcgics— Art. Revised, 1980. - . 
^ ' ED 190817 

Promoting Sex Equity in the .Classroom. 
Module 4, Straugics— Language. Revised, 
^ 1980. 

• ^ ED 190818 

Promoting' Sex Equity in the Classroom. 
Module 5, Strategies— Content. Revised, 
1980. 

ED 190 819 

Promoting Sex. Equity in the Classroom. 
Module 6, Agriculture. Revised, 1980. 

^D 190820 

Promoting Sex Equity in the Gassroom. 
Module 7, Distributive Education. Revis-^ 
ed, 1980. 

' ED 190821 

Promoting Sex Equity in the Classroom. 
Module 8, Health Occupations Education. 
Revised. 1980. 

' 'ED 190822 

Promoting Sex Equity in the Gassroom. 
Module 9, HomC' Economics. Revised, 
1980. 

ED 190 ^3 

Jefferson Coosty Exteodoo Senice, Gold^ 
Colo. 

Cooking and Nutrition Basics. An Instruc- 
tors Guide for Teaching Cookihg Skills and 
Basic Nutrition to the Chronically Mentally 
111 Who Are Being Trained fbr Independent 
Living. 

ED 195 734 

Jefferson County Mental Healtb Center, 
Gdd^ Colo. 

Cooking and Nutrition Basics. An Instruc- 
tors Guide for Teaching Cooking SkHls and 
Basic Nutrition to the Chronically Mentally 
lU Who Are Being Trained for Independent 
' Living. 

Ef) 195734 

John Deere Co. MoliBe,IlL 

Bearings and Seals. FOS: Fundamentals of 
Service. 

ED 185 425 

^ Belts and Chains. FOS: Fundamentals of 
Service. • - . 

ED 185 426 

Electrical Systems. FOS: Fundamentals of 
Service. 

^* * EDJ85 2S4 

Engine. FOS: Fundamentals of Service. 

ED 185 285 
Fasteners. FOS: Fundamentals of Service. 

^ ED 185 286 

Fiber Gfatts/Plastics. FOS: Fundairfcntals 
♦ of Service. » 

ED 185 427 

Fuels, Lubricants, and Coolants. I;09: 
fundamentals of Service. 

ED 185 333 

Hydraulics. ItOS: Fundamentals of Ser- 



vice. 

ED 185 287 

Identification of Parts Failures FOS Fun- 
damentals of Service. 

ED 185 332 

Mowing and Spraying Equipment. FOS: 
Fundamentals of Service. 

..ED 185 428 

Power Trains. FOS: Fundamentals of Ser- 
vice. 

ED 185 288 

Shop Tools. FOS: Fundamcn|jls of Ser- 
^ vice. ' 

ED 185 429 

Tires and Tracks. FOS: Fundamentals of 
' Service. g 

ED 185 289 

Welding. FOS: Fundamentals of Service. ' 

ED 185 430 

Joint Military if^ackaging Training Center, 
Aberdeen ProTlng Ground, Md. 

Don't Get Fired. 13 Ways to Hold Your 

Job. 

gD 183 908 
Gel Hired. 13 Ways to Get a Job. 

ED 183 907 

Military Curricula for Vocational & 
Technical Educauon. Packing and Umtiza- 
tionJ9-2. 

ED 183 903 
My Job Application File. Third Edition. 

ED 183906 

Kansas St^ Dept of Education, Topeka.^ 
D^t« of Vocatlooa] Agriculture* 
Kansas Vocational Agncultyre Education. 
Basic CoS^e Curriculum I. 

ED 192051 
Kansas Vod^tional Agnculture Educaton. 
Basic Core Curriculum IV. 

ED 192052 

Kansas State UniT. Manhattan. 
Agriculture Supphes & Services. VDlume 1 
of 3. 

ED 195 765 

Agriculture Supplies & Services. Volume 2 
of 3. 

ED 195 766 

Agriculture Supplies & Services. Volume 3 
of 3. 7 

^ ED 195767 

• Ka.^as Vocational Agriculture Education. 
Basic Core Curriculum I. 

ED 192 051 

Kansas Vocational Agriculture £ducaton. 
Basic Core Curriculum IV. 

ED 192052 

Kai^ Sute Unir. MaQha||^ Coll. of 
5docation. , W> 

Projects Strategies for Sex Fairness. 

Changirig Lives: Future Trends. * 

ED 189 338' 

Project: Strategies^ for Sex Fairness. 

Counselor— Encouraging Non-Traditional 

Options. 

ED 189 348 

Project: Strategics for Sex Fairness. Dif- 
ferences between a Girl and Boy^ « 

ED 189 349 
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Project: ^Strategics for Sto Fairness-. 
Evaluating Our School f or Sex. Fairness. 

ED 189 343 

Project: Strategics for Sex Fairness. 
Guidance Tests— Usage Despite Bias, 

{ ED189J45 
Project: Strategies for Sex Fairness. Home 
Economics for All. 

ED 189 351 

Project: Strategies for Sex Fairness, In- 
structional Materials— Usage Despite Bias. 

ED 189 344 

. Project: Si/ategies for S^ Fairness, '^is My 
Guidance Test Limiting Me in Considering 
Future Roles. " 

^ ED 189 337 

Project: Strategies for Sex Fairness. Is My 
Textbook Limiting Me in Considering 
Tuture Roles. ^ 

ED 189 336 

Project: Strategies for Sex Fairness. 
Legislation's Push for Sex Fairness. 

jj ED 189 341 

Project: Strategies for Sex Fairness. Math 
and Science for All. 

ED 189 352 

Project: Strategies for Sex Fairness, My 
Role As a Change Agent. 

ED 189 339 

Project: Strategies for Sex Fairness. My 
School's Role As a Change Agent. 

ED 189 340 

Project; Strategies for Sex Fairness. Profile 
of a Kb n -Traditional Student. , 

ED 189350 

Project: Strategies for Sex Fairness. Re- 
Entering the Work Force— New Options. 

ED 189353 

Proicct: Strategies for Sex Fairness. 
Recognizing My Fair and Unfair Behavior. 

ED1$9 342 

Project: Strategies for Sex Fairness. The 
Academic Teacher- Encouraging Non- 
Traditional Options. * . 

ED 189 346 

Project: Strategies for Sex FaimessN Voca- 
tional Teacher— Encouraging Non- 
Traditional Options. 

ED 189.347 

iUfisas Sute Uoh. Manhattan, Dept. o! 

Adah tad Occnpatloital Education. 
Kansas Vocational Agriculture Education. 
Baiic Core Curriculum Pfdject, Hoj- 
ticuJture I. • 

ED 185 368^ 

Kansas Vocational Agriculture, Education . 
Basic Core Cumculum Project. Hor- 
* *ticulture 11. 

ED 185 369 

, Kansas Vocational Agriculture Education. 
Basic Core Curriculum Project,^ Hor-' 
ticulturelll. 

I ED 185 370 
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KtaUKky Sute D^ of Edttditioii, Fnntkfort 
Berets of Vocatkmal EdocatioA. 
* Mining Careers and Safety Oirricurium 
Guide. j 

ED l»3-794 

Tractor Mechanics.' Maintaining'^attd Ser- 
vicing the Power Train, Learning Activity 



Packages 49*53; Maintaining and Servicing 
the Clutch, Learning Activity Packages 54- 
59; Maintaining and Servicing the 
Transmission and Differential, Learning 
Activity Packages 60-68; Maintaming and 
Servicing the Final Drive, Learning Activity 
Packages 

/ ED 181 267 

Tractor Mechanics. Maintaining and Ser- 
vicing the Cooling System, Learning Activi- 
ty Packages 34-40; Maintaining and Servic- 
/ing Hydraulic Systems, Learning Activity 
Packages 41-48. 

ED 181 266 

Tractor Mechanics. Maintaining and Ser- 
vicing the Engine^ Learning Activity 
Packages 78-89; Lu9ricating the Tractor, 
Learning AcUvity Pacteges 90-94; Pamting 
the Tractor, Learning Activity Packages 95- 
96. 

ED1«1265 

Kentucky Unhr. Lexington. \ Dir. of Voca* 
tiooal Edocatiom 

• Breeding Livestock. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Curriculum Mmeriais Project. 

y ' ED 195 811 

> Com Production. A Unit for Teachers of 
Vocational . Agriculture. Production 
Agriculture Curriculum Materials Project. 

ED 195 814 

Dairy Housing and Equipment. A Unit for 
Teachers of Vocational Agrici^ture. Pro- 
duction Agriculture CurricuhKn Materials 
Project. 

ED 195 812 

Feeding Livestock. A Unit for Teachen of 
Vocational Agriculture. Production 
Agriculture Curriculum Materials Project. 
. ' ^ ED 195813 

Livestock Judging. A Unit for Teachers of 
Vocational Agriculture. Production 
Agriculture Cumculum Materials Project. 

ED 195 816 

Tobacco Production. A Unit for Teachers 
of Vocational Agriculture. Production 
Agriculture Curriculum Materiab Project. 

EP 195 815^ 
Tractor Mechanics. .Maintaining and Ser- 
vicing the Engine, Learning Activity 
Packages 78-89; Lubricating the Tractor, 
Learning Activity Packages 90-94; Painting 
the Tractor, Learning Activity Packages 95- 
96. 

ED 181 265 

Tractor Mechanics. Maintaining and Ser- 
vicing the Power Train, Learning Activity 
Packages 49-53; Maintaining and Servicing 
theOutch, Learning Activity Packages 54- 
59; Maintaining and' Servicing the 
Transmission and Differential, Learning ' 
Activity Packages 60-68; Maintaining and 
Servicing the Final Drive, Learning Activity 
Packages 

ED 181 267 

TractotiMechanics. Maintaining and Ser- 
vicingjme Cooling System, Learning Activi- 
ty Psfckages 34-40; Maintaining and Servic- 
ing hydraulic Systems, Learning Activity 
Packages 41-48. 

ED'181266 
Laae Cotemsaity CoIL Ettgt9e,0reg. 



Industrial Orientation. 



ED 190766 



Lennox Industries, Inc. Dallas, Tex. 
Solar Job Related Training. 

ED 18? 367// 

Lincoln Pobllc Schools, Nebr. 
Competencies for Articulation: Auto 
Mechanics. Tests. 

^ ED 194700 • 

Competencies for Articulation: Drafting. 

ED 194750 

Competencies for Articulation: Electronics. 

ED 194 751 

Competencies for Articulation: Electronics. 
Tests. \ 
^ED 194752 

Competencies for Articulation: Health Oc- 
cupations. ' 

^ ED 194753 

Competencies for Articulation: Office Oc- 
cupations. Tests. 

ED 194^99 

Competencies for Articulation; Procedures 
Manual 

ED 194749 

X ^ T 

Marine Corps Senrice Support SdKwb, Camp 

Lejecne, N.C. 
Military Curricula for Vocational Sl 
Technical Educadan. Basic Baker, 9-4. - 

ED 183959 

Marshall Univ. Hontington, W. Va« Deft of 
Occopatlo&al, Adah, and Safety EdiKatioa. 
Demonstration of the Competency-Based 
Curriculum for Distributive Education and ^ 
Distributive Cooperative Training Pro- 
grams. Final Report. 

ED 182 506 

Maryland UuIt. College Park, Dept of In- : 
dostrial Edtication. f 
Characteristics of Dis^dvantBged Learners. 

ED 186 689 
Disadvantaged 

ED 186687 
Disadvantaged Learner Analysis Profile. 

/ ED 186^ 

Disadvantaged Learner Referral Process. 

ED 186688 

Occupational Cluster Analysis forpisad- 
van taged* Vocational Learners. \ 

ED 186 691 

School and Community Resources for 
Disadvantaged Learners. 

ED 186692 

Maryland Vocatlooal Ouriculam Reses^ 
antf DeTdopmeitt Carter, Colleg^Park. ' 

Vocational Curriculum Resources for Bil- 
ingual Students. A Ouide to Print and 
Non-Print Instructional Materials. 

ED 182-494 

Vocational Curriculum Resourced for 
Disadvantaged Students. A Ouide to Print 
and Non-Print Instructional Materials. 
VoluniWI. 

ED 182 496 



Diagnostic Assessmcijt of 
Vocational LeamA^, 
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184\^ MarylaQd Vocational Curricolam Research > 



Institution Index 



Vocational Curriculum Resources for 
Disadvantaged Students. A Guide lo Print 
and Non-Print Instructional Materials. 
Volume I. 

ED 182 495 

Vocational . Curriculum Resources for 
'Disdvantagcd Students. A'Ouide to»Print 
and Non-Print Instructional Materials. 
Volume IIJ. 

ED 182497 

Vocational Curriculum Resources for Han- 
dicapped Students. A Guide to Print and 
Non-Print Instructional Materials. 

ED 1824^8 

Meifl»Us State Ufib. Tesn* 

Competency-Based Ciyriculum for 
Marketing and Distributive'Bducation I. 

ED 193 430 

* • 
MesaCominiBityCdL Ariz. 
Developing Job Skills for Special Needs 
Students. A Curriculum Guide. 

. ED 194776 

Youth Employment Training * Program 
Development Manual for the Special Needs 
Student. 

, . ED 194775 

^uth Employment— Training Career Ad- 
visement with the Disabled. 

feb 194777 

MkUpa State Dept. of Edocatiost Lasii^. 
Office of Career EiBcatioii* 
Career feducation Product File. 

ED1812S7 

MM-Amerka Vocatiottal Carrkalam Coii- 
sortim, Stillwater, Okla« 

Air Conditioning and Refrigerauon Book 

HI. 

^N^D 195 791 
ED 195793 



Basic Electronics 1. 



Hydraulics. 
Resido^ial Pltmibing. 



ED 195 792 



£D187 89n 



MlMl State CoOuN.DalL ^ 
Manual for North Dakota Vocational Of- 
fice Education Coordinators: First Revi- 
$ion» t • ^ ' 

ED 197*125 

Mtetmaa Regioatl Vocatloeal Teckakal 
$€hoolnexilgtol^ NIm. 

Teclmiques for Eligjinating Sex Discrimina- 
tion from Vocational Educadon: An In- 
itractor's Guide for Culinary Arts. 

ED 192031 

MlttMitl Rttearch asi CnrriolWD Uslt^or 
Vocitfkial vd TccWcal Edicatloa, State 
CoOe^ 

An Activities Handbook for ChOd Care: 
Math. 

' * ' ED 189*392 

MWH^fi State Dtft of Edocatloi, Jaduos. 
Dir. otVocidoMlaftiTcclnkalEiKatkHt 

An Activities Handbook for Child Care: 
Math, 



ERJC 



C Me 



, fit) 189392 

An Aciivmes Handbook for ChUd Care: 
Science. 

ED 192020 

Home Economics: An Annotated 
Bibliograp'hy. 

_ * ' ED 192019 

Missbd^i Sute Unlr. Mississippi Sute« 
CoH of Education. 

An Activities Handbook for ChUd Care: 
Sdetice. 

' I ^ ED 192020 

Home [Economics: An Annotated 
Bibliography. ^ , 

ED 192019 

MissoariUnlT. Colombia. " ^ 

Development of an Individualized 'and 
Group ^Ihstructional Program Based on 
Financial Management for- Adult/YoUng 
Farmers in Vocational Agriculture ,Pro- 

"gracis in Missouri. Final Report. 

^ ED 192 036 

Missouri UqIt. Colombia. Isstructionkl 
Material lab. 

Agricultural Markctii^. Instructor's 
Guide. Volume 12, Number 9. Agdcx 810. 
, Catalog Number AG-8M; 

ED 187 952 

Buying and Pricing: Instructor Material. 
Curriculum: Distributive Education. 
f ED 195805 

Clothing and Textiles (Intermediate). In- 
structor's Guide. Revised. 

ED' 187 954 

Operating Your Own Business: Instruct6r 
Guide. Curriculum: Distributive'Bduca- 
tion. 

ED 195 806 

Preparing for Your Career Promotion: in* 
structor. Curriciilum: Distributive Educa- 
.tion. 

ED 195 804 ^ 
Vocational Prepars^oti Curriculum: 
Welding. 

ED 195 809 

oQBtaia-Plabis Edacatiofi asd Economic 
iTdo^est' ProsniBi, Inc. Glasgow AFB, 
Moot. - 

Mountain 'Plains L^ammg Experience 
Guide: Appliance Repair. Course: Heater* 
Type Appliances. 

ED 197 138 * 
Mountain Plains Learning Experience 
Guide: Appliance Repair. Course: Motor- 
Operated ^Appliances. 

ED 197 139 

Mountain Plains Learning Experience 
Guide: Automotive -Repair. Course:* 
Automotive Shop Safety. 

ED 197 140 

Mountain Plains L^eaming Experience 
Guide^ Carpentry. Course: Finish, 

ED 197 153 

Mountain Plains L^eaming^ Exper>cnpe 
Guide: Carpentry. Course: Rough>In. 

ED 197 152 

Mountain Plains Learning Experience < 
Guide: Constmier Education. 

ED 197 154 



Mountain Plains Learning Experience 
Guide: Curriculum Area: Health Educa- 
tion, Family Core Curriculum. 

» ED 197 191 
Experience 
Blueprint 



Mountain Plains 
Guide: Drafting. 
Reading. 

Mountain Plaii^ 
Guide: E)rafting. 
Revised Edition. 



Learning 
Course 

Learning 



ED 197 156 
Experience 
Course: Basic Drawing. 

^ , ED 197 155 

Mountain Plains Le^jpg Experience 
'-Guide: Electrical Theory. Course: Basic 
Electricity. 

50197 15^7 

Mountain Plains Learning Experience 
Guide: Electrical Wiring. Course: Electrical 
Wiring Rough-In. 

£D 197 158 

Mountain Plains Learning Experience 
- Guide: Electric Motor Repair. 

ED 197 160 

Mountain Plains Learning Experience 
Guide: Elecuical Wiring. Course: Electrical 
Wiring Trim-Out. 

. ED 197 159' 
Mountain Plains Learning Experience 
Guide: Heating, Refrigeration/ & Air Con- 
ditioning. 

ED 197 161 
Experience 



Mountain Plains 'Learning 
Guide: Licensed Day Care. 



Mountain Plains. Learning 
Guide: IxKlging 
Operations. 



ED 197 162 
Experience 



Course: Housekeeping 

ED 197 163 
. Mountain Plains Learning Experience 
Guide: Lx>dging.> Course: Night Auditing 
Procedures. 

ED 197 165 

Mountain Plains ^.^aming Experience 
Guide: Lxxlging. Course: Front Desk Pro- 
cedures. 

ED 197 164 



Mountain Plains 
Guide: Marketing. 
Mathematics. 



Learning Experience 
Course: TiRirketing 

* feD197J66 

Mountain Plains Leamin|^^^perience 
Guide: Parent InvolvemcntyCourse: In- 
teraction with Children. 

V ED 197 179' 

Mountain mains Learning 'Experience- 
Guide; Plumbing. Course: General Pro- 
cedures and Pracdces for BuUding Trades 
and Services. 

ED 1^7 186 

Mountain Plains Learning Experience 
Guide: t>lumbing. ^Course: Drainage and 
Vent Systems. , ^ 

ED 197 184 

Mountain Plains Learning Experience 
Guide: Plumbing. Course: Supply Piping 
Systems. 

ED 197 185 



\ 



Mountain ^ 
Guid^: Radio 
D.C. Circuits. 
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Uns Learning Experience 
and T.V. Repair. Course: 

ED 197,187 



Institution Index 



North Dakota Board 185' 



Nassao Coanty Board of Co^peradre Ediica< 
tkmalSerrkes, Wcstlmry, N.Y. 

Occupational Education for Student^ with 
^ Special Needs: Master Table of Contents 
(for 17-Volume6erics. ' 

ED 186 579 



Natiooal Council for Homemaker-Home 
heahb Aide Scrrices, Ntw York, N.Y. 
A Model Curriculum and Teaching Guide 
for the .Instruction of the Homcmakcr- 
Hopie Health Aide. 

ED 195 632 

NatioBal EnTiromnental Heahh Association, 
DeoTer* Colo. 

Curriculum Guideline for Environment^ 
Health. Covers Period of Performance 
from June 22, 1978, to April 22, 1979. 

ED 183 957 

National ETalaation Systems, Inc Amherst, 
Mass. 

The Circulatory System. Instructional 
Materials in Anatomy and Physiology for 
Pennsylvania Health Occupations Pro- 
grams y» 

ED 186 696 

- The Digestive System (and) Instructor's 
Guide, instructional Materials in Anatomy 
and Physiology for Pennsylvania Health 
Occupations Progran^s. 

ED 186 695 

Musculoskeletal System. Instructional 
^Materials in Anatomy and Physiology for 
?eQnsylvania Health Occupations . Pro- 




ED 186 694 
The Respiratory System. Instwctional 
Materials (n Anatomy and Physiology for 
P^tnsylvania Health Occupations Pro- 
grams. 

ED 186 693. 

Natkmtl Highway Traffic Safety Administra. 

tlon (DOT), Washington, D. C. , 
Refresher Training Program for the Basic 
Emergency Medical Technician. Course 
Guide. 1979. 

ED 183 916 

Naral Air Tcdmlcal Trebling Center, Mill- 
ittgtoDfTenn. 

Military ^^urricula for Vocational & 
Technical Education. Instructor Basic 
Course. 12-6. 

ED 195 786 

Naral Constfnction ' Training Ctniif^ 
Gnlfport, Miss. 

Military Curric\ila for ^Vocational & 
Technical Education. Construction Efcctri- 
cian/Power and Communications Cable 
Splicing, 5-3. 

ED 183 825 

NaTal CoBstmctlon Training Centef, Port 
Htteoeme, CaUf . ^ 

Military Curricula for Vocational. & 
Technical Education. Lifeht Frame Con- 
struction I. 

ED 183 821 

Military Curricula for Vocational & 
Technical Education. Light Frame Con- 



struction II. 



Military Curricula 
Technical ^ucation. 



Naral Diving and 
Washington, D.C. 
; Military Curricula 

Technical Education. 

15-3. 



ED 183 822 
for Vocational & 
Drafting 1,^6-3. 
' 183 896' 

Salvaging School, 

for Vocational & 
Diver Second Class, 

' ED 183 834 



Naval Edccation and' Traking Program 
Devdopment Center, Pessacola, Fbu 
Equipm^t Operator 1 &C. 

ED 182 505^ 

Opticilman 3 & 2, Naval Education and 
Training Conmiand lUte Training Manual 
' Mid Nonresident Career Course, Revised, 
1979. ♦ 

^ ED 185 315 

Navarro Coll. Corskana, Tex. 
r The Design and Development of a Cyr- 
riculum in Energy Conservation, to Train 
Secondary and Post>Seconda^ Vocational 
Students. 9 
* ED 181 315 

A Manpower Dcv|lopment Model for an 
Emerging Jcchnology: A Systems Ap- 
proach 10 Curriculum Development for 
Sola^ Technician Training. 

ED 181 314 

A Project to Design, Develop, Implement, 
Test, Evaluate and Disseminate an 
Associate Degree Curriculum to Train 

. Solar Engineering Technicians. 

^ ED1813iT- 

Nebraska Univ. Lincoln. Dept of 
Agricdtarai Edncation. 

Nebraska Vocational Agribusiness Cur> 

riculum for City Schools. Horticulture. 

Agricultural Mechanics. A Curriculum 

Guide. 11th Grade. 

.ED 1^830 

Nebraska Vocational Agribusiness Cur- 
. riculum for City Schools. Career Op- 
portunities m Agribusiness. Basic Skill in 
Agribusiness. A Curriculum Guide. 10th 
Grade. . 

ED 190829 

Nebraska Vocational Agribusiness Cur- 
riculum for City Schools. Production 
Agriculture. Natural Resources. A Cur- 
riculum Guide. 1 1th Grade. 

ED 190827 

Nebraska Vocational Agribusiness Cur- 
riculum Guide for .Cjty*' Schools. 
Agricultural Processing. Companion 
Animals. A^urriculum Guide. 11th 
, Grade. 

' ED 190828 
Nelkeaara)andAfisodatcj,Inc Chico,Callf.^ 

^ Legal Secretarial Supplement to the , 
California Business Education Program 
Guide. 

ED 195 830 

New Castle CommimityScboolforp. Ind. 
Local Implementation of Pd'^srmance- 



Based Curriculum. Final Report. 

ED 189 295 

New York City Board of Education, 
Brooklyn, N.Y. Dlv. of Carriculam and hi- 
struction. 

The High School Student as Worker/Con- 
sumer: A Workbook. 

• , ED 195 634 

New York SUte Education Dept Albany. 

Assistant Drivers Instructor's Manual. 
• New York Slate School Bus Driv6r Training 

Program. X 

ED 192015 

Assistant ' Drivers Trainee Study Guide. 
New York State School Bus Driver Training 
Program. 

, ED 192014 

New York State Edocatlon Dept Albany. 

Bnreao of Occspadonal Education Car^ 

ricnlom Development. 
Applied Agricultural Science and 
Mechanics 1 and 2. A Curriculum Guide 
f or Agricultural Grades 9 /ind 1 0. 

ED 186 701 

Home Economics Education. Food and 
Nutrition Modules. Samples for Levels III, 
IV, and V. Fifth in a Scries. 
/ ED 183 762 

Home Economics Education. Housii^ 
Furnishings, fmd Equipment Modules. 
Samples for L^els III, IV, and V. Fourth 
in aperies. 

ED 185 415 

Home Economics Education: Clothing and 
Textiles Modules. Samples for Levels III, 
IV, and V. ^' 

ED 189 376 

New^ork Unhr. N.Y. Dept of Technology * 
and Indostrial EdoSdon. 

Bilingual Vocatio^^oal Educational Cur- 
rictilum Development. 

* ' ED 192 039 

Nortb Carolina State Univ. Raleigh. Sea 
Grant Coll. . 

Final Report to Automotive and Petroleum 
Curriculum Research— Phase I. « 

ED 189 384 

North Dako^U SxJz Board (or Vocational 
Edncation, BisaparcL 

Introduction to Agnbusi^ess. Unit A-6. 

ED 1^814 

Introduction t 0 * V 0 c a t i 0 n al 
Agriculture/Agribusiness. Unit A-1 . 

ED 190813 
Leadership Development. Unit A-2. 

ED 190812 

Manual for North Dakota Vocational Of- 
fice Education Coordinators. First Revi> 
sion. 

' ED 197 125 

North DakoU Sute Board for Vocational 
Education, Bismarck. Research Coordinating 

Unit' ^ 

Power and Energy Systems Technology 
Program. Research Series No. 43. 

ED 189311 
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North Dakota State Univ. 



Instit;6tion Index 



North DaJtoU Sutc Univ. Fargo. Dept.' of 
AgricdtnnU EdocatioiL ^ 
Introduction to Agribusiness. Unit A-6. 

ED 190814 

introduction to Vocatio.nal 
Agriculture/Agribusiness. Unit A-1. ' 

ED 190813 
Leadership Development. Unit A-2. 
\ ED 190812 

Nortbefti Iliinofe Univ. De I^alb. ♦ 
Competency-Based Adult Educa- 
^ tion/EngUsh as a Second La&guage 
.Modules: Health. 

ED 193 432 

Nortbeni fllinob Uniy. DeKalb. Dept of. 
Bosbess EdocatioD and Administratkm Ser^ 

l1C€S, 

MaAeting and Distributive Education Cur- 
riculum Guide: Transportation and 
Warehousing. 

ED 186727 

Offke of Vocational aod Adolt EdocatioD 

(ED), Washington, D.C. 
Vocauonal Instrucuonal Matenals for 
Technical Education Available from 
Fc(Jeral Agencies'. 

ED 190913 

Office of Youth Programs (DOL), 
Washington, D.C. 

Air Conditioning. FOS': Fundamentals of 
Service. 

ED 185 283 

Ohio SUte Dept of EdocatioQ, Colombos. 

Dir. of School Finance. 
Driver Education Curriculum Guide. Ad- 
ministrative Guide for DrTver and Traffic 

' Safety Education. 

ED 190 866 

Ohio StaU Unir. Cojomhos. National Gaiter 
for Research in Vocatiotud Education, 
Driver Education Curriculum Guide. 

ED 183 915 

Driver Education Curriculum Guide. Ad- 
ministrative Guide for Drivcr^and Traffic- 
' Safely Education. 

ED 190 866 

Driver Education Curriculum Guide. 
Laboratory Aide Instruction Curriculum 
Guide. % ' 

ED 186681 

Equal Is Better: A Voc' Ed Guide to Sex 
* iaimess Resources and the Law. Voca- 
tional Education DCTelopmcnt Scries No. 
8. 

ED 186716 

Military Curriculi for Vocational & 
Technical Education. Refrigeration and Air 
Conditioning Specialist, Blocks VI-IX. 

ED 183 832 

Military Curricula for Vocational & 
Technical Education*. Veterinary 
Specialist, Bloclcs VlI-)«, M. 

. ED 183 820 

>1ilitary Curricula for Vocational & 
Technical EducaU^rtT Social* Problems of 
Police Administration. 14-2. 

ED 183 833 



Military Curricula for Vocational & 
^Technical Education. Construction Electri- 
cian/Pbwer jnd Communications Cable* 
Splicing, 5-3. 

ED 183 825 

Military Cumcula for Vocational & 
Technical Education. Diver Second Class* 
^ 15-3. • , 

ED 183 834 

Military Curricula for Vcx:aUonal^& 
Technical Educauon. Light Frame Con- 
struction II. 

ED 183 822 

K^ilitary Curricula for Vocational & 
Technical Education. Pabric Repair 
Specialist, 18-1. ' ' - 

3D 183 835 

Military Curricula for Vocational & 
Technical Education. Fabrication and ' 
Parachute Specialist) 18-2. 

ED 183 836 

* Military Curricula for Vocational & 
* Tecljnical Education." Medical laboratory 
Specialist (Basic) Part I. 10-14. 

' 4 ED 1S3 828 
•Military Curricula for Vocational & 
Technical Education. Sewing Machine* 
Maintenance, 18-3. 

ED 183 837/ 

Military Curricula for Vocational & 
Technical Education. Computer System, 
Operation, 4-3. 

ED 183 824 

Military <J)urricula for Vocational & 
Technical Education. Carpentry Specialist, 
3-15. 

ED 183 823 

Military Curricula for Vocational & 
Technical Education. Materiel Facilities 
Specialist, 19-1. 

ED 183 838 ' 
Military , Curricula for Vocational & 
Technical Education. Veterinary 
Specialist, Blocks III-VI. 

ED 183 819 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Condftioning Specialist, Blocks III-V, 11-7. 

ED 183 831 

' Military Curricula for Vocational & 
Technical Education. Medical Laboratory 
Specialist (Basic) Part II, 10-15. 

ED 183 829 

Military ^Curricula for Vocational & 
Tcchnicid Education. Light Frame** Con- 
struction I. 

ED 183 82l 

Military Curricula for Vocational & 
Technical Education. Offset Printing, 5-5. 

ED183»27 

Military Curricula for Vocational & 
Tcch^iical Education. Telephone Equip- 
ment Installer-Repairman, 5-4. 

ED 183 826 

Military Curricula for Vocational & 
Technical Education. Refrigeration & Air 
Conditioning Specialist, Blocks I-II. 

* ^ai83 830 

Military Curricula for VocaUbnal & 
Technical Education. General Purpose 
Vehicle Mechanic. Blocks I and II, 8-9. 



ED 1^3 961 

Military Cumcula for Vocational & 
Techmcal Education. Clinical Specialist, 
10-17. c 

tD 183 898 

Military Curncula for VocaMonal & 
Technical Education. Drug and Alcohol 
Abuse Classroom Course 17-10. 

ED 187 934 

Military Curricula for Vocational & 
Technical Education, , General Purpose 
Vehicle Mecljonic, Block III. 8-10. 

ED 183 962 

Military Curricula for Vocational & 
Technical Education. Communications 
Computer Programmer, 4-2. 

y ' ' ED 183 895^ 
Military Curricula for Vocational & 
Technical Education. Continuous 
P^otoprocessing Specialist, 16-4 



Military Curricula 
"technical Educauon 



ED 183 899 
for Vocational & 
Basic Baker, 9-4. 

ED 183 959 

Miliiaiy Cumcula for Vocational & 
Technical Education. Map Compilation 
and Math Review, 3-29. 

ED 183 894 



Military Curricula 
Technical Education 

Military Cjirricula 
Technical Education. 
1. ' 



for Vocational & 
Drafting 1,6-3. 

^ ED 183 896 
fof*" Vocational & 
Dental Specialist, 10- 



ED 183 960 
for Vo<^tional & 
Physical Therapy 



Military Curricula - 
Technical Education. 
Specialist, .10^9. 

ED 181^897 

Military Curricula for Vocations & 
Tccimical Education. Oeneral '^Rarpose 
Vehicle Mechanic, Blocks I^^ 8-^ . 

» "^^^p 183963 
Military Curricula for Vocational & 
Technical Education. General Purpose 
Vehicle>1cchanic, Blocks VI & VII, 8-12. 

. ED 183 964 
Military Curricula 'for Vocational & 
Techliical Education. Equal Opportunity 
and Treatment Classroom Course 17-9. 

ED 1 87 935 

Military Curricula for Vocational* & 
Technical Education. Still Photojour- 
nalism Tdbhniques, 16-3. 

/^183900 

Military Cumcula for vt)cational Jk 
Technical Education. Basic Elcctrfcity and 
Electronics.^ CANTRAC A-lOO-0010. 
Module 25: Special Devices. Study 
Booklet. * A 

E& 190900 

Military Curricula for VocatioQal & 



Metals Processing 
Classroom Course 



Technical Education. 
Specialist, Block VII 
13-8. 

ED 191 989 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Individualized Learning 
System.* CANTRAC A- lOOOO 10. Module 
Fourteen: Parallel AC Resistive-Reactive 
CircuiU. Study'Booklet. 



ERLC 
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Ohio State Univ. Columbus 187 



i 



• ED 190 891 

j^itary Curricula for Vocational ^& 
Technical Educatibn. , Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A 100-0010. Module 
Ten Transformers Study Booklet. 

. . ED 190 887 

Military Curricula 
Technical Education. 
Socialist, Blocks III 
CQlrsel3-6. 



for Vocational &^ 

Metals Processing 
and IV, Classroom 



^ ED 191 987 
for Vocational & 
Basic Electronics 



Military Curricula 
Technical Education. 
School. CANTRAC A- 100-0010. Modules 
15-19: Basic Troubleshooting^ills. Study 
^d Progress Check Booklet.-^ 

^ED 190893», 
Military Cumculk tot Vocational & 
Technical Education. Basic Electricity and 
Electronics. CANTRAC A-IOO-OOJO-. 
Module 32: Intermediate Oscillators; 
Module 33. Special Devices, M6dule 34. 
Linear Integrated Circuits/ Students 
Guide. 

ED 190 905 

Military Curricula 'for Vocational & 
Technical Education. Basic Electricity and , 
Electronics. CANTRAC A 100-0010. 
MpduJt 33. Special Devices. Study 
Booklet. J 

' ED190 907 
Military Curricula for Vocational & 
Technical Educauon. Basic Electricity and 
Electronics. CANTRAC A-lOO-OOlO. 
Module 21. Basic TransistoV Theory, 
Module 7 IT. Multi-Element Vacuum 
Tubes. Study Booklet. , 

ED 190^95 

Military Curricula for Vocational, & 
Technical Education. Ba«^ Electronics 
School. CANTRAC A- 100-0010. Modules 
20-22. Power Supplies, Amplifier^, 
Oscillators. Progress Checks. 

ED 190^97 

Military Curpcula for Vocational & 
Technical Education. Basic Electricity and 
Electronics Indixidualiz6d Learning 
System. CANTRAC A 100-0010. Module 
Eight. Induction. Study Booklet. 

ED 190 885 

Military Curricula for VocaUonal & 
Technical Education. Based Electncity and 
Electronics. CANTRAC A-100-6blO. ' 
Module 32. Inttrmediate Oscillators. Study 
Booklet. 

ED 190906 

Military Curricula for Vocational & 
Technical Education. Basic Electricity and 
Electronics. • CANTRAC A-100-0010. 
Module 34. Linear Integrated Circuits. 
Study B^klet. ' • 

ED 190908 

MQitary Cumcvila for Vocational & 
Technical Education. Basic Electricity and 
Electrohics Individualized Learning 
System. CANTRAC A 100-0010. Progress 
Check Module Progress Check Booklet. 

ED 1^877 

Military Curricula for Vocational & 
Technical£4^cation. Basic Electricity and 
ElectroYics Individualize^ "^b<arning 
System. / CAl^TTRAC A 100-0010. Mp4ulc 



Twelve: Scries AC Resist>ve-ReacUve Cir- 
cuits. Study Booklet. 

ED 190 889 

Military Curricula for Vocational & 
yTechnical Educauon. Curriculum Outline 
for B^ic Electricity and Elecuonics. CAN- 
TRAC A-lOO-0010. V 

ED 190 875 

Miliury Curncula fpr Vocational & 
Technical Educauon. Basic Electricity and 
Electronics' Individyalizedt Learning 
System. CANTRAC A-100-0010. Module 
Four. Mcasunng Current and Voluge m 
Scries Circuits. Study Booklet. 

ED 190881 

Military Curncula Sot Vocational & 
Technical Educauon. -Basic Electricity and 
Electronics. CANTRAC A-100-0010. 
Module 22. Oscillators. Study Booklet. 

ED 190 896 

Military Curncula for VocaUonal & 
Technical Education. Curnculum Outline 
for .Bq^ic Electncity and Electronics 
MQidules 15-25. CANTRAC A-lOO-OpiO. 
Revised Ediuon. 

ED 1^892 

Military Curricula for Vocaticmai^ & 
Technical Educauon. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
Seven: Corabinauon Circuits and Voluge 
Dividers. Study Booklet, 

ED 190 884 , 
MiltUU7 Curncula for Vocational & 
Technical Education. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
Two: Voluge. Study Booklet 

/ /sn— ' ED 190 879 

Military Curricjila for Vocational & 
technical Educauon Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
One. ^lecuical ^lurrent. Study Booklet. 

\ ED 190878 

Military Curniila for VocaUonal & 
Technical Education. Basic Electronics 
School. CANTRAC A-100-0010. Modules 
23 25. Multivibrators, Waveshaping Cif- 
cuits* Special Devices. Progress Check. 

C ' ED 190 901 

Military Curricula for Vocatidnal & 
Techmc^ Educauon. Basic Electncity and 
- Electronics Individualized Learning 
System. CANTRAC A lOO-OOlO. Module 
Eleven: Capacitance. Study Booklet. 

ED 190 888 

Military Curncula for VocaUonal & 
Technical EducaUon. Basic Elecuicity and 
Electronics. CANTRAC A-lOO-OOlO. 
Module SOT Intermediate Power Supplies. 
Study Booklet. 

ED 190903 

Military Curncula ^for Vocational & 
Te<?hnical Education. Basic Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-100-0010. Module 
Zero. Oficnution. Study Booklet. 

ED^876 

Military Curricula for Vo^r^Uonal & 
Techmcal Education. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A lO^OOlO. Module 



Nine: Relationships of Current, Counter 
EMF, and Voltage m LR Circuits. Study 
Booklet. 

^ 4 ED 190 836 

Curricula ^ for Vocational & 
Educauon. Metals Processing 



Military 
Technical 
Specialist, 
Course 13-5. 



Blocks* I and II, Classroom 



Military fufricula 
Technical Educauon. 



ED 191 986 
for VocaUonal & 
Basic Elecuicity] and 



Electronics Individualized Leariiing 
System. <:aNTRAC A- 100-0010. Module 
Thirteen. Series AC; RLC Circuits[and 
Resonance. Study Bdojclet. 

ED 190) 

Military Curncula for VocaUonal & 
Technical EducatiSS. Basicf Electricity and 
Electronics Individualized Learning 
System. CANTRAC A-lOO-OOlO. Module 
Three: Resistance. Study Booklet. 

ED 190880 

Military Curricula for VocaUonal & 
Techmcal EducaUon. Metals Processing 
Specialist. Blocks V and VI. Classroom 
Course n-"?. ^ 

• ' ED 191 988 

Military Curncula for VocaUonal & 
Technical Educauon. Basic Electncity and 
Electronics. CANTRAC A-100-0010. 
Module 31: RF, IF, and Video^ Amplifiers,^ 
Study Booklet. ^ ^ 

ED 190904 

^Milit^ -Curricula |for Vocational &^ 
Techmcal EducaUon. Basic Electricity and ' 
Electronics. CANTRAC A-100-0010. 
Module 30. Intermediate Power Supplies, 
Module«31: RF. IF, imd Video Amplipers. 
Students Guide. 

Ep 190902 

' Military Curncula for Vocauonal & . 
Technical Education, ^asic Electncity and 
Electronics. CANTK'i^C A-100-0010. ^ 
Module 20. Solid Sute Power Supplies, 
20T1 Elccuon Tube Power Supplid>. Study 
Booklet. 

ED 190 894 

Military Curricula for VocaUonal & 
Technical Educauon. Basic Electncity and 
Electronics Individualized Learning 
System. CANTRAC A- 100-0010. Module 

' Five: Relationships of Current. Voluge, 
and Resistance Study Booklet 

: . ED 190 882 

Military Curricula fof Vocational & ' 
Technical Education. Basic Elecuicity and 

^ Electronics. CANTRAC A-100-0010. 
Module 24- Wave Shaping Circuits, Study 
Booklet. y 
ED 190899 

Military Curricula for VocaUonal & 0 
Technical EducaUoi^. Basic Electricity and 
Electronics. CANTRAC A-lOa-QOlO. 
Module 23. Multivibrators. Study Booklet. 

' • EDI90I98 . 

Military Curncula for VocaUonal & 
Technical Education. Basic Electncity and 
Electronics Individualized Learning 
S)«tcm. CANTRAC A-IOO-0010. Module 
Six, ParallefCircuiu Study Booklet 

Eb 190 883 

Military .Curricula for Vocational & 
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State. Univ. Colum^us^ 



I r 



Technical Education. ' Instructor Basic « 
Course. 12-6. / J" 

\ ED 195 786 * 

Military Curricuh for Vocation^ & 
Tcchivical Education ► Petroleum Equip- 
. meat and Technical Opera tions» tjSfbVM, ^ 
19-5. • • ' 

ED 195 785 

Military turricula for Vocational and 
Technical Education. Traffic Management 
and Accident Investigation, 17-^ » 
ED 183 901' 

Military Curriculum Materials for Voca- 
tional and Technical Education. Petroleum 

' — Supply Specialist, 76W10, 19^. 

J ^ ^ ED 195 779 

Military Qirriwilum Materials for Voca- 
tional and Technical Education. Telephone 
Switching Equipment Repairman^ 5-6. 
(Electromechanical) CDC3625 1 . 

-ED 194 781 

' Military Curriculum Materials for Voca- 
tional and Technical Education. 
Miniature/Mfcrominiattite Electronics 
Repair. CNTJ W-100-OQ34B, Classroom 
* Course 7-1 5. . 

' ED IS? 539 
Military Curriculum Materials for Voca- 
tional and Technical Education. Fife Pro- 
tection Specialist, CDC 57150, 17-12. ^ 

ED 195 778 

^ Military Curriculum Materials for Voca- 
tional and Technical Education. Weather 
'Specialist 15^. AFSC 25150. 

ED 194 780 
Military Curriculum Materials for Voca- • 
tiorfal and Technical Education. Avionics 
Instrument Systems Specialist. POI 
C3ABR32531 000. Classroom qpurse 2-7. 

ED 193 540 

Military Curriculum Materials for Voca- 
tional and Technical Education. Meatcutter 
1-6. AfSC 61 151, Volume 1. 

ED 194 779 ^ 

Oklahoma State Board, of Vocational and 
Technical EdiicatioD, Stillwater. Corrknlmn 
and InstTBCtioiutl Materials Center. 

Equine 'Management and Production. 

Vocational Agriculture Education. 

ED ft4 774 

Farm Business Management. Instructional 
Material, Year 1 . , 

EC 182417 

Oklaboqu SUte Dtpt of Vocational and 
Tedmktl Educatkm* Stfllwater. 

^ Air Conditioning and RefrigeraXion Book 
III. 

ED 195 791 



Hydraulics. 



ED 195 792 



Oklahoma Sute Dept of Vocational and 
Teckaical Education, Stfllwater. ,Ctirric&lQm ' 
and iBstrnctiosal Materials Center, 

Millwright InstructionalMaterials. 

T ED 194^96// 
Vocational Home Economics Education. 
Custom Sewmg. 

ED 190768 

Vocational Home Economics Education. 
Home Economics II. ^ic Core. Revised 



Edition. 



-ED194 70r 



Old DomkloQ UqIt. Norfolk, Va. CTept of 
IndDstriid Arts EdocatTon. « 
Industrial Aru Education Competency 
Catalogs for Exploring Technology, 
J Jviodem Industry, Coristruction, Manufac- 
turing. 

ED 185 337' 

Industrial Arts > Education Coitipetcncy 
Catalogs fof^taU Toftinology, Woodi 
Technology, ^General Industrial ArU,. In- 
dustrial Crafts. 

. ED 185 338 
Industrial Arts Education Competency 
-Catalogs for Communication Technology, 
Materials and Processes Technology, 
Power and Transportation Technology. 

ED 185 336 

* 

Industrial Arts Education Competency 
Catalogs for Basic Technical Drawing, 
Engineering Drawing, Architectural Draw- 
ing, Electricity and Electronics, Energy^d 
Power, Graphic Communications. 

• ^ ED 185 335 

** 

Old Domlnlos Unir. Norfolk, Va. Dtpt of 
Vocatiocal and Tecfanlcal Edocation* 
Materials* and Processes TeAnology. 

, ED 192 117 

PennsylTaala State Dept of Education, Har- 
risboTg. Bnreao of ^^ocati(mal and Techi^ 
Edocatioa. ^ ^ 
Carpentry Reading Strategies. Vocational 
Reading Series. . 

BD 192025 

Cosmetology Reading Strategies. 1980 
Vocational Reading Scricsr/* " 

ED 192017 

. Data P^Glces$mg Reading Strategies. 1980 
Vocational^Reading Scries. 

ED 192024 

Medical Assisting Reading Strategies. 1980 
Vocational Reading Scries. • 

ED 192018 

Trade and Industrial Educalion Course of 
Study for Appliance Repair. ' 

^ED 192 143 

Trade and Industrial Readmg Strategies. 
1980 Vocational Reading St^es. 

£P 192023 

PesnsytTania Sute UdIt. Uoirersityjarlu 

Field Testing of the Greenhouse Production 
Section of a Horticulture Laboratory' 
Record Book for Pennsylvania. Final 
Report. 

. ED 192 160 

PefiosylTanU (Sute Unh. University Parit 
DW. of OccopatioDal and VocatUnal Studies. 
Carpentry Reading Strate^es. Vocational 
. Reading Series. . 

ED 192025 

Cosmetology Reading Strategies. 19S0 . 
Vocational Reading Series. 

_ ED 192017 

Data Processing Reading Strategies. 1980 
Vocational Reading Series. x 

ED 1W024 

Medical Assisu'hg Reading Strategies. 19^ 



* ' /nstitution Index 

. / •/ 

Vocational Reading Series. 

, EP192018^ 
Trade and Industrial Education Course of 
Study for Appliance Repair. / * 

^ /ED 192 143 

Trade and Industnal K&d\nt Strategies. 
1^ Vocational Reading Sen J' 
' ' . ED 192 023 

Pima County Schools, Tucson, -A riz. 
Project RAISE. Tide WO, How-to 
Macnual. ' ' 

gD 190 870 

Pittsburg Sutei>tlfT. Kans, ' V 
Special Needs in Biftiness^ L^am the 
Basics. 

ED 18^454 

punning Associates, Merced, Calif/ 
Le^ SecretariU Supplement to ^ the 
California Business Education Program 



Guide. 



ED 195 830 



Purdue UnlT. Lafayette, 1 
Performance Based Curriculum Develop- 
ment for Disadvantaged and Handicapped ^ 
Students. Final Report (and) Modules. 

ED 187 870 

Readhkg Area Community Coll. Pa. 
A , Competency- Based* Coujise m Job- 
Seeking and Job-Survivai Skills^ 

ED 193 519 

Rutgers, The StaU Unir! . New Brunswick, 
N J. D^t 0/ Vocational-Technical Education. 

Small Animal Care. ' 
^ < . gD 181 300 

Working in the Worid of Children. ^ 
ED 181 

San Jose City Coll. Calif. * 
Thrace Modules for Electronics 
Mathematics. (Remedial/Developmental). 

ED197^120 

Saata Qara County Superintendent of 

Scbools, San Jose, CaUf. 
Electrical Mechanical Maintenance. In- 
structor's Guide- ' n ^ 
' ED 190 809 

South Carolina St^te Dept of Edpcation, Col- 
umbia. Agricultural EdocatioD Section. 
Gardetiing and Groundskeeping: A Series 
of Learning Activity Packages. Volume I: 
l^^aming Activity Packages 1 -42. 

ED 185 358 

Sooth Carolina State Dept of Education, Col- 
umbia. Home Economics Education Section. 
Housing and Home Furnishings Modules. 

• ED 194 795 

"Housing.and Home Furnishings Modules. « 
" Iw^ctor*s Guide. 

ED 194796 

So«tfa Carolina SUU Dept of EducatioiCX^ol- 
umbla. Office of Vocational Education. 

Bdsi Cattle: Selection and Evaluation. ^ , 
ED 195 694 
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Business Machine Repairer. A Catalog of * 
T^sks, Performance Objectives, Per- ^ 
fonnance Guides, Tools, and Equipment. 

, ED 194 798 

Swine: Selection and Evaluation. ^ 
^ ' j ED19J^ 

Sontheast Commonity ColL Lbcoln, Nebr. 
Competencies for Articulation: Auto 
Mechanics. Tests. 

. ED 194 700 
Competencies for Articulation: Drafting. 

ED 1-94 750 

. Competencies for Articulation: Hectronics, 

ED 194751 

Compotencid^ for Articulation: Hectronics. * ^ 
. TesU. 

ED 194 752 

Competencies for ArticulaUcm: Health Oc» 
cupations. 

( ^ ED 194 7^3 

Competencies for Articulauon: Office'^ 



cupations. Tesj*. ^ 
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ED 194 699 

Competencies for Amctilation: Procedures 
ED 194 749 

Soctitern niinob Unh. C^^tondale, IHpt of 

Vocational Educatloo Sttidks. 
Development of a Marketing ^Services Cur- 
riculum Guide. Final Report. Scptcnri^l, 
1979-June30, 19S0. ^ 

^ Ea 189 382 

Marketing and Distribilhve Education Cur- 
riculum Guide. Hardware-Building 
Materials, Farm and Garden. 

*'pD 186 726 

State UniT. of New York, Ithaca. ColL of 
Agricaltnrt and Uf e Sciences at Con^ Unlf. 

Dairy Herd Heajth. 

^D 182 510 
Fertilizer and Lime:*Why They Are Used. 

ED 182 511 

Guidelines for Keeping the ComeH Farm 
Account Book. Tiacher Manual. 

ED.182 509 

Guidelines for Keeping the Cornell Farm 
Accoum Book. Student Manual. 

A ED 182 508 

StmU Unh. of New Yod^dca; 
The MOVERS Game((Mwii6t!m Support 
for Vocational EnrQlin^ent by Removing 
Stereotypes). ' ^ , ^ 

Eb' 183 736 



^tiitjart PiWic Sdwob, Ark^ 

Agric^ture Education. Agriculture Metal 
Working. ^ 

^ r ED 181 258 

^ 1\«riculture Education. Ag/iculture Stnic- 
4^ tures. >7 

f ED 181 257, 
Agriculture Education. Elcmcxju of Farm n 
and Building Layout. 

ED 181 259 

Tcultur«fEducation, Farm Machinery. ^ 
ED 181 256 



Agriculture Education. Hornculture. 

EDJ81 255 

Agriculture Education. Soybeahs artd^ice. 

ED 181 251 

TechaJcal Edocation Research Center, Waco, 
Tex. 

Development of CUkjicula for . Nuclear 
Radiation Protection, NGclear Instrumen- 
tation, and Nucleaf iv!aterials Processing ^ 
Technologies. Final Report. - 

ED 192161 

Nuclear Technology Series. Course 1: 
Radiation Physics. 

ED 192086 

"'Tedmkal Training Center, Chanatc AFB, DL^ 
' Military Curricula for Vocational &^ 
Technical Educatiod. Sewing Machme 
Maintenance, a8-3, 

, • ' EDr8>837 
Military Curricula • for Vocational & 
Technoal Educaj(^oiv Fabrication* and 
^ Parachute Specialist, 18*2. 

ED 183 836 

Military Curricula- for Vocational & 
'Technical Education. General Purpose 
Vehicle Mechanic, Blocks VI & vil, 8-12, 

N ED 183 964 

Military Curricula for 'Vocational & 
Technical Education. General Purposi 
Vehicle MechAnic, Blocks 1V-V,*8*U. 
' ^ %El3jl83 963 

Military Curriculum Materials fdf Vo^ 
tional and Technical Education. j^on& 
Instrument Systems SpcciaJist. \poi 
C3ABR32531 000. Classroom Course i7. 

•r ED 193 540 
Military Curriculum Materials for Voca- 
tional and Technical Educatiq^Wcather 
Specialist 1 5-4. AFSC 25 150. : ^ 

ED m780 

Teckalcal Tralaiag Center, Lowry AFB, Colo^ 

Military Curriculum Materials for Voca- 
ponal and Technical Education Meatcutter 

AFSC61151, Vohime 1. 
^ * ED 194 779 

Temple UdT. P^lidelphia, Pa. Dh. ofVoca. 
tiostlEdticatioa. 

Arrange 'for the Improvement of Voca- 
tional Facilities for Individualized Instruc- 
tion. , 

ED 192 155 

Assist^ Learners in Obtaining the Various 
Vofcational Instructional - Certificates 
Issu^ in Pennsylvania. Profeisional 
Rreparation Module: Resource Person. 

( ED 192053 
Assist Vocational Personnel Move toward 
Full Adoption of Performance Based Voca-'' 
tion^ Education (PBVE). 

*ED192159 

Conduct a CBTE Orientation Program. 
Professional Preparation Module: 
Resource Person. 

ED 192 054 

Conduct a Helping Conference. Profes- 
sional Preparation Module: Resource Per* 
son. 



\ ED 192055 

Conduct a Small Group Meeting. Profes* 
, sional Preparation Module: Resource Per- 
' son. 

ED 19i057 

.^Conduct an Observs^tioh Session.* Profes- 
sional Preparation Module: Resource Per- 
son. 

ED 19Z056 

Develop a Module for Individualized In- 
struction. ^ 

^ ED 192 156 

Establish and Maintain Records, 'in the 
VITAL •^yIanagcment Information System. 
Professioj^i^ Preparation Module: 
. Resource Person. 

ED 192058, 
Evaluate a Product dV Process Type 
Teaching Performance Professional 
Preparation Module: Resource Person. 
\ ' ' ED 192059 

Facilitate a Council of Educator§* Review. 
Professional Pftparapon Module: 
Resource Person. 

^ ED 192060 

Instruct Others to Sct-Up and Operate a 
^ Video System: Professional Preparation 
Module: Resource Person. 

ED 192061 
Manage Individualized Instruction. . 

ED )^ 154 

Monitor the\ Progress of a Resident 
Resource Person, ^ofcssional Preparation 
Module: Resource person. 

ED 192062 



Prepare VaW Performa^e Objectives. 

f ED'192157 
Provide Administrative "Services. Profes- 
sional Preparation Module: Resource Per- 
son. 

: ED 192063 
Register Learners for CBTE Program^^ 
Professional Preparation Module: 
Resource Person. 

, ED192064* 
Select ApprojJriate Modules. Professional 
Preparation Module. Bfcsource Pirson. 

/ ED 192 065 

iidate an Occupational Analysis. ' 

' ED 192 158- 



Texas Evocation Agency. Austin. . DIt. of 
Oirrkaltm:! Derelopmatt 

Business and Office EducaUon Curriculum 

Framework. ^ 

ED 189 424 

Texas TechUnir. Lubbock. Home Economics 

lAStmctiona] Materials Center. 
Handbook for Home Economics Pre- 
Employment Laboratory Education 
Teachers. 

ED 183 783 

Handbook for Vocational Education for 
the Handicapped. V 
ED 183 788 

Pre-Employment Laboratory Education. 
Child Care Guidebook. 

ED 183 785 

Pre-Employment Laboratory Educatfon. 
Gothiny/Fashion Dcskn Guidebook. 
7 ^ ED 18 
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P re-Employment Laboratory Education. 
Food Service Gufdebookv — ^ 

feD'l83 787- 
P re-Employment Laboratory Educauon. 
Home Furnishings/InteriQr Design 
Guidebook, a * * 

) ' ED 183 784' 

Verbeydeo &^ Associates, Wasfalngton, D.C. 
Project Open Door. FinaJ Report. ' 

ED 181 225 

Vir^ Polytechfdc lost, and Sute UoIt. 
Blacksbar^ ^ 

Employer* Employee Relations. A Guide 
for Industrial Cctoperative Traiiting Pro- 
SXims^ Lcammg Activity Package. LAPS. 

ED 193 524 

« Introduction to Industrial Cooperative 
iTrajnjng. • A Guide for Industrial 
Cooperative Trammg Programs. Learning 
AcUvUics Package. LAP 1. » 

' , ED 193 520 

Job Applicatiow*and Uob Interview A 
Guidft* for Cooperative Industnal Pro- 
grams. Learmng Activity Package. LAP 4. 



♦ ED 193 523 

Safety. X Guide for Industnal Cooperative 
Training Programs. Leamihg Activity 
Package.* LAP 6. 

ED 193 525 

Seafood Manual for School Food Service ' 
Personnel. ^ 

ED IW 992 

Seafood Products: An Instructional GiM^ 
for Home Economics Programs. 

ED 19W1 

Seafood Products: Food Service Program 
Guide, t 

^ ED 191 993 
Using Parliamentary Proce<Jure. A Guide 
, for Industrial Cooperative Training Pro- 
grams. Learning Activities Package. LAP 
3. . - 

ED 193 522 

' Vocational Industrial Clubs of America. A 
Guide for Industrial Cooperative training 
Programs. Learning Activitj^Package 



LAP 2. 



ED 193 521 



Virginia Potytedmk lust, aisd Sute UniT. 
Blacksbarg. DW. of Vocatiooal Technical 
Education. 

Instructional Guide for Air Conditi(>ning 
and Refngg'ation. V & TECC Curriculum 
Guide. 

ED1§2 546 

Instnictional Guide for Vo<?ational Power 
Mechanics. V & TECC Curriculum Guide. 
^ \ ED 182 536 

Instructional Guide for Vocational 
WeldiJg. V& TECC Curriculum Guide. 
[ ED 182 537 

Study* Guide for Carpet Laying (and In- 
structor's Key). A Resource Guidfefor In- 
dustrial Cooperative Training Programs. 
VATECC Curriculum Guide. ' 

EDJ^^47 

Study Guide for FloorcovcringlSia^- 
stnjctor's Key). V&TECC Curriculum 
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Guide. 

' ' Et) 182 545 

Vocational; Home Economics. Curriculum 
Guide for Occupatiot^al Clothing Snd Tex- 
tiles. 

.-TS^ * ED 185*343 

VoQjitional Home Economics Curriculum 
Guide for Occupational Home and Institu- 
tional Services. 

ED 185 344 

Virginia SUte Dept. of Edo^tloo, Richmoad. 

DiT, of Vocational Edocation, ' 
Competency-Based Course Outlines for 
Business and Office Education. Secretanal, 

* Stenographic, Typewriting and Related Oc- 
cupations. 

V. ED 185^41 

♦A Competency- Based Guide for OrgjSnmng 
and A(^ministering Codperative Office 
^ Education. 

f ED 185 340 

* Instructional Gilide for Air Conditioning 
and Refrigeration V & tScC Curriculum 
Guide . '* ^ 

ED 182 546 

Study Guide for Carpet Laymg (and In-' 
structor*s Key). A Resource Guide for In-' 
dustnal Cooperative Training Programs. 
V&TECC Curriculum Guide. 
, ' ED 182 547 

Study Guide rpr Floorcovering (and In- 
structor's KeVA, V^cTECC Curriculum 
Guide. " 

ED 182 545 

Using Metncs in Industnal Aru. 

ED 195 757 

^ Virginia State Dept of EdocatioQ, Richmood. 
Home Economics Edocatios Sepi^ 
Vocational H^me Economics Curriculum 

• Guide for Occupational Gothing and Tex- 
tiles. . • y 

EB 185 343 \ 
Voca^onal Home Economics Curriculum' 
Guide for Occupational Home and' Institu- 
tional Services. 

ED 185 344 

VlrgittU St^te Dept. of Edocatlon, RicfamoiKl. 

Trade and Indttstfial Edocation Senride. 
Employer-Employee Relations. A Guide 
for Industrial Cooperative Training Pro- 
grams. Learning Activitjj Package LAP 5. 

ED 193 524 

^ 'introduction to Industrial Cooperative 
Training. A Guide for Industrial 
Cooperative Training Programs. L^rhing 
Activities Package. LAP 1. 

ED 193 520 

Job 'Application and Job interview. A 
Guide for Coop^ative Industrial Pro- 
grams. Lcarnm^ Activity Package. LAP 4. 

* . ED 193 523 

Safety. A Guide for Industrial Cooperative J 
Training Programs. Learning Activity 
Package. L^P 6.^ ^ 

, ^ . ED19i525 

Usin^i^ Parliamei^ary Procedure. A GuiSe 
for Industrial Cdopcrative Training Pro- 

• grams. L^mmg Activities Package. LAP^ 
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ED 193 522 

Vocational Industnal Clubs of America. A 
Guide fpr Industrial Cooperative Training 
Programs. Laming Activities Package. 
LAP2. • ^ 

ED 193 521 

Vocational Technical Education Consortium of 

Sutes; Atlanta, Ga. 
Farm Business Manager. A <^atalog of 
Tasks, Performance jObjectives, Per* 
formance Guides, Tools, ai^d Btjuipment. 
Revised for Use^in South T^^^olina. 

ED 194 797 

West Chester SUte ColT, Pa, ^ • 
A La Buena: Living Better. Bilingual Adult 
Proficienc-y Level Materials for Everyday 
Living.V 

ED 195 736 

West Virginia State ^^tional Cunictilam; 
Lab.H>dar Lakes, 
Adult ^oles & Functions. A- 
Nonlaboratory Home Economics Course 
for Eleventh ind Twelfth Grader^. 

V . ED 195 781 



Adult Roles & Functions. Objc^^ve Baspd^ 
Evaluation System! 

ED 195 780 

A Guide to Mainstreaming jn Home 
Etopdmics. . ^ 

Wisconsin State Board of Vocational, 
Technical, and Adalt Edticatioo, Madison. 
Farm Business Manager. A Catalog of 
Tasks, Performance Objectives, Per- 
formance Guides, Tools, and Equipment. 
Revised for Use m South Carolina. 

* ED 194 797 

Wisconsin Unit, » Stout, ^wsomooie, Dept, of 
RehabiliUtion and Manpower Senices, 
Materials DcTelopment Center. 
Instruaional Materials in Independent Liv- 
ing. 

ED 186 745 



io' IJi 
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Stoot, Meoomonie. 



Wisconsin ^ 
Gradnate ( 

Safety Concepts for Pre-Student Teacher*^ 
in Industrial Arts. A Research Paper. 

ED 195 718 



Wbcocsln UoIt. Madison, Wisconsin Voca* 
^tior%l Sttidie^C^er, 

* The CAp Approach to Modifying Voca- 
tional Programs for Handicapped 
Students. Vol. 5: Trades and Industry with 
an Example in Welding. 

ED 181 220 

The CAP Approach to Modifyipg Voca- 
tional Programs for Handicapped 
Students. Vol. 4: Hon^ Economics with 
« aA Example in Food Preparation. Student 
Workbook. 

ED 181 219 

The CAP Approach to Modifying Voca- 
tional Programs for Handicapped 
Students. Vol. 3: Health Occupations. 

ED 181 218 

The CAP^PProach to Modifying Voca- 
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tioha! Programs for Handicapped 
Students. Vol. 2; Business/Office with an 
Exan{))le in Telephone Usage. 

BD 181 217 

The CAE Approach to Modifjing Voca- 
tional Programs for Haddicapped 
Students, yol. 1: Aghculture^ilh an Ex- 
ample in Horticulture. 

£0^81216 

Wisconsin Vocational, Technical aad A^olf 
Edwaitioo District 1, Ean Claire, 
Brake Fundamentals, Mitomotive Ar- 
ticulation Project, \ 



oii^Proj< 



• ED 182 428' 

Women's Educational E<iaity Commoaications 
Network, San Francisco, Calil. , 

Women and Work— Ncw^ Options, A Guide 
to Nonprini Media. 

ED 189 451. 



Women's' Educational Equity 191 
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CURRICULUM COORDINATION CENTERS 

. •• I .• • . - / ■ 

Six curricuh^im coordination centers are pajl of the Natior>al Nefwork for Curriculum 
Coordination in Vocational an^ Technical Education (NNCCVTE), which vyas established* in 1972. 
In addition to the six curriculum coordination centers, NNCQVTE consists of six interstate 
curriculum networks and a national council of curriculum center directors. It is designed to 
provide an orderly system for sharing curriculum development products and services. The 
centers receive federal funds through competitive contracts awaaJed by the U.S. Department of 
Education. 



Each of the six curriculum cpordination centers operates separately but upholds* the 
objectives of the national netwofk. The major function of each center is tp provide leadership in 
curricutwn ihformation resources. While center services vary according to Fegional heeds, 
common functions include the follovyirig; evfllualion of curriculum n§e^,^oordination of 
curriculum development activities, field testing and evaluation, coW^ction and dissemination of 
intimation on new and developing materials, response to requests for materials and information, 
cufl^ulurfi inssrvice training, and provisions for technical assistance. . ^ 





CCC Region 


Project Director * 
? — 


Address ^ 

1 


States in Coordinating Regiog 


Northeast 

f 

1 » 

\ % * 


Joseph Kelly, Ph.D. 

i . ■ ^ . 


Bureau of Occupational and 

Qareer Research Development ' 
225 West State Street 
Trenton, NJ 08625 
• (609) 292-5850 . ' 


Connecticut, Maine, 
Massachusetts, New Hampshire, 
New Jersey, New^York, Puerto 
Rico, Rhode Island, Vermont, 
Virgin^l^T^ds 


Southeast 
* 


, . • 1 , — 

Roy Hierichs, PfiTD. ^ 


Mississippi State University . 
Re^arch and Curriculum Unit 
Drawer DX 

Mississippi State, MS 39762 
(601) 325-2510 


Alabama, Florid^, Georgia, 
Kentucky, Mississippi, 
North Carolina, South 
Caroliiia, Tennessee 


East Central 


Rebecca S^Douglass 

/- • 

1 


Sangamon State University 
Building E-22 
'Springfield, IL 62708 
(217) 7.86-637fi. / ^ 


Delaware, District of Columbiar 
Illinois, Indiana, Maryland, 
. Michigan, Minneso;ta, Ohio, *r 
Pennsylvania, Virginia, West Virginia, 
Wisconsin 


Midwest 


Robert Patton 
* 

t 


Oklahoma State Department of 
Vocational and Technical 
J Education. 
1515 West Sixth Avenue 
/Stillwater, OK 74074 
(^05)377-2000 v 


Ark^sas, Iowa, Kansas, Louisiana, 
Missouri, Nebraska, New Mexico, 
Oklahoma, Texas 


Northwest 


Williapn Daniels 

• 


Airdustrial Park 
Buidin§27, LS-10 
Olympia,'WA 98504 
('206) 753-0879^ 


Alaska, Colorado, Idaho, Montana, 
Nor^h Dakota, Oregorr, South 
Dakota, Utah, Washington, , ' 
Wyoming 


Western 


Lawrence F.H. Zane, Ph:D. 
• 


University of Hawaii 
Wist Hall 216 
1 776 University Avenue 
Honolulu, HI 96822 
(808) ^48*7834 , 


American Samoa, Arizona,^ 
California, Guam, Hawaii, 
Nevada, Northern Marianas, 
Tfljst Ter/itory of'the Pacific 
Islands 


ER?C.' ' " • . 201 .* 



CUJRRICULUM COORDINATION CENTER 

PUBLICATIONS 



/ 

Spe the listing of curriculum coordination centers on the preceding page for contact 
information. , _ ' 

' r ^ 

East Central Network fot^Curriculum Coordination 

Subject matter bibliographies ^ / \ ^ * 

Midwest Curriculum Coordination Center , 
Instructional Materials Price List, 1981-1982 ^ 

Northeast Curriculum Coordination Center 
. ^ Curriculum Microfiche Collection ^atalog, September 1981 
« 

Northwest Curriculum Coordination Center 
. The Vocational Curriculum Catalog, Ninth Edition. 1982 ' ' ' 

Southeast Curriculum Coordination Center 

Vocational-Technical Education Curriculum Materials in the Southern Curriculum 
I ^ Coordination Network Library, 1960 

Weste/n Curriculum Coordination Center 
Subject matter bibliographies 
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CORRICULUM CENTERS/LABS 



• Mg^l^ials in this section )ver^ adapted fronT-the Resource Directory of Curriculum^ 
Center$/Labf, June 1981, a product of the Vocational Instructional f^aterials Section of the 
American Vocational Association and th"e National Network for Curriculum Coordination in 
Vocational and Technical Education (NCCVTE). Special recognition is extended to the project 
staff of the Midwest Curriculum Coordination Center in Stillwater^Oklahoma and to the other 
curriculum coordination centers, project directors, and state liaison representatives of the 
NCCVTE. ^ ' . ^ ^ ^ * * . 

^ , . ' ■ 



^4 



0 



r 



1 » 





199 ~~7 

J" , • ' 203 . • 



CURRICliLUIVt CENTERS/LABS 



State 


Name and Address of Center/Lab' 


77^^ 

\ 

Description of Activities 

3 


Contact 


Alabama 
(SoutheastI 


Vocational Cufeiculum Development Unit 
.Room 802 \ > , . ^ 
State Office Building 
Montgomery, AL 36130 


Produces and disseminates Vocajional-Technical 
Education Consortium of States (V-TECS) 

Pfltfllno^ nprf nrmanf*P-KacoH ir\ctriir*tinn 
i«ai.aiwi^^ uci 1 ui 1 1 lai lUc UdSK^U ii idirui^liuri, 

inservic/e training packages. Develops 
performance-based instruction teacher manuals 
and student study guides. , 
Material available out of state: Yes * 


James Kendric^;^ ^ 
Coordinator 

> 


Alaska, 
(Northwest) 


■ ' ^ — 

Southeast Regional Resource Center 
538Willoughby , 
Jyneau, AK 9980J^ 


Provides curriculum materials and guides, audro- 
wsual presentations, and exemplary projects 
for schools. 

Material available out of st-ate: Yes 


Allan Barnes, 
Director 

(907) 586-6806 , ^- 


Alaska 
(Northwest) 


-Northern- Institute 

650 West InternationaLAirport Road 
Anchorage, AK 99503 

— — 1 = — \ 


Develops curriculum materials, guides, and > 
audiovisual materials. Performs research and 
trains staff.- 

Material avail^^hlp nut of ctatp* Nn 


Ron Daugherty, Ph.D., 

Director 

(907) 274-3691 


Arkansas 
(Midwest) 


Media Implementation Center 
770172 Scott Hamilton Drive ' 
• Little Rock,.>\R^2209 


Provides slide-tape presentations, transparencies, 
ar^d filmstrips. ^'^^ - - 
Material available out of State i^es ^ ]| 


5— ^ 

Bob Verboon 
J501) 371-1194 
P 


California 
(Western) 


^ i 

Vocational and Occupational Informationj 
tenter for Educators (VOICE) 
721 Capital Mall , 
Sacramento, CA 95814 


D issemi ndtPS f^i 1 rrif^i ill im mstprialc 3nH / 

information. 

Material available out of state: Ne^ 


iNona verioo. 
Coordinator/ 
Consultant in Voca- 
tional Education 
(916)322-2332 


Colorado , 
(Na rthwest) 


Curriculum IVfeterials Service 
Vocational Edocation Buildingi 1.16 
Colorado StMe Umversity 
Fort Collins, CO 80523 


Pfovides occupational ahalysis and 
performance objectives on a cost*recovery 
basis. 

Material available out orf state:' Yes 


Wiley^ Lewis, Ph.D., 
7 Coordinator 
(303) 491-5273 
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State • 


Name and Address of Center/Lab 


Description of Activities 


s Contact 




Florida 
(Southeast) 

/ 

ii — ^ — 


^^nter for Studies in Vocatronal Education 
' .Florida State University * 

Duu vvesi LrOiiege Avenue 

Tallahassee, FL 32306 


Researches and adapts materials cjeveloped by 
other states and.organizajions. 
Material available out of state:^Yes 


Robert Lathrop, Ph.D., 
Director 

(904) 644-2440 

^ - f 


1 

/ 


Georgia 
(Southeast) 

— r rr~ 


Vocational Curriculum Center 
3^52 SRirley Drive, SW / " 
, Atlanta, GA 30336 " • 


'Reproduces cassette tapes, duplicates and . 

mounts slides, stores writt^funaterials, 
^disseminates composite curriculum programs, 

anol maintains quality control tasks for the 

above activities. 
. Material available out of state: No 


John Lloyd, Ph.D., 
Director 

(404) 656^2547 


> 

to 
o 

lO 


.Georgia 
(Southeast) 


American Association for Vocational 

1 Instructional Materials (AAVIM) 

120 Engineering Center ' 

Athens, GA- 30602 ^ ' ' 


Provi^ies resource jnaterial for agricultural edu- 
cation, trade and industrial education, industrial 
. arts, and vocational-technical education includ- 
ing manuals, teacher guides, student workbooks, 
audiovisual aids, transparency masters, and 
slide sets- Also provides a performance-based 
teacher education program. ^ 
Material available but* of state: Yes 


W. Harold Parady, 
Executive Director 
(404) 542-2596 

t 




Idaho 

(Northwest) 


Idaho CurricMlum Dissemination - 
Center 

216 College of Education 
University of Idaho 


Collects and distributes Idaho curriculum 
materials. Collects and previews out-of-state 
materials. Serves as American Association for 
Vt>cational .Instructional Materials distributor 
for Idaho. ^ 

Material available out of state: Ves 


Cleve Taylor, 
Co-director 
(208) 885-6556 




Illinois 

(East Central) 


Research and Development Section 
Illinois State Boai^i of Ed^jcation 

100 North Firot Qtroot « * 

Springfield, IL 62777 


) 

Description of activities not available. 
Material available out of state: Yes 


Charles Schickner, 
Contrac?^" Administrator 
(217) 782-4620 h ^ 




Indiana » 
(East Central) 


Vocational Education Services 
840 State Road'46 Bypass, Room 111 ^ 
Indiana University 
Bloomington, IN 47405 
* 


Provides loan of print and audiovisual materials 
for Indiana vocational educators. Modifies exist- 
ing curriculum for special populations. Prints 
Indiana-produced curriculum materials, in- 
sults on developing, procjucing, and using 
curriruliim * - 

Materiiil avilable out of state: Yes ' 


■ 

JoAnn Brooks, 
Information Specialist 
(812) 337-6711 ' * 

% 

• Sot 



ERIC ■ f 



State 



Name anoAddress x>f Cpnter/Lab 



Pescription of Activitie: 



Con|act 



Kansas 
(Midwest) 



Kansas Vocational Curriculum 
Dissemination Center 
Pittsburg State University ^ 
Pittsburf;KS 66762 , 



Duplicates and distributes horticulture ^nd 
agriculjure curriculum guided. Stocks and ships 
materials from Mid-America Vocational Curricu- 
lum Consortium (MAVCC), American Associ- 
ation for Voc^ional Instructional Materials 
(AAVIM), and'Other instructional products for 
dissemination in Kansas. 
Material available out of state: Yes 



Darjene Crank, 
Manager ♦ 
1(516) 231-7000 



Kentucky 
*jSoMtheast) 



Curriculum *L^b - — " 
Division of Materials and 6urriculun\ 
19th Floor, Capital Plaza Toyver 
Frankfort, KY 40601 ' 



Prepares, distributes, and utilizes curriculum 
materials and educgtronal resources such as 
competency-based vocational education modules, 
V-TECS catalogs, ERIC searches, microfiche opi 
various subjects, and other related educatronal 
materials. . 
Material available out olf state: Yes * 



issa S. Briscoe, 
Director 
(502) 564-4394 



to 
o 

CO 



Louisiana 
(Midwest) 



Vocational Cujriculum Pevelopment 

and Research Center 
823 College Avenue ^ 
Natchitoces, LA 71457 



Develops, prints, and disseminates vocational 
nstriictional materials. 
Material available out of state: Yes 



^ ' 

pavid Poston, 

t^riculum Specialist 

m»}452:5348 * 



Maryfand 
(Ea^t Qentral) 



Maryland Vocational Curriculum R&D Center 
industrial Education Department 
University of Maryland * ^ 
College Park, MD 20742 . 



Provides resources and support services for' ' 
vocational curriculum research and developnjgnt 
Includes research, <:ollection, evaluation, modi- 
fication, development, field testing, responding to 
requests for materials and informatijyj, and 
maintaining a free-loan resource collecTTon. 
'|lP>aterial available out of state: Yes 



James Woodhull, Ph 
Director 

(301) 454-226.0 < 



Maryland • 
(East Central 



Maryland Vocational Curriculum Product 
Project 

Western Maryland Vocational 
Resource. Center 

PO Box 5448, McMullen Highway 
Cresaptown, MD 21602 



Serves as a statewide center for the reproduction, 
productiqn'^,and*dissemination of vocational 
curriculum materials: Functions include print- • 
ing, producing media, dissemination, maintaining 
a nriedia loan system, and providing graphics 
support to curriculum development. 
Material available out of state: Yes 



Edgar Reynolds, 
Director 
(301) 729^^950 
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State 



Massachusetts 
(Northeast) > 



Michigan 
(East Central) 



Michigan 
(East Central) 



Mirliesota 
(East Central) 



Mi^issippi 
(Southeastl 



Missouri ♦ 
(Midwest) 



Name^and Addrei of Center/Lab 



Massachusetts Vocational Curriculum Center 
Minutemart Regional Vocational- 
Technical School • ^ 
758 IVIarrett Road 
Lexington, MA 02173 



Michigan Vocational Education 
Resourc^sPenter * 
133 Erickson Hall 
Michigan State University 
East Lansing, MI 48824 
\ \ 



Curriculum Resource Team , 
1(X)Wi[ls House 
Michigan State Urfiversity 
East Lading, Ml 48824 



Minnesota Curriculum Services 
Center 

3554^White Bear Avenue 
V\(hite Bear Lake, MN 551 10 



Research and Curriculum Unit 
Drawer DX 

Mississippi State; Ms 39762 



Instructional Materials Laboratory 
10 Industrial Education Building - 
University of Missouri-Columbia 
Columbia, MO 65211 



Description of Activities 



Collects and disseminates vocatrona I curriculum 
materials. Operates free loan of materials. 
Material available oy t of state: No 





Serves as a search, retrieval, and housing facility 
for curriculum materials for Michigan. 
Material available out of state: Yes 



Produces curriculum guides as specified by, 
and at the request of, the Michigan Department 
of Education, Vocational-Technical Education 
Service, Format and processes are determined 
by the Michigan Curriculum Management 
System. Assists in dissemination activities. 
Material available out of s^e: Yes 



Loans materials from the resource library, 
disseminates materials on free and cost- 
recovery basis. Develops program area task 
lists, student performance-efc^tives, com- 
petency records, and instructional resource 
listings. ^ 

Material available out of state: Yes 



Provides teacher curriculum guides and 
resource units. 

Material available'out of state: Yes 



Produqes ant/distributes competency-based 
instructionaf materials and teaching aids jn 
nine areas: agriculture, business-and office 
eduction, home eco/)omics, distributive 
education, cj)operatii/e education, industrial 
education, industrial arts, sex equity, and 
spe4ial needs. 



ERLC 




Contact 



Carol Laughlin, 
Director 

(617) 863-1863 



Gloria Kielbaso, 
Assistant Director 
(517) 353-4397 



Chris Olson, 
Coordinator 
(517) 353^0661 



B3rt) Moss, 

Cost Accounts Clerk 

(612) 770-3943 



James F. Shill, Ph.D., 
RCU Director 
(601) 325-2510 



Harley Schlichting, 
Ph.D., Director 
(314)882-2883 . 



o 
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State 



Nebraska 
(Midwest) 



New Hampshire 
(Northeast) 



^ew Hampshire 
(Northeast) 



New Jersey 
(Northeast) 



New Me){ico 
fMidwest) 



New Mexico 
(Midwest) 



V 



Ohio 

(East Central) 



Name and Address of Center/Lab 



•1 • 

Nebraska Vocationaf Curriculum 
Resource Center 

Kearney State College, West Campus 
Kearney, NE 68847 



Learning Resource Center 
Keene State College 
Keene, NH 03431 



Vocational Research Curriculi/h Office 
Keene State College --.^^^ 
Keene, NH 03431 " \ - 



N^w Jersey Vocational-Technical 
Curriculum Laboratory 
Building 4103, Kilmer 
Rutgers University 

0840^3 I 



New Brunswick, NJ 



Sex Equity Dissemination Center 
University of NewMgxico 
3010 Mesa VftfT""^ 
^buqu^^que, NM 87131 



Vocational Curriculum Material 
Dissemination Center 
Eastern New Mexico University 
Portalps, NM 88130 



Vocational Instructional Materials Lab 
885 NeH Avenue 
The Ohio State Urrf^ersity * 
Columbus, OH 43210 , 



212 



Description of Activities 



Contact 



Acquires and disseminates vocational curriculum 

materralsfor Nebraska. 

Material available but of state: No 



Bevery J. Nelson, 
Director 
(308) 236-4351 



Description of activities not availble. 



Dorothea Ki.tlan, 

Director 

(603) 352-1909 



Description of activities not available. 



John Faust, 
Project Director 
(603) 3&2-1909 



Provides needs assessment, curriculum develop- 
ment, publication, dissemination, technical 
assistance, and information services for all 
vocational and career education subjects. 
Material available out of state: Yes 



Denise Rossi, 
Director, Statewide * 
.Dissemination Project 
(609) 292-5850 



Disseminates only equal opportuntiy vocational 
curriculum materiajs. 
Materia1^ail§ble*out of state: No 



Norma Milanovlc^^ 
(505) 277-5409 



Disseminates curriculum materials for trade and 
industrial education, office education, distribu- 
tive education, health occupations education, ^ 
agriculture, and industrial arts. > ^ 

Materi^availa^^le put ofstate: No 



RayjGormley, Office ' 
Edudation and 
Distributive Education 
iTeacher Educator 
(505) 562-2288 



Develops task lists, task analyses, achievement 
tests, fire service, emergency medftal service 
pfint and nonprint materials, law enforce- 
ment traming materials, instructor and student 
training materials, and a subscription service 
for^stributive education. 
Material available out of state: Yes 



Tonri L.-Hindes, 
Director 
(614) 422-5|g1 



. State 


Nanne aAd Address of Center/ Lab 

V 


.DescriDtion of Activities 

— — '■ — 


Contact . 


Ohio ^ 
(East Central) ' 


Ohio Agricultural Educatjon 
Curriculum Materials Service 
Room 254, 2120 Fyffe^Road . 
The Ohio State University 
Columbus, OH 43210 


Develops instructional materiils for agricultural 
education programs at the mgn school and^post- 
high school levels. Provides student and teacher 
reference manuals and workbooks, as well as 
color slide series, transparency masters, sample 
test items, and professional vocational educa- 
tion manuals. / 
Material availal)le out of state: Yes 


Harlan E. Ridenour, Ph.D 
Director 
• (614) 422-4848 


Oklahoma . 
(Midwest) / 


Curriculum and Instructional^ / 

Material? Ce/iter 

Oklahoma State Department of 

Vocational-Technical .Education 

1515 West^Sixth Avenue 

Still water, "ok 74074 ^ 


Produces several kinds of in^ructional materials: 
core curriculum videotape^ slide-tapes, cpmpe- , 
tency profifes, and learning activity packets. 
Provides free loan films t6 Oklahoma vocational 
teachers, technical assistance, and reference 
materials in the resource center to vocational 
teachers. 

Material available out of state: Yes 


Bob Patton, 
Coordinator 
(405) 377-2000 I 

t 


Pennsylvanra 
. (East Central) 

f 


Vocational Education Infi^rmatlon 
'Network (VEIN) 

Stayer Research and Learning Center 
M^ersville State College ' ^ 
Mmersville, PA 17551 


Acquires, classifies, and stprjes curriculum 
nr>aterials for retrieval in response to prac- 
titioner requests. Announces availability 
of. new materials and conducts training 
sessions on skills needed by teachers to 
identify and ifse materials. , 
Material available out of state: No 


§ 

Erma D. Keyes, 
Director 

•(717) 872-5411, 


Rhode Island 
(Northeast) * 


Curriculum Resource Center 
Rhofife^lsland College 
De^rartment of Industrial Technology 
Providence, Rl 02908 ^ 


Inventories curriculum products. 
Material available out o^f state: No 

• 


Arthiir Tartaglione. 
Career Education 
C^niiiltant 
(401) 277-2691 


South Carolina 
(Southeast) 

4 


Vocational Curriculum Development Section 
1 1 07 Barringer Building* 

1*^*^?? Main Qfrexaf ^ 

looo main Qireei 
.Columbia;^SC 29201 

f ■ ■ ' 


Provides student and teacher manuals, curricu- 
lum guides, filmst'rips, audiotapes, and student 
modules. 

Material available out of state: No 


Robert T. Benson, Ph.D., 

Chief Supervisor 

(803) 758-5971 ' 
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CURRICULUM-RELATED ORGANIZATIONS 

AcknowledgemWit ior naterials irf this Section is madelo the $tate Liaison Representative 
Planning Committee><K the 1981 National Networl< for Curriculum Coordination in Vocattonal 
and Technical Education Concurrent Meetirrg. 
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CURRICULUM-RELATED ORGANIZATIONS 
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CURRICULUM-RELATED ORGANIZATIONS 



Organtzatron 


Description 


Address and Phone Number 


1 # II . , 

• • 

Member States 


American Associ- 
atiorl of Vocational 
Instructional Materi- 
als (AAVIM) 

• 

« 


Nonprofit organization made up 
of membershio from all fiftv 
States; designed to develop 
instructional materials for 
agricultural and trade and 
industrial education. ^ 


AAVIM ^ , 

Athens, GA 30602 
(404)542-2586' 

« 


Not applicable ^ \ 

V 

* 


Interstate Distribu- 
th/e Education 
Curriculum Con- 
sortium (IDECC) 

^— . 


Nonprofit organization m^cJe up 
of membership from thirty ; ^ 
states; designed to develop ^ 
individualized instructioaal 
materials for distributive edu-^ 
cation and marketing. 


IDECC 

1 166 Chesapeake Avenue 
'ijjie.Ohlo State University 
Columbus, OH 43210 " 
(614) 486-6708 

» 


Alabama, Arkansas, California,^ 
Colorado, Delaware, Florida , 
Georgia, Indiana, Iowa, Kentucky, 
Louisiana, ^ichigan, Minnesota, 
Mississippi, r^Jebraska,' New Ramp- 
shire, New Mexico, North Carolina, 
North Dakota*, Ohio, Oklahoma, 
Oregon, Pennsylvania, Tennessee, 
Vermont, Virginia, Washington, 
West Vtrginia, V^^scpnsin ^ 


Mid-America Voca- v 
cational Curriculum 
Consortium ' ^ 
(MAVCC) 

♦ 


Nonprofit corporation made up 
of membershiD from plevpn statp^* 
designed to develop, dissemiR<ffe, 
implement and evaluate curricu- 
lum materials in vocational and 
technical education. 


MAVfcC 

1 ^1 R VA/oct Qivfh A\fani la 

1 u 1 9 vvcdi OfXin Mvenue 
i Stillwater, OK 74074 ' 
(405) 377-2000 


Arkansas, Colorado, Kansas, 
Louisiana, Missouri, Nebraska, 
Ne^pi/lexico, North Dakota, \ 
OJ^I^jmarSotrth Dakota, Texas 


National Center for 
' Research in Voca- 
tional Education 
(NCRVE) 

« 


\a national research center whose 
mission to increase the ability of 
diverse agencies, institutions, and 
organizations to solve educational 
problems relating to individual 
career planniiM^^paration, and 
progression. ^ 
* 


NCRVE . " 
The Ohio State University 
1960 Kenny fioad 
Columbus, OH 43210 
(614)486-3655 


No^pplicable •* 

♦ ' 
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Organization^ 


Description 


Address and Phone Number 


Member States 


■Rational Occupa- 
Competency Testing 
^ Institute (NOCTI) 

1 


Nonprofit oi^'gamzation made up 
of membership from forty-three 
states; designed to develop com- 
prehensive competency tests for 
vocational instructors, 

•>* 


^NOCTI 

45 Colvin Avenue 
Albany, NY 12206 ' 
(518) 482-8864 


Alabama. Alaska, Arkansas, California, - 
Colorado, Cojnnecticut, District of 
Columbia, Florida, Georgia, Hawaii, 
Idaho, Illinois, Indiana, Iowa, Kansas, 
Maine, Massachusetts> Syiichigan, Minne- 
sota, Mississippi, Missouri Montana, 
Nebraska, New HampshireJsNew Jersey, 
New Mexico, New York, North Dakota, 
Ohio, Oklahoma, Oregon, Pennsylvania, 
Rhod^ Island, South Dakota, Tennessee, 
Texas. Utah, Vermont, Virginia, Washing- 
ton, West Virginia, Wisconsin, Wyoming 


Student Occupa- • 
tional Competency 
"Achievement Testihg . 
(SOCAT) 


^Nonprofit organization made up 
of membership from seven states; 
designed to develop cpmprehen- 
sive compete/icy testmg for 
vocational students. 


SOCAT 

45 Colvin Avenue 
.Albany, NY 12206' 
(518) 482-8864 


Alabama, Florida, Kentucky, Maryland, 
New Jersey, New York, Oklahoma 

« 


Vocational Instmc- 
tional Materials 
(VIM) 


A section of the American Voca- 
tional Associations designed to 
promote the development of 
cjuality instructional materials 
and stimulate exchan'ge of infor- 
mation about instructional i 
materials for vocMional education. 


American Vocationaf Associ- 
ation can provide name, 
address, and phone number 
of current executive VIM 
^ officers^ 


Not applicable 

J * 


Vocational-Technical 
Education Consor 
tium of States 
(V-TECS) , 


Nonprofit organization made up 
of membership from fifteen states, 
designed to develop occupational 
task analyses for.vocational and 
technical edi^^tion. 


Southern Association oft 
Colleaes and Schools (V'TECSl 
795 Peachtree Street, NE 
Mlanta, GA 30308 
(404)875-8011 


Alabama, Florida, Georgia, Illinois, ' 
Indiana Kpnluckv Marvland MississlDDi 
New Yor^rPennsylvania, South Carolina, 
Tennessee, Virginia, West Virginfa, 
Wisconsin 


Wisconsin Vocational 
Studies Center 

(vyvsc) 


^ ^ — — : 

University affiliated organization 
involved in a variety of projects 
je.g., PuizIed^AboOt Educating 
Specidh^Jeeds Students?) havi ng^ 
an impabt on vocational education. 


WVSC 

1025 West Johnson Street 
'964 Educational Science 
Madison, Wl ' 53706 
(608) 263-3696 


■ Not applicable ^ 
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SOURCES OF AUDIOVISUAL INFORMATIOM AND 

^ MATERIALS 

/ft f 
National Information Center for Educational Media (NICEM) 
•University of Southern California / 
Univer^ityPark 

' Los AngeI§5r-eA 90007 * ' " • 



The NICEM data base offers comprehensive coverage of nonprimt educational media (16mm 
films, 35mm^filmstrips, overhead transparencies, atjdiotapes. videbtapes. phonograph records, 
motion picture cartridges, and slides) from preschool to professional and graduate school levels,^ 

* 

National Audiovisual Center 
National Archives and Records Service 
General Services Administration 
• Washington, D.C. 20409 

/ . ^ ^ » 

Audiovisual materials (16mm and 8mm films, audiocassettes. audiotapes, filmstrips. kits, slide 
sets, and vitieoq^assettes) are available through sales, rental, and loan referrals, including 
vocational and tedtinical areas of auto mechanics; carpentry and woodworking, construction, 
drafting; electricity and electronics; photography; hea^irfg, air conditioning, and refrigeration, 
metaL.work. welding, machine shop, and benchwork; plumbing an^ pipefitting,,and safety. Center 
staff members respond to telephone and written requests, publiih catalogs and selected listmgs 
of current titles available for sale or rent, produce brochures and filmographies on specialized 
subjects and on materials produced by individual federal agencies, and maintain a master 
^catalog file on audiovisual materials produced by the federal government. Preview prior to|^ 
purchase is available for 16mm mofion pictures. j/, 
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BiBLIOGRAi>HY OF CURRICULUM PUBLICATK)N^ 
— AVAIljABLE FROM FEDERAL AGENCIES 



Curriculum Materials in Vocational and Technicaf Education*— 1981. 

U,S, Department of Education, Office of Vocational and Adult Education, Washington, DC, 20 pp. 

Listings of vocational instructional materials available from federal agencies, a set of eight annotated 
bibliographies of curriculum and instructk)nal materials compiled by the U.S. Department of 
Education, Office of Vocational and Adulf Education, Curriculum Development Branch, 
Washington, DC, 1980. ; 

• Vocational Ins'trCTctional Materials for Agriculture and Agnbusiness A^tlable from Federal 

Agencies. 48 pp. ED 190 909. 

• Vocational Instructional Materials for Business and Office Education Available from Federal 

Agencies. 32 pp. ED 190 916. 

• Vocational Instructional Materials for Vocational Home Econohitcs Education Available from 
M Federal Agencies. 45 pp. ED 190 911. 

« 

• Vocational Instructional Materials for Marketing and Distributive Education Available frd^ 

Federal Agencies. 31 pp. ED 190 910. ^^--^ 

• ' Vocational Instructional Materials for Allied Health Education Available from Federal Agencies. 

45 pp. ED 190 912. 

• Vocational Instructional Materials for Technrcal Education Available from Federal Agencies. 

67 pp. ED 190 913. ^ 

• Vocationallrktructional MateUals for Trade and Industrial Education Available from Federal 

Agencies. 44 pp. ED 19Cf9l4. 

• Vocational Instructional Msk^rmls for Special Needs Groups— Handicapped Disadvantaged, 

Older Americans, Youtf-itmployment, Displaced Homemakers— Available from Federal 
Agencies. 41 pp. ED 190 915. ' , 

A Reference List of Auj^iovisual Materials Produced by the United States Government. Supplement 
.* 7980. National Audiovisual Center. National Archives and Records Service* General Services 
Administration; Washington^ DC. 54 pp. - - 

Vocational-Technical: A Select List of U.S^Gov^rnment Produced Audiovisual Materials— 1978-79. 
National Audiovisual Center. National Archives and Records Service, General Services 
Administration,, Washington. 6c. 54 pp. 
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, How to Submit Documents to ERIC 

The Educational Infornnation Resources Center (ERIC) of the National Institute of Education 
Is a vehicle for communicating the written results of professional activities. - 

f $ 

The ERIC Clearinghouse on Adult. Careen and Vocational Education (ERIC/ACVE) collects^ 
abstracts, and indexes educational documents in the areas otadult and continuing education, 
career education, vocatipnaf-technical education, and education and work. 
* t. • 

Documents selected for ERIC are announced with an abstract and availability statement in 
thelmonthly journal, Resources in Education (RIE). The types of materiate ERIC/ACVE is looking 
for include . » * 

• research reports • literatQre reviews 

• conference papers ^ • position papers 

• program descriptions ' • curriculum guides 

> monographs • instructional materials 

' • evaluation studies • teaching guides 

• ^ annptated bibliographies f resource guides 

• rheasurement instruments ' , • handbooks 

To ensure-quality reproduction and readability of your materials, paper should be white or a 
light tint, of the usual typio^ paperweight, and 8'^^" by 11" m size. Very small type does not 
reproduce weft Appendix materials, tables, and charts should be legible and generally meet the 
same requirements as those for the text. 

Because most documents are protected under the revised copyright law. jqcluding a 
statement granting ERIC permission for microfiche and/or paper copy reproduction when 
submitting materials will speed processing. Granting reproduction release of a document allows 
its inclusion in the ERIC data base without affecting copyright status. 

^ * ' . f 

If the document includes materials reprirtted by permission, include the name and address^f 
the copyright holder If the document is available from the original source, include the 
publisher's name, address, and document price to be cited in the abstract. 



To submit materials for possible inclusion in the fRIC system, send one clearly typed or 
duplicated copy (two if possible) to 



Acquisitions Coordinator 
ERIC/ACVE' 

National Center for Research 

in Vocational Education 
I960 Kenny Road 
Columbus, OH 43210 
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How to Order Documents j . 

Documents announced in Resources in Vocational Education are available individuallyfrom \he ERIC Docu- 
ment Reproduction Service Ordering Instructions and price lists are provided below Please refer to the most 
recent issue ol Resources in Education for current pricing infdrmation - 
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DOCUMENT REPRODUCTION SERVICE 

P.O. Box 190^ARUNQT0N. VIRGINIA 22210 • |703) 84M212 



OPERATED 8Y. COMPUTER MICRORLM INTERNATIONAL, CORP. 

SHIP TO: 



ORDER FORM 



IMPORTANT INSTRUCTIONS 



ORDER' BY ED NO. (6 digits) 
See Resources in E^lucation 
(RIE) 

SPECIFY EWER: 

Microfiche (i^F) 
or 

Pa^r Copy (PC) , 

ENTER UNIT PRICE 

(See Below) / 

INCLUDE SHIPPING CHARGES 

(See Charts Below). 



ENCLOSE CHECK OR MONEY 
ORDER 

Payable to EDRS in US 
Funds Check must indicate 
the U S transit number of your ^ 
ban)<s agency 

OR ENCLOSE AUTHORIZED 
ORIGINAL PURCHASE ORDER 

COMPLETE AND SIGN BELOW 



BILL TO: 



Dati 



Slynaturo 
Tltk 



UNIT PRICE SCHEDULE 



MICROFICHE (MF) 



NUMBER FICHE EACH EO # 


PRICE CODE 


Price' 


1 10 5 (op to 460 pages) 


MF01 


$ B\ 


6 (481 -576 pages) 


MF02 


1.10 


7 {577-672 pages) 


MF03 


1^ 


8 (673-768 pages) 


MF04 




Each addiiiondl 






microfK:he {addi|<onai 96 pagesi 
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PAP&R COPY (PC) 



NUMBER PAGES EACH EOi 
no 25 , J 
2610 50 
5no 75 

76 to 100 _ 

Each a<J*tK>naf 
25 pages 



PRICE CODE Price 

PCOi $2.00 

PC02 3.65 

PC03 5^ 

PC04 6^5 



1.65 



^ NUMBER 


NO OF 
PAGES 


NO OF COPIES 


UNIT- 
PRICE 


TOTAL 


MF ' 


PC 






































































































































TOTAL NO. OF PAGES 






SUBTOTAL 




TAX EXEMPT NO 


VA RESIDENTS AOO 
4% SALES TAX 




DEPOSIT ACCT NO 


SHIPPING 




^ TOTAL 





CHARTS FOR DETERMINING SHIPPING CHAR 

ac 



1-3 
Microfiche 
ONLY 
$.18 



4^ 
Microfiche 
ONLY 
$.35 



l8t CLASS POSTAGE FO 

19-: 



9-14 
Microfiche 
' ONLY 
$.52 



15-18 
Microfiche 
' ONLY 
$.69 



Microfiche 
ONLY 
$.^ 



— 

22-27 / 28-32 
Microfiche^ Microfiche 
ONLY \ ONLY 
$1.03 $1.20 



aP.S. CHARGES FOR 



1 to, 

33-75 MF 
Of 1-75 PC 
PAGES 
Not to Exceed 
$1-47 


' 2 lbs. * 

76-150 
MFor PC 
PAGES 
Not to Exceed 
$1.84 


' 3 lbs. 
151-225 
MF or PC 
PAGES 
Not to Exceed 
$2.22 ^ 


4 lbs. / 
226-300 
MF or PC 
PAGES 
Not 40 Exceed 
$2.58 


5 lbs. 
30f-375 < 
MFor PC 
PAGES 
Not to Excee^i' 
$2.96/ 


6 lbs. 
376-450 
MF or PC 
PAGES 
Not to Exceed 
$3.33 


7 lbs. 
451-525 . 
MFor PC 
PAGES 
Not to Exceed 
$3.71 


8 tb 20 lbs.- 
526-1500 
MF or PC 
PAGES * 
Not to Exceed 
$4.07-^5 



«OTH-Ofde/$'for 33 o< mwe micfofiche and all orders fox paper copies (PC) will be shipped via United Parcel Service unless oihenwse instructed 
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Price Co^es ^ 



PAPER copy/hard COPY 



PRICE CODE 



PAGINATION' •■ 



.J 



PRICE 



PC 01 1 

PC 02 26 

PC 03 51 

PC 04 ^ 76 

PC 05 101 

PC 06 126 

PC 07 . 15J 

PC 08 176 

PC 09 . . . t 201 

PC 10 226 

PC 11 251 

PC 12 . . 276 

PC 13 . 301 

PC 14 \ 326 

PC tl5 351 

PC 16 r . . 376 

PC 17 I ,401 

PC 18 . . , 426 

PC 19 451 

PC. 20 \ 476 



25 2.00 

50 -* 3.65 

75 5.30 

100 6.95 

125 r . . 8.60 

150 10.25 

175 11.90 

200 13.55 

225 ; . . . , 15.20 

250^ * * 16.85 

275 18.50 

30Cr* : \ 20.15 

325 21.80 

350 - . t 23.45 

375 25.10 

400 .\ 26.75 

425 28.40 

450 30.0^ 

475 3].70 

500 ' 33.35- 



^9 

ADD Sl.dO FOR EACH ADDITIONAL 25 PAGES, OR FRACTION THEREOF 



PRICE CODE 



MICROFICHE 



PAGINATION NUMBER OF FICrfE 



MF 01 1-480 

MF 02 481-576 

■MF 03 577 - 672 

MF04 ... .....^ 673-768 

MF05 .j ^ 769-864 

MF 06*' ^. 865-960 



1.5 
6 

7 ^ 
' 8 
9 

10^ 



PRICE 

.91 
1.10 
1.29 . 
1.48 
1.67 
1.86, 



J!oO $0.19 FOR EACH ADDITIONAL MICROFrCHE (1-96 PAGES) 

2Zi . 



AIM/ARM MICROFICi:IE 

To order documents announced irriKe original publication of the, AIM/ARM Project. Abstracts of Instructional and 
Research Materials m Vocational ana Technical Epucation (AIM/ARM). Fall of 1967 Ihroogh Volume 9 Number 6 
see the individual issues for ordering instructions 

Price lists and ED number for the complete ^sel of AIM/ARM VT— ERIC microfiche are listed below 



AIM MIcroflcht S«t$ 



ARM Mleroflche Seu 







ED Number 


PHce 


* Issue 


ED Number 


*»— t — 
KTiCe 


Fail 


1967 


ED 013 339 


$12 32 


Pall 1QA7 
rail '^ijpf 


cU Ul J 338 


$14 38 


Winter 


1967 


ED 015 349 


25 91 


Winter 1 QA7 


c r\ Ai c o JO 
cU Ult) 340 


16 75 


Spring 


1968 


ED 01 7 746 


• 35.09 


Cnnrvi IQAA 


CU UlO OrO 


24 17 


Sunvner 


1968 


ED 020 442 


33 81 


pUMIiin;! 1 TOO 




45 50 


Fall 


1968 


ED 022 971 


24 49 


Pall 1(¥\A 
• all 1 (TOO 


Cr^ AOO ACC 

cU [jcZ Ud5 


3.48 


Winter 


1968 


ED 028 305 


26 39 




cr? AO? 
tU UZ7 441 


21 80 


Spring 


1969 


ED 030 770 


35 87 


Qrtrmn i QCQ 


C r\ AO A AA 4 

* tU U30 001 


15 80 


Summer 


1969 


ED 032 434 


54 ]3 


Surrvner 1969 


ED 031 587 


16.91 


Fait 


1969 


ED 034 074 


4fJ 56 


Fall 1969 


ED 033 237 


5 37 


Winter 


t969 


ED 037-585 


^3fe51 


Winfer 1969 


ED 036 657 


-.20 07 


Spring 


1970 


ED 041 177 


30,18 


Spring 1970 


ED 039 370 


22 12 


Sunrmr^er 


1970 


EQ 042 931 


33^^8, 


Summer 1970 


ED 042 060 ^ 


20.22 


Fall 


1970 


ED 045 856 




Fan ^^^0 


ED 045 860 


.48 03 


Winter 


1970 


ED '049 382 


24 9^ 


, Winter ^^m> 


ED 049 385 


26.07 


Spring 


1971 


ED 052 390 


38 24 


Spring ^fW7\ 


ED 051 432 


24 65 


SumrDer 


1971 


ED 053 339 


35 71 


Sumoier 1971 


ED 054 390 


1201 


Fait 


1971 


ED 056 238 


51 03 


Fall 1971 


ED 057 254 


15.80 


Vol 5/No 


1 


ED 059 407 


49 45 


• Vol 5. No 1 


ED^223 


49 93 


Vol 5. No 


2 


/ tD 062 563 


41 71 


Jf Vol 5, No 2 


ED 062 579 


980 


Vol 5. No 


3 


ED 063 502 


* 41 71 


Vol 5. No 3 


ED 063 517 


21.01 


Vol 5. No 


4 


ED 067 490 


. 43 29 


. Vol 5. No. 4 


ED 068 733 


17.06 


Vol 6. No 


1 


ED 069 919 


34 13 


Vol 6. No 1 


ED 070 816 


1465 


Vol 6. No 


2 


ED 075 668 


9 48 


Vol '6. No 2 


iO 076 749 


^5.21 


Vol 6, No 


3 


ED 075 685 


47, 


Vol 6, No 3 


ED 076 774 


4.27 


Vol 6. No 


4 


' ' ED 083 481 


43 29 


Vol 6. No 4 


ED ^482 


6.96 



AIM/ARM MIcronehe Sets 



lssu« 



ED Numbtf Pr^ 



Vol 
Vol 
Vol 
Vol 
Vol 
Vol 
.Vol 8. 
Vol 8. 
Vol 8, 
Vol 8. 
Vol 8. 
Vol 8. 
Vol 9. 
Vol 9. 
Vol 9. 
Vol 9. 
V6i 9. 
Vol 9. 



No 1 m 
No 2(VT 
No 3(VT 
No 4(VT 
No 5(VT 
No. 6(VT 
No. 1 (VT 
No 2{VT 
No 3(VT 
No. 4(VT 
No^(VT 
No 6{VT 
No 1 (VT 
No 2{VT 
No 3(VT 
No 4(VT 
No 5(VT 
No 6(vr 



100 001 
100201 
100 401 
100 601 

100 801 

101 001 
101 204 
101 401 
101,601 
101 801 

101 961 

102 201 
102 401 
102 601 

102 801 

103 001< 
103 201 
103 401- 



100 200)^ 
-100 400)' 
100 600) 

100 800) 

101 000) 
101 200) 

•101 40O) 
'101 600) 

101 800) 
'101 950) 

102 200) 
102 400) 
102 800) 

102 800) ' 

103 000) 
103 200^ 
103 400) 
103 600) 



ED 094 269 
ED 094 270 
ED 094 271 
ED 094 272 
ED 095 434 
ED 096 554 
ED 101 219 
ED 103 724 
ED 108 003 
ED 109512 
ED 114 719 
ED 119 023 
ED 120 588 
ED 123 498 
ED 1^7 481 
ED^0d4 
^D 131 342 
ED 133 612 



$28 44 

25 75 
25 44 ^ 
29 86* 
38 3a 
37 13 
4013 
4013 
3508 
29 Q7 
12 32 
' 6,00^ 

537 
1296 

4 42 
18 49 
16 59 
. 569 



AIM/ARM VT-EftIC microfiche sets are available ' 

1) In arty complete collection, ol ERIC microfiche' ' * ^ 

2} From the ERIC Docunwil Reproduction Service. (EDRS) . 

3) From st^te research coordinating units which have AIM/ARM VT^RfC microffche collections 
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,-. How to Order Subscriptions 

Single year subscrrpuons lo Resources m Vocational Education are available Uom 

^ Navonal Center Publications Office, Box F ♦ 

The National Center tor Research in Vocaticfrial Education 
/ The Ohio State University 

1960 Kenny Road — ' 
Colunnbus, Ohio 43210 
^ (614) 486 3655 

^ . 

^ Subscrfptions for 1981-82 are $34 (S36 outside the United States) for six issues: 

• Resources m Vocatictaal Education Volume 14, Number 1 
Transi^onaf Issue v 

* • Resources-m Vocational Education Volume 14, Number 2 

State f^ogram Improvement Pro}ects-9\ 1980 

• Resources m Vocational Education Volume 14. Number 3 
Selected Abstracts from ERIC 



• Resources m Vocational Education Volume 14, fvkjmber 4 
Directory of Vocational Education Personnel ^ 

• R^urces m Vocational Education Vplume 14, Number 5 
Selected Abstracts from ERIC 

• Resources in Vocational Education Volume 14. Number 6 
Curriculum Resources ^ 



Resources m Vocational Education is also available jn ERiC microfiche collections Accession numbers are listed 
below % 



Volume 10. Number 1 
Volume 10/ Number 2 
V 9< ufn e 10, Number 3 
Volume 10, Number 4 
Volume 10, Number 5 
Volume 10, Number 6 
Anmjaf Index 1977 



Volume 1 1, 
Volume 1 1. 
Volume 1 1, 
Volume 1 1, 
Volume 1 1 , 



Number 1 
Number 2 
Number 3 
Number 4 
Number 5 



Volume 1 1, Number 6 
Annual Index 1978 



ED 149015 
ED 149 026 
ED 149 017 
ED 156 893 
ED 147 539 
5D 147 612 
ED 149 166 

ED 150 450 
ED 156 894 
ED 156 895 
ED 176 093 , 
£D 177 335 
ED 177 336 
ED 176 094 



Volume 12, Number 1 
Volume 12, Number 2 
Volume 12, Number 3 
Volume 17, Number 4 
Volume 12, Number 5 
Volume 12, Number 6 
Annual Index 1979 . 



ED 176 095 
ED 176 096 
ED 176 097 
ED 181 335 
ED 181 336 
ED 182 539 
ED 182 540 



Resources in Vocational Edbcation is a publication of the National Center Clearinghouse at the/^iational 
Center fpr Research in Vooational Education Requests for*information, changes of address, and other 
mail Items should be addressed to Resources in Vocational Education. Information Systems Division, 
The National Center for Research in Vocational Education, The Ohio State University, 1960 Kenny 
Road, Columbus, Ohio 43210. Telephone. (614) 48^ 3655 or toll-free (800) 848-4815 within the 
continental U.S {except Ohio) iSSNi 0095-3784 r 

Production services for this journal were provided by Bibliographic Retrieval Services, 1200 Route 7 
Latham New York 12110. , . . . ' 
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